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The  Board  of  Gas  and  Electric  Light  Commissioners  respect- 
fully submits  its  Seventh  Annual  Report. 

There  was  a  change  in  the  membership  of  the  Board  in  July  last 
at  the  expiration  of  the  term  of  Hon.  A.  B.  Coffin,  who  declined 
a  re-appointment.  His  associates  desire  to  express  their  apprecia- 
tion of  the  fidelity,  ability  and  integrity  with  which  for  four  years 
he  discharged  the  important  duties  of  Chairman. 

There  are  now  one  hundred  and  thirty-one  companies  under  the 
supervision  of  the  Board,  twenty-six  of  which  supply  both  gas 
and  electric  light,  fifty-eight  only  electric  light,  and  forty-seven 
only  gas. 

It  is  apparent  that  the  province  and  work  of  the  Board  is 
becoming  better  understood  by  the  public,  and  during  the  last 
year,  in  addition  to  the  duties  imposed  by  the  statute,  it  has  been 
frequently  consulted  by  city  and  town  committees,  managers  and 
investors  in  regard  to  questions  concerning  gas  and  electric  light- 
ing. Those  interested  in  these  matters  have  come  to  consider  it 
the  most  convenient  source  from  which  to  obtain  reliable  informa- 
tion as  to  the  standing  and  financial  operations  of  the  companies 
and  their  relation  to'  the  local  authorities,  as  well  as  in  regard  to 
many  of  the  technical  features  of  the  business. 

The  Board  is  compelled  to  again  call  attention  to  the  failure  of 
many  of  the  companies  to  make  their  returns  within  the  time  fixed 
by  statute  and  to  urge  the  passage  of  an  act  imposing  a  suita- 
ble penalty  in  such  cases.  It  is  evident  that  the  time  now  allowed 
is  ample,  since  the  largest  companies,  whose  accounts  are  the  most 
complex,  find  no  serious  diflQculty  in  obeying  the  law.     Of  one 
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hundred  and  thirty-one  returns  due  on  the  second  Wednesday  of 
September,  only  forty-five  had  reached  this  office  on  that  day. 

The  Board  cannot  better  express  its  present  view  of  this  mat- 
ter than  by  the  following  words  from  the  report  of  last  year : 
**The  present  remedy  is  by  reporting  the  delinquency  to  the 
Attorney-General,  who  proceeds  before  the  courts  with  the 
request  that  the  companies  be  enjoined  from  doing  business  until 
they,  shall  have  made  report.  A  fine  for  each  day's  delay,  as  in 
the  case  of  railroad  companies,  would  doubtless  be  effective,  and 
thus  allow  the  time  needed  to  correct  and  tabulate  the  numerous 
details  of  the  returns.  If  the  returns  were  promptly  filed,  the 
time  left  for  compiling  and  printing  the  data  would  be  sufficient ; 
but,  with  the  tardy  practice  of  the  companies,  the  Board  is  now, 
as  formerly,  unable  to  have  its  annual  report  seasonably  printed 
for  the  use  of  the  Legislature." 

The  Spencer  Gas  Company,  to  which  particular  reference  has 
been  made  in  previous  reports  as  supplying  the  same  gas  for  light- 
ing and  for  fuel  at  $1.25  per  thousand  feet,  with  special  attention 
to  the  latter  use,  has  been  compelled  after  continued  losses  to 
advance  its  rate  to  $1.60. 

A  new  departure  in  this  Commonwealth  is  the  Framingham  Gas 
Fuel  and  Power  Company  which  began  in  January  last  to  supply 
non-illuminating  water-gas  to  consumers  in  South  Framingham 
for  from  fifty  to  seventy-five  cents  net  per  thousand  feet. 

This  gas  is  made  from  steam  and  Cumberland  coal,  by  what  is 
known  as  the  Loomis  process,  with  sufficient  cnricher  added  to 
give  it  a  perceptible  odor,  and  passes  through  lime  and  oxide  of 
iron  for  the  purpose  of  purification.  Although  designed  primarily 
for  fuel  purposes,  the  gas  is  used  for  lighting  in  combination  with 
what  is  known  as  the  Fahnehjelm  burner,  consisting  of  a  magnesia 
comb  which  is  heated  to  incandescence  by  the  gas.  The  company 
has  about  one  hundred  customers.  The  Cotl;age  City  Company  also 
makes  only  non-illuminating  water-gas  by  a  similar  process. 

A  consolidation  of  the  two  companies  in  Middleborough  has  been 
eifected  by  the  purchase  of  the  Middleborough  Electric  Light 
and  Power  Company  by  the  Middleborough  Gas  and  Electric 
Company.  An  extended  reference  to  the  history  of  these  com- 
panies is  contained  in  the  report  of  the  Board  for  1889. 
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The  Gai-dner  Electric  Light  Company  has  succeeded  to  the  busi- 
ness and  property  of  the  Gardner  Electric  Company,  paying  there- 
for the  amount  of  the  mortgage  notes  of  the  latter  and  assuming 
its  debts. 

The  property  and  franchises  of  the  Miller's  River  Gas  Light 
Company  were  sold  by  the  mortgagees  under  foreclosure  and  the 
purchasers  have  been  incorporated  as  the  Athol  Gas  and  Electric 
Company.  / 

A  similar  course  was  pursued  by  the  mortgagees  of  the  Stoughtou 
Light,  Heat  and  Power  Company,  incorporated  under  the  laws  of 
Maine,  and  the  purchasers  have  become  a  Massachusetts  corpora- 
tion under  the  name  of  Stoughton  Gas  and  Electric  Company. 

The  HoUiston  Gas  and  Electric  Company  of  HoUiston,  with 
$8,000  capital,  and  the  Consumers'  Gas  Company  of  New  Bedford, 
with  $15,000  capital,  are  the  only  other  lighting  corporations 
chartered  during  the  year. 

The  Easthampton  Gas  Company  made  the  only  application 
which  the  Board  received  during  the  year  under  chapter  385  of  the 
Acts  of  1887. 

Proceedings  have  been  begun  in  the  Supreme  Judicial  Court  dur 
ing  the  year  by  the  Attorney-General  against  the  Walworth  Light 
and  Power  Company,  to  compel  the  removal  of  numerous  wires 
running  over  streets  in  the  central  portion  of  the  city  of  Boston 
and  used  for  the  supply  of  electric  light.  These  wires  were 
erected  and  maintained  without  permission  from  the  city,  and 
in  the  face  of  a  formal  rejection  by  the  aldermen  of  the  petition 
of  the  company  asking  leave  to  construct  and  maintain  them. 

The  company  admitted  the  existence  and  use  of  the  wires  as 
stated,  but  contended  that  there  was  no  violation  of  the  statute 
because  all  the  wires  involved  were  either  originally  built  and  ever 
since  owned  by  certain  of  its  customers,  or  if  built  by  the  com- 
pany, the  portions  over  the  streets  had  been  sold  to  certain  cus- 
tomers prior  to  the  suit,  and  that  the  wires  which  the  company 
now  owned  were  not  constructed  by  it  but  purchased  from  a 
former  owner.  The  case  was  heard  before  a  single  justice  in 
September,  but  no  decision  has  yet  been  rendered. 

The  fact  that  such  a  contention  can  be  seriously  made  calls 
strongly   for  a  careful  examination  of  the  statute,  to  discover 
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whether  it  fully  expresses  what  was  intended  at  the  time  of  its 
enactment,  and  whether  it  ought  not,  in  the  interest  of  the  public, 
to  be  made  more  definite  and  clear  in  its  terms. 

If  the  respondent's  claim  can  be  maintained,  no  power  now 
exists  in  the  authorities  of  state  or  city  to  check  the  indiscrimi- 
nate and  needless  multiplication  of  electric  wires  in  the  public 
streets,  and  the  legislation  passed  in  response  to  a  general  demand 
for  the  suppression  of  a  well  recognized  evil  will  prove  of  doubt- 
ful value. 

Electric  Meters. 

The  use  of  electric  meters  for  ascertaining  the  quantity  of 
incandescent  light  supplied  to  consumers  is  becoming  more  gen- 
eral, and  the  sale  of  such  light  by  the  contract  system  somewhat 
less  common.  There  is  some  diversity  of  opinion  among  managers 
as  to  the  expediency  of  using  meters,  and  customers  often 
find  their  bills  largely  increased  when  changing  from  the  contract 
to  the  meter  method  of  purchase.  In  most  of  the  cases 
which  have  come  to  the  attention  of  the  Board,  the  increase  has 
been  because  the  customer  had  received  his  lights  under  a  contract 
which  brought  an  appreciable  loss  to  the  company. 

There  are  two  types  of  meter  now  upon  the  market.  In  neither 
of  these  does  the  entire  current  pass  through  the  meter,  but  only  a 
portion  which  is  shunted  out  or  divided  from  the  main  current 
and  maintains  a  constant  relation  thereto.  In  one  type  this 
shunted  current  passes  through  two  plates  of  chemically  pure  zinc, 
and  a  solution  of  zinc  sulphate  in  which  they  are  suspended.  The 
current  decomposes  the  solution,  deposits  a  certain  quantity  of 
zinc  on  one  plate  and  dissolves  an  equal  amount  from  the  other, 
these  amounts  varying  as  the  quantity  of  the  current  passing 
through.  These  plates  are  weighed  before  and  after  use  and  the 
quantity  of  electricity  used  is  computed  from  the  differences  in 
weight.  In  the  other  type  the  shunted  current  is  used  to  e^teite  an 
electro-magnet,  which  causes  a  small  armature  to  revolve  whenever 
the  electric  current  passes  through.  The  speed  of  the  armature 
varies  with  the  strength  of  the  magnet,  and  this  varies  again  as 
the  quantity  of  the  current.  The  armature  is  connected  by 
toothed  wheels  with  dials    similar  to  those  in  a  gas  meter   so 
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contrived  as  to  record  the  quantity  of  current  supplied  to  the  con- 
eumer  in  ampere-hours  or  watt-hours. 

The  former  type  is  known  as  the  Edison  meter  and  is  sold  for 
use  only  with  that  system.  The  latter  is  adapted  to  the  alteraating 
system  of  distribution.  The  weight  of  opinion  seems  to  be  that 
either  kind  will  give  satisfactory  results  when  properly  set  up  and 
free  from  external  disturbing  influences. 

The  increasing  use  of  meters  has  called  attention  to  the  possi- 
ble necessity  for  a  new  basis  for  charges  for  incandescent  electric 
lighting  service.  With  many  companies  the  difference  between 
average  and  maximum  load  is  very  great,  and  the  largest 
demand  lasts  but  a  short  time.  This  is  most  marked  in  those 
companies  where  a  large  share  of  the  business  is  for 
manufacturing  or  mercantile  establishments  which  close  early 
and  require  lights  for  only  a  portion  of  the  year.  Until 
some  method  of  storing  electric  energy  in  large  quantities  which 
shall  have  greater  commercial  value  than  any  now  upon  the  market 
is  devised,  both  the  generating  and  distributing  plant  of  a  company 
must  be  capable  of  maintaining  a  satisfactory  standard  of  light  at 
the  time  of  maximum  load. 

For  these  reasons  machinery  which  is  much  of  the  time  idle 
represent^  a  considerable  portion  of  the  investment  seeking 
dividends,  and  the  question  arises  whether  the  necessary  charge 
for  this  should  be  distnbuted  among  all  the  consumers  of  the 
company,  or  be  borne  by  those  for  whose  benefit  the  investment  is 
made.  In  other  words,  should  the  entire  income  of  the  company 
be  derived  from  a  uniform  price  per  watt-hour  or  per  ampere-hour 
for  energy  supplied,  or  should  a  portion  come  from  a  fixed  charge 
based  upon  the  size  and  character  of  the  installation  and  its  use, 
in  addition  to  the  regular  meter  rate,  which  would  thus  be  lower 
than  under  the  first  method. 

One  difficulty  in  the  way  of  a  satisfactory  answer  lies  in  the  lack 
of  sufficiently  reliable  data  concerning  the  cost  of  generating  and 
distributing  electric  energy.  In  many  large  stations  the  ques- 
tion is  of  minor  importance,  owing  to  the  greater  uniformity  of 
load,  but  may  be  of  great  consequence  where  any  considerable  per- 
centage of  the  maximum  is  needed  for  a  short  time  only. 
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F.  P.  Jewett,  Petitioner. 

Mr.  F.  P.  Jewett  of  Winchester  filed  a  petition  against  the 
Arlington  Gas  Light  Company,  asking  that  it  be  required  to  supply 
him  with  gas  at  his  residence. 

It  appeared  that  three  years  ago  the  company  began  to  make 
a  uniform  charge  for  meter  rental  of  $3  per  year  in  all  cases  where 
the  customer's  bill  for  the  year  was  less  than  $7.  The  meter 
states  were  taken  and  bills  rendered  quarterly,  the  meter  rental 
being  added  to  the  fourth  quarterly  bill. 

The  petitioner,  having  paid  $3  per  year  meter  rent  for  two 
years,  refused  to  pay  a  similar  charge  the  third  year,  claiming  it 
was  exorbitant,  but  offered  to  pay  for  his  fourth  quarterly  bill  such 
amount  as  would  make  the  sum  of  his  bills  for  the  year  $7.  This 
proposition  the  company  refused  to  accept,  and  after  notice 
removed  the  meter  and  shut  off  the  supply  of  gas. 

After  the  hearing  before  the  Board  the  company  decided  to 
accept  the  petitioner's  offer  and  replace  the  meter,  so  that  no  order 
was  necessary. 

Shepard,  Norwell  &  Co.,  Petitioners. 
Messrs.  Shepard,  Norwell  &  Co.  of  Boston  filed  with  the  Board 
a  petition  against  the  Edison  Electric  Illuminating  Company  of 
Boston,  complaining  that  said  company  had  refused  to  supply 
them  with  light  unless  they  would  use  what  are  known  as  "  Edison 
lamps."  A  hearing  was  appointed,  but  before  it  was  held  an 
amicable  arrangement  between  the  parties  was  reached,  and  at 
their  joint  request  the  case  was  indefinitely  postponed. 

Richard  Olnet  et  aZ«.,  Petitioners. 
A  petition  was  received  from  Richard  Olney,  Francis  I.  Amory 
and  William  Minot,  Jr.,  against  the  Edison  Electric  Illuminating 
Company  of  Boston,  alleging  that  the  petitioners  were  owners  of 
residences  then  building  on  Commonwealth  Avenue,  near  Charles- 
gate  East,  in  the  city  of  Boston ;  that  although  the  respondent 
company  had  obtained  permission  to  place  its  wires  under  the  said 
avenue,  in  front  of  said  residences,  yet  it  had  refused  to  supply 
them  and  had  declined  to  extend  its  system  of  wires  west  of  West 
Chester  Park. 
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The  petitioners  asked  that  the  company  be  required  to  supply 
them  with  light  upon  such  terms  as  might  be  legal  and  reasonable. 
A  hearing  was  ordered,  but  before  it  was  held  the  petitioners 
decided  to  accept  an  offer  made  by  the  Boston  Electric  Light 
Company  to  supply  them,  and  so  notified  the  Board.  The  petition 
was  accordingly  dismissed. 

Petition  of  Coksuhebs  v.  Boston  Gas  Light  Company. 
On  Feb.  4,  1891,  the  following  petition  was  received  addressed 
to  the  Board :  — 

We,  the  undersigned,  customers  of  the  Boston  Gas  Light  Company, 
hereby  complain  of  the  unreasonably  high  prices  charged  for  gas  by 
the  said  company,  and  petition  that  you  will,  acting  under  the  powers 
vested  in  you  by  law,  order  the  Boston  Gas  Company  to  reduce  its  price 
to  one  dollar  ($1.00)  per  thousand  feet,  or  to  such  lower  price  as  will 
allow  the  company  to  pay  dividends  not  in  excess  of  ten  per  cent.  (10%) 
annually  upon  its  capital  stock  of  $2,500,000. 

This  was  signed  by  J.  W.  Estabrook  &  Co.  and  nineteen  others. 
On  this  petition  a  public  hearing  was  ordered,  as  the  law  requires ; 
and,  after  several  continuances  requested  by  the  parties  interested, 
the  case  was  finally  heard  on  the  respondent's  motion  to  dismiss. 
In  this  it  was  claimed  that  the  petition  was  not  signed  by  twenty 
customers  of  the  company,  as  required  by  law,  certain  of  the 
signers  not  being  at  the  time  of  signing,  or  thereafter  at  any  time, 
customers  of  the  respondent. 

The  ground  alleged  being  supported  by  the  facts  presented,  the 
motion  to  dismiss  was  allowed. 

Petition  op  Consumers  v,  Chelsea  Gas  Light  Company. 

This  was  a  petition  by  the  mayor  and  other  citizens  of  Chelsea 
against  the  Chelsea  Gas  Light  Company.  It  asked  that  the  com- 
pany be  required  to  improve  the  quality  of  the  electric  light,  to 
supply  such  light  at  all  hours  of  the  day,  and  to  reduce  the  price 
of  electric  light  and  of  gas.  The  petition  was  filed  Jan.  29, 
1890,  and  a  public  hearing  in  Chelsea  was  ordered  for  February 
26,  but  the  case  was  continued  from  time  to  time,  at  the  request 
of  the  petitioners,  so  that  the  hearings  were  not  finished  until 
near  the  close  of  that  year. 
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At  the  time  of  filing  the  petition  the  incandescent  electric  lights 
were  run  only  until  midnight,  but  before  the  case  was  fully  heard 
the  company  began  to  supply  these  lights  from  dark  to  daylight, 
and,  as  the  Board  understands,  will  continue  so  to  do.  The  peti- 
tioners, however,  urged  that  the  lights  ought  to  be  supplied  during 
the  remainder  of  every  twenty-four  hours.  To  do  this  would 
require  a  considerable  additional  outlay  for  labor  and  materials. 
At  the  hearings  it  appeared  that  the  desire  for  day  lighting  was 
limited  to  three  or  four  consumers,  who  would  require  in  all  but 
few  lights ;  one  or  two  others  desired  power  for  small  motors.  If 
current  were  supplied  for  both  purposes,  the  income  would  be  but 
a  small  portion  of  the  cost.  The  loss  from  such  business  would 
probably  be  borne  in  the  end  by  other  consumers,  and  the  Board 
does  not  feel  warranted  in  requiring  the  company  to  incur  it.  It 
believes,  however,  that  as  soon  as  any  substantial  demand  for  elec- 
tric power  appears,  the  company  ought  to  make  special  effort  to 
encourage  its  use,  and  to  begin  its  supply  as  soon  as  it  can  bo 
furnished  at  only  a  moderate  loss.  The  small  number  of  lights 
desired  in  the  day-time  might  then  be  supplied  at  but  little 
expense. 

In  the  opinion  of  the  Board  no  general  order  under  this  petition, 
concerning  the  quality  of  the  incandescent  light,  seems  to  be 
demanded  by  the  facts  presented.  Out  of  a  large  number  of  wit- 
nesses but  few  complained  of  poor  lights ;  by  far  the  greater 
number  expressed  satisfaction  with  them.  The  complaints,  when 
carefully  considered,  seemed  to  be  founded  in  fact,  but  to  be  due 
to  a  variety  of  local  causes,  such  as  overloading  of  converters, 
inadequate  wiring,  lights  too  few  or  too  small,  and  bulbs  black- 
ened with  long  use.  In  some  of  these  Instances  the  remedy  is  in 
the  hands  of  the  consumer  alone.  In  the  other  cases  it  did  not 
appear  that  the  complaints  had  ever  been  made  at  the  company's 
office.  Upon  learning  of  them  at  the  hearing,  the  company's 
agents  expressed  their  desire  to  remedy  the  troubles  and  any  simi- 
lar ones  thereafter  arising.  It  is  clearly  the  duty  of  a  consumer 
who  has  trouble  with  his  light  to  first  make  complaint  to  the  com- 
pany ;  and  to  this  Board  only  when  such  complaint  fails  to  secure  a 
remedy.    The  authority  of  the  Board  has  been  found  ample  for 
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the  removal  of  any  real  grievance,  althoagh  affecting  only  a 
single  consumer. 

But  little  evidence  was  directed  to  the  question  of  electric  light 
prices.  The  street  lights  are  maintained  at  prices  fixed  by  a  con- 
tract with  the  company  for  a  term  of  years.  It  did  not  appear 
that  the  prices  to  private  consumers >  were  higher  than  those 
generally  charged  by  other  companies  making  only  a  fair  profit. 
The  company's  books  show  that  more  than  $80,000  has  been 
invested  in  this  branch  of  its  business,  and  a  careful  investigation 
shows  that  it  has  been  economically  and  carefully  expended.  For 
this  work  the  company  has  incurred  a  debt  of  about  $75,000,  and 
its  electric  business,  with  no  allowance  for  depreciation,  has 
returned  a  profit  of  barely  five  per  cent,  upoa  this  sum.  In  view 
of  these  facts  the  Board  believes  it  would  not  be  justified  in 
requiring  a  reduction  in  the  price  of  electric  lights  at  the  present 
time. 

The  evidence  submitted  by  the  petitioners  about  the  price  of 
gas  was  almost  entirely  drawn  from  the  printed  reports  of  the  Board, 
without  the  assistance  of  persons  familiar  with  the  business.  They 
urged,  however,  that  the  several  returns  made  by  the  company,  its 
books  of  account  and  corporate  records,  be  thoroughly  and  care- 
fully examined,  and  that  all  competent  facts  found  therein  be  fully 
considered. 

In  this  examination  the  Board  has  expended  much  time,  and  has 
found  such  work  necessary  for  a  fair  and  impartial  determination 
of  the  important  questions  involved. 

For  several  years  the  dividends  paid  by  the  company  have  been 
only  six  per  cent.,  which  would  be  generally  conceded  to  be  a 
low  rate,  being  in  fact  below  the  average  dividend  of  successful 
companies,  while  the  surplus  profits  applied  to  improvements  have 
not  been  exceptionally  large.  On  the  other  hand,  it  is  a  fact  that 
more  than  a  score  of  companies  in  the  State  have  higher  dividends 
and  lower  prices  for  gas.  It  has  been  necessary,  therefore,  to  care- 
fully study  the  company's  management  in  all  depaitments,  and  to 
seek  to  discover  whether  improvements  might  not  be  introduced, 
beneficial  to  shareholders  and  consumers  alike.  The  company  now 
enjoys  a  monopoly  of  the  supply  of  gas  and  electric  light.    To 
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preserve  this,  it  must  keep  fully  abreast  with  the  times,  aad  must 
employ  all  suitable  methods  and  appliances  for  the  economical 
manufacture  and  distribution  of  its  product;  its  management 
must  be  no  less  efficient  and  no  more  costly  than  that  of  others, 
and  the  charges  for  depreciation,  improvements  and  profits  must 
be  no  larger  than  in  other  similar  and  successful  companies.  If, 
however,  there  are  local  conditions,  peculiar  in  their  character, 
which  impose  exceptional  burdens,  these  are  to  be  estimated  at 
their  full  value,  and  the  company  should  not  be  required  to  supply 
at  a  lower  price  than  any  other  corporation,  well  equipped  and 
managed,  would  reasonably  demand  for  the  successful  conduct  of 
a  like  business  in  the  same  territory. 

It  was  urged  by  the  petitioners  that  if  the  works  were  upon  the 
water  front  a  considerable  saving  would  be  made,  and  that  their 
present  location  imposed  upon  the  public  a  needless  burden.  It 
does  not  appear,  however,  that  any  such  location  is  now  available, 
except  at  a  price  much  too  high.  If  such  land  had  been  secured 
when  the  works  were  built,  it  would  now  be  so  valuable  that  the 
interest  on  the  larger  investment,  and  the  additional  taxes,  would 
more  than  offset  any  saving  in  handling  of  coal,  which  is  now 
carted  to  the  works  at  a  net  cost  of  possibly  two  cents  for  each 
thousand  feet  of  gas. 

Gas  in  the  holder  costs  the  Chelsea  company  but  little  more 
than  the  best  companies  charging  lower  prices.  The  excess  is 
not  large  enough  to  be  an  important  factor  in  justifying  the 
difference  in  rates,  and  would  probably  nearly  or  quite  disappear 
after  needed  improvements  in  the  retort  house. 

In  other  departments  of  the  company's  work  the  same  closeness 
of  expenditure  does  not  seem  to  exist.  The  cost  for  taxes 
is  exceptionally  high.  For  every  thousand  feet  of  gas  sold  the 
company  pays,  from  seventy-five  to  one  hundred  per  cent,  more 
for  taxes  than  almost  any  other  company  selling  at  a  lower  price. 
The  expenditure  for  this  purpose  is  greater  than  the  entire 
cost  of  distribution  or  management.  Whether  this  is  due  to  an 
^excessive  valuation  or  high  rate  is  immaterial.  The  fact  exists, 
and  becomes  important  in  any  attempt  to  fix  the  price.  While 
this  expense  may  be  assumed  to  be  without  the  company's  control. 
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the  same  cannot  be  said  of  the  cost  of  distribution,  management 
or  capital ;  especially  the  tv^o  former.  These  are  unusually  large 
in  the  Chelsea  company,  and  in  the  opinion  of  the  Board  may  well 
be  reduced  in  the  interest  of  the  consumers. 

The  principal  objection  to  an  earlier  reduction  of  the  present 
price  by  the  company  is  found  in  the  fact  that  to  pay  dividends 
upon  the  present  capital,  even  at  the  low  rate  named,  has  required 
an  amount  from  every  thousand  feet  sold  that  is  larger,  with  but 
few  exceptions,  than  that  required  by  any  other  company  in  the 
State.  The  responsibility  for  this  does  not  rest  upon  the  present 
conservative  management;  it  has  come  to  them  from  a  former 
administration.  An  injudicious  conversion  of  profits,  or  supposed 
profits,  into  stock  imposes  in  the  end  certain  loss  upon  consumers 
or  future  holders  of  stock.  The  original  issue  of  capital  was  larger 
than  the  fair  cash  value  of  the  plant  secured,  and  twice  in  the  com- 
pany's history  it  has  distributed  among  its  shareholders  new  capital, 
for  which  it  has  received  no  equivalent  in  permanent  improve- 
ments; and  although  neither  increase  was  large,  the  total  has 
become  burdensome.  Only  by  a  steady  adherence  to  an  opposite 
policy  are  the  best  companies  in  the  State  now  able  to  maintain  lib- 
eral dividends  and  low  rates  for  gas. 

In  the  opinion  of  the  Board  the  amount  per  thousand  feet 
required  of  consumers  in  Chelsea  for  dividends  ought  to  be  reduced. 
The  price  suggested  is  based  upon  these  considerations,  and,  in 
view  of  the  entire  history  of  the  company,  seems  fair  and  just  to 
all  concerned.  If,  in  maintaining  this  price,  it  shall  become 
necessary  to  reduce  the  rate  of  dividend  until  the  consumption  of 
gas  shall  be  increased,  or  cost  in  holder  and  leakage  loss  be  reduced 
through  improvements  in  plant,  such  course  will,  nevertheless, 
give  added  strength  to  the  corporation  and  greater  permanency 
and  steadiness  to  the  value  of  stock. 

The  Board  recommended  that,  from  and  after  the  first  day  of 
July,  1891,  the  price  of  gas  in  Chelsea  be  so  reduced  that  the 
net  rate  charged  shall  not  exceed  $1 .75  per  thousand  feet  to  cus- 
tomers using  not  less  than  four  hundred  thousand  feet  per  year, 
and  $1.80  per  thousand  to  all  others. 

This  decision  was  communicated  to  the  company  on  May  6,  and 
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on  May  13  the  directors  voted  to  adopt  the  recommendations  of 
the  Board  and  to  fix  the  price  of  gas  in  accordance  therewith. 


Easthahpton  Gas  Company,  Petitioner. 

This  was  an  application  of  the  Easthampton  Gas  Company  for 
authority  to  engage  in  the  business  of  generating  and  famishing 
electricity  for  light  and  power. 

A  public  hearing  was  held  at  Easthampton,  Feb.  6,  1891,  in  ac- 
cordauce  with  the  notice  published  in  the  local  newspaper,  and 
served  on  the  town,  the  petitioner  and  the  People's  Electric  Com- 
pany. The  companies  were  represented  by  their  presidents,  and 
the  town  by  one  of  the  selectmen,  who  made  no  objection  to  the 
granting  of  the  petition  on  the  part  of  the  town.  A  considerable 
number  of  citizens  were  in  attendance,  one  or  two  of  whom  were 
heard  in  opposition  to  the  proposed  consolidation.  The  opinion 
generally  expressed  by  those  present  was  in  favor  of  it,  and  all 
showed  a  desire  for  the  continuance  of  the  electric  lights  in  the 
streets. 

By  the  evidence  it  appeared  that  the  capital  of  the  petitioning 
company  was  over  $30,000,  and  that  of  the  People's  Electric  Com- 
pany $5,000.  The  latter  company  was  supplying  about  thirty- five 
arc  lamps  for  lighting  the  streets  of  the  village,  which  comprised 
a  population  of  about  3,000.  The  Electric  Company  owned  no 
land  or  steam  plant  but  hired  its  power. 

Both  companies  have  the  same  clerk,  and  the  same  men  con- 
stitute a  majority  of  the  directors  in  each.  The  belief  expressed 
by  them  that  the  gas  company  could  more  economically  manage 
the  electric  lighting  rests,  in  the  opinion  of  the  Board,  on  a  sound 
basis.  The  electric  business  is  small  and  inadequate  for  the 
proper  support  of  a  separate  company.  From  inspection  of  the 
premises  it  appeared  that  the  gas  works  were  suitably  situated 
with  vacant  land  adjacent  available  for  an  electric  plant. 

Some  fear  was  manifested  that,  in  case  the  petition  should  be 
granted,  the  price  of  electric  light  would  be  raised,  and  that  the 
gas  company  would  not  be  willing  to  supply  incandescent  lights. 
It  will  be  remembered  that  the  petitioner  gave  assurance  at  the 
hearing  that  the  price  would  not  be  increased ;  and  the  Board  can 
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see  DO  reason  why  the  price  should  be  raised  as  the  result  of  con- 
solidation. If  it  believed  such  to  be  the  end  sought,  the  petition 
would  be  dismissed.  Attention  was  called  to  the  statutes  which 
enable  the  Board  to  fix  the  price  of  light,  and  to  the  provisions 
under  which  it  would  have  the  power  to  require  the  consolidated 
company,  as  it  can  now  the  separate  companies,  to  supply  gas, 
and  incandescent  as  well  as  arc  lights,  to  those  Justly  entitled  to 
them. 

There  was  some  difference  of  opinion  among  the  directors  of 
the  gas  company  upon  the  advisability  of  increasing  the  capital 
stock  in  case  of  consolidation.  It  was  admitted  that  the  credit  of 
the  company  was  good,  and  that  it  could  borrow  at  a  low  rate  of 
interest.  Its  last  dividend  was  eight  per  cent.  Well  aware  that 
an  undue  enlai^ement  of  capital  in  such  cases  is  likely  to  obstruct 
the  benefits  which  otherwise  might  result  from  a  union  of  the  com- 
panies, the  Board  intimated  that  its  action  would  depend,  in  some 
degree,  upon  the  amount  of  capital  proposed,  and  requested  more 
definite  information  after  further  deliberation  on  the  subject  by 
the  company.  The  votes  of  the  stockholders,  which  were  put  in 
evidence,  in  reference  to  engaging  in  the  electric  business  and 
obtaining  authority  so  to  do,  were  faulty  and  not  sufficiently  ex- 
plicit to  meet  the  requirements  of  the  statute.  Furthermore,  the 
companies  had  entered  into  no  agreement  in  writing,  such  as  the 
Board  in  previous  cases  had  deemed  an  essential  condition,  setting 
forth  the  terms  of  consolidation,  although  it  appeared  that  they 
had  come  to  a  verbal  understanding. 

The  hearing  was  formally  closed,  but  the  consideration  of  the 
case  was  postponed  to  allow  the  companies  time  for  such  further 
action  as  they  might  deem  expedient. 

The  stockholders  of  the  gas  company  have  held  another  meet- 
ing and  passed  the  requisite  votes.  The  directors  have  decided 
that  it  is  inexpedient  to, increase  the  capital  stock,  and  have 
authorized  the  treasurer  to  borrow  the  funds  necessary  to  pur- 
chase the  existing  electric  plant.  A  binding  contract  was  also 
executed  for  the  sale  and  transfer  of  the  franchises,  property 
and  shares  of  stock  of  the  People's  Electric  Company  to  the 
gas  company. 

In  view  of  these  additional  facts,  and  under  all  the  circumstances 
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of  the  case,  the  Board  believed  the  petition  should  be  granted,  and 
80  ordered. 

Methuen. 

The  petition  of  the  Lawrence  Gas  Company  for  authority  to 
engage  in  the  business  of  furnishing  electricity  for  light  and 
power  in  the  town  of  Methuen,  the  appeal  of  the  Methuen  Gas 
Light  Company  from  the  refusal  of  the  selectmen  to  grant  it  per- 
mission to  erect  poles  and  run  wires  in  the  streets  of  Methuen, 
and  the  appeal  of  the  Lawrence  Gas  Company  from  the  decision 
of  the  selectmen  of  Methuen  giving  permission  to  George  H. 
Drew  and  others  to  dig  up  the  streets  for  the  purpose  of  laying 
pipes  for  gas  and  erecting  poles  for  electric  wires,  were  heard 
together  at  the  town  hall  in  Methuen. 

Notice  of  the  hearing  was  published  in  the  ^'  Methuen  Tran- 
script," and  mailed  to  all  the  parties  named.  The  selectmen  were 
present  and  the  Lawrence  Gas  Company  was  represented  by 
counsel.  No  one  appeared  for  the  Methuen  Gas  Light  Company, 
or  for  George  H.  Drew  and  associates. 

It  is  impoHant  to  note  the  order  of  events  to  which  the  attention 
of  the  Board  was  directed. 

By  chapter  49  of  the  Acts  of  1877,  the  Lawrence  Gas  Company 
was  authorized  to  extend  its  pipes  and  to  supply  gas  in  Methuen, 
and  was  engaged  in  so  doing  at  the  time  of  the  application  of 
Messrs.  Drew  and  others  to  the  selectmen. 

Nov.  12,  1887,  the  Board  authorized  the  Lawrence  Gas  Com- 
pany to  supply  electric  light  in  Lawrence,  and  on  June  17,  1889, 
the  company  applied  for  authority  to  supply  electric  liglit  in 
Methuen. 

June  22,  1889,  George  H.  Drew  and  others,  who  stated  it  as 
their  intention  to  organize  the  Methuen  Gas  Light  Company,  were 
granted  permission  by  the  selectmen,  without  a  public  hearing,  to 
do  all  things  necessary  to  conduct  in  said  town  the  business  of 
supplying  gas  and  electric  light ;  but,  upon  the  condition  expressed 
in  the  grant,  the  works  were  to  be  constructed  and  ready  for  oper- 
ation within  one  year.  From  this  grant  the  Lawrence  Gas 
Company  took  the  appeal  referred  to  above. 

Sometime  prior  to  July  3,  1890,  the  Lawrence  Gas  Company 
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petitioned  the  selectmen  of  Methuen  for  authority  to  erect  and 
maintain  poles  and  wires  for  electric  lighting,  and  to  lay  pipes  for 
supplying  gas,  the  former  permission  having  been  lost  and  no 
record  of  its  issue  appearing  upon  the  records  of  the  selectmen. 
After  a  public  hearing  on  this  petition  on  July  22,  the  selectmen 
on  August  2  granted  permission  to  the  company  to  lay  and  maintain 
pipes  for  gas,  and  September  6  permission  to  erect  and  maintain 
poles  and  wires  for  electric  lighting,  each  grant  being  subject  to 
certain  conditions. 

July  15,  1890,  the  Methuen  Gajs  Light  Company,  composed 
apparently  of  persons  other  than  those  mentioned  above,  having 
completed  its  organization,  applied  to  the  selectmen  for  leave  to 
erect  and  maintain  poles  and  wires  for  electric  lighting.  On  Sep- 
tember 6  the  application  was  refused,  and  the  petitioners  appealed 
to  this  Board. 

It  was  shown  that,  up  to  the  time  of  the  hearing,  nothing  had 
been  done  by  George  H.  Drew  and  associates  toward  complying 
with  the  conditions  of  their  permit,  and  the  selectmen  unanimously 
expressed  a  wish  that  the  grant  should  not  stand. 

An  examination  showed  that  the  Lawrence  Gas  Company  had 
surplus  electrical  apparatus  ample  to  supply  the  present  needs  of 
Methuen,  that  no  additional  outlay  would  be  needed  except  for  line 
construction,  and  that  there  would  be  no  necessity  for  any  new 
capital  stock.  The  wires  of  the  Lawrence  company  already  extended 
to  the  Methuen  line,  and  but  a  short  extension  would  be  needed  to 
supply  aU  the  lights  which  were  likely  to  be  demanded.  The 
company  had  fully  complied  with  the  conditions  accompanying  the 
grant  to  lay  gas  mains,  and  would  be  easily  able  to  do  the  same 
with  those  in  the  grant  to  construct  electric  lines. 

No  appeal  was  taken  from  either  grant  to  the  Lawrence  company, 
and  the  right  of  this  company  to  lay  gas  mains  in  Methuen  had 
thereby  become  vested,  and  the  Board  had  no  power  to  overrule  or 
defeat  it. 

It  was  conceded  that  no  second  company  could  successfully 
compete  with  it  in  the  supply  of  gas  or  electricity  in  this  territory. 
Upon  a  full  examination,  the  Board  was  satisfied  that  the  Lawrence 
company  possessed  every  facility  for  supplying  the  people  of 
Methuen  with  electric  lights  of  superior  quality,  and  at  lower  rates 
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than  conld  reasonably  be  expected  of  a  small  company  operating 
only  in  Methaen. 

It  was  accordingly  voted  to  grant  the  petition  of  the  Lawrence 
Gas  Company,  to  dismiss  the  appeal  of  the  Methuen  Gas  Light 
Company,  and  that  the  appeal  from  the  decision  of  the  selectmen 
upon  the  petition  of  George  H.  Drew  and  others  be  sustained,  and 
the  authority  thereby  granted  be  revoked. 

Northampton  Electric  Lighting  Company,  Appellant. 
This  was  an  appeal  by  the  Northampton  Electric  Lighting  Com- 
pany from  permission  given  by  the  mayor  and  aldermen  of  North- 
ampton, March  20,  1891,  to  H.  C.  Hawks,  as  follows  :  — 

**  Voted,  To  grant  permission  to  U.  C.  Hawks  of  Boston,  M:iss.,  to  use 
the  streets  of  the  city  for  the  erection  of  poles  and  stringing  electric 
wires,  both  for  city  and  commercial  uses/^ 

The  appeal  was  filed  March  23,  1891,  notice  issued  March  31, 
and  the  case  was  heard  April  1 7,  in  Northampton.  The  appellant 
and  Mr.  Hawks,  the  appellee,  were  represented  by  their  respective 
counsel,  and  the  city  solicitor  appeared  in  support  of  the  action  of 
the  mayor  and  aldermen. 

The  city  contains  about  15,000  population,  and  has  a  gas  com- 
pany and  one  electric  light  company,  the  appellant,  incorporated 
in  1886.  Since  the  electric  lightiug  company  began  business  it  has 
lighted  the  streets  with  arc  lamps.  Its  last  contract  having 
expired  April  1,  1891,  it  is  now  supplying  the  same,  93  in  number, 
temporarily  at  the  request  of  the  city.  It  has  also  furnished 
commercial  lights,  both  arc  and  incandescent,  to  all  desiring  the 
same. 

In  response  to  an  invitation  by  the  city,  proposals  were  made, 
in  the  early  part  of  the  year,  to  do  the  public  lighting  on  the  basis 
of  supplying  90  to  110  arc  lamps  of  1,200  nominal  candle  power, 
for  a  term  of  five  years,  burning  from  dark  to  midnight  according 
to  the  moon  schedule,  so-called,  or  about  twenty-five  nights  each 
month.  The  appellee,  by  proposal  dated  Feb.  19,  1891,  offered 
to  supply  them  at  $58. .00  each,  the  firm  of  J.  E.  Lambie  &  Co.  of 
said  city,  for  about  the  same  price,  and  the  appellant  for  870  each. 

But  the  offer  of  the  appellee  was  based  on  the  further  express 
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ooneideratioQ  that  he  should  receive,  according  to  his  understand- 
ing of  it,  a  valid  and  perpetual  franchise  to  use  the  streets  of  the 
city  for  the  erection  of  poles  and  stringing  wires  for  the  supply  of 
electric  lights  to  private  customers  as  well  as  to  the  city.  And 
such,  it  is  evident  from  the  broad  language  of  the  vote  above 
quoted,  the  city  intended  to  give.  A  contract,  bearing  date  April 
17,  1891,  the  day  of  the  hearing,  was  executed  by  the  appellee 
and  the  city,  acting  through  its  committee,  in  substantial  con- 
formity with  his  offer,  the  lights  to  be  supplied  within  six  weeks 
*^  after  the  acceptance  of  said  contract  by  said  city-government.'^ 

Although  the  committee  by  the  vote  put  in  evidence  was  author- 
ized to  contract  with  a  ^*  company,"  it  will  be  assumed  that  the 
city  would  accept  the  contract  should  such  further  action  be 
deemed  necessary. 

For  the  purpose  of  considering  the  wisdom  and  legality  of  the 
grant  to  the  appellee,  the  evidence  in  the  case  should  be  carefully 
examined.  To  persons  familiar  with  the  history  of  electric  light- 
ing, the  difference  in  price  between  the  bids  of  the  appellant  and 
the  appellee  would  seem  a  low  estimate  of  the  value  for  all  pur- 
poses, commercial  and  speculative,  of  such  a  franchise.  The 
appellee  testified  that  he  should  retain  an  interest  in  the  plant  dur- 
ing the  five  years,  but  would  not  operate  it  personally,  as  he 
should  continue  in  his  present  business  ;  that  other  parties  were  to 
own  it  with  him  and  furnish  the  capital.  The  names  or  residence 
of  these  parties  he  declined  to  give,  though  earnestly  requested  to  do 
so.  He  stated  that  he  expected  to  supply  both  arc  and  incandescent 
lights  to  private  consumers,  and  that  without  the  right  to  do  so  he 
would  be  unwilling  to  accept  the  contract  for  the  public  lighting. 
There  are  reasons,  some  of  which  have  been  stated  by  the  Board 
in  a  former  case,  why  the  permission  to  the  appellee  is  unwise. 
Admitting,  what  is  extremely  doubtful,  that  the  statutes  ever 
intended  that  an  individual  should  be  given  the  right  to  occupy 
the  streets  for  the  purpose  of  doing  a  general  lighting  business, 
he  certainly  ought  not  to  transfer  his  license.  The  permission  is 
personal  to  him.  Such  rights  should  be  held  and  exercised  by 
persons  whose  names  and  residence  are  known,  so  that  they  can 
readily  be  found  if  need  be.  The  names  should  appear  in  the 
grant.     The  real  persons  in  interest,  the  actual  owners,  should  be 
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declared,  as  they  are  the  ones  who  are  and  ought  to  be  held 
responsible  for  negligence  or  misfeasance.  Once  admit  that  the 
right  is  assignable  by  sale,  levy,  devise  or  inheritance,  it  may 
then  pass  into  the  possession  of  persons  wholly  unreliable  and 
unfit  to  perform  the  duties  pertaining  to  it.  Permanent  grants  of 
such  a  nature  are  best  vested  in  some  corporate  continuing  body. 

It  is  difficult  to  consider  the  accepted  proposal  apart  from  the 
purchase  of  the  franchise,  but  it  may  be  due  the  parties  and  the 
public  to  examine  the  case  in  its  general  bearings. 

As  appeared  by  the  evidence,  the  plant  of  the  appellant  com- 
pany is  not  only  sufficient  for  its  present  work,  city  and  com- 
mercial, but  is  capable  of  supplying  1,000  additional  incandescent 
lights  and  25  more  arc  lights.  It  was  not  seriously  alleged  at  the 
hearing  that  its  equipment  was  faulty,  that  its  price  for  incan- 
descent light  was  too  high,  that  its  mauf^ement  had  been 
extravagant,  or  its  dividends  excessive. 

The  appellee  proposed  to  erect  and  equip  a  new  plant  adequate 
for  all  the  street  lighting,  and  for  the  commercial  lighting  so  far 
as  he  may  obtain  it,  using  water  power,  and  charging  private 
consumers  the  same  price  as  the  city  for  arc  lights.  It  did  not 
appear  that  his  price  for  incandescent  light  would  be  less  than 
that  paid  to  the  appellant.  While  it  is  true  that  electrical  appa- 
ratus can  be  bought  more  cheaply  now  than  in  1886,  it  is  believed 
that  a  plant  capable  of  doing  the  street  and  commercial  lighting 
would  cost  considerably  above  the  estimate  of  the  appellee. 
Although  he  had  made  no  contract  therefor,  the  appellee  testified 
that  he  could  obtain  water  power,  supplemented  with  steam,  for  a 
term  of  five  years,  at  the  rate  of  $25  per  horse  power  a  year. 
Even  on  this  basis  the  estimate  of  operating  expenses  submitted  to 
the  Board  by  the  appellee  assures  no  adequate  profit  on  the  street 
lighting,  omitting  as  it  does  real  estate  or  rent  of  premises, 
insurance,  cost  of  superintendence,  taxes  and  other  expenses,  and 
some  of  the  items  included  are  much  smaller  than  are  found  in 
actual  practice. 

There  being  so  many  resident  stockholders  of  the  electric 
lighting  company  it  is  evident  that  the  appellee  would  at  best  get 
but  a  share  of  the  incandescent  business.  There  would  then  be 
two  plants,  each  doing  a  portion  of  the  lighting,  and  neither 
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yielding  its  owners  a  fair  profit,  if  any.  The  saving  of  $5,000  or 
$6,000  in  the  expenses  of  the  city  daring  the  five  years  life  of  the 
contract,  while  a  considerable  sam,  is  of  little  importance  when 
compared  with  the  waste  and  loss  which  must  follow  the  unnecessary 
dnplication  of  plants  and  a  profitless  contest  for  that  period.  It  is 
a  just  principle,  clearly  acknowledged  in  the  recent  statute  author- 
izing municipal  lighting,  that  capital  wisely  expended  for  the 
purpose  of  supplying  the  public  needs  is  entitled  to  be  protected 
against  destructive  competition,  even  by  a  municipality.  The 
rights  and  interests  of  the  city,  the  stockholders  and  the  citizens 
ought  to  be  considered  together,  and  the  consumers  in  the  end  are 
thereby  the  gainers.  ^ 

The  history  of  electric  lighting  in  Northampton,  as  shown  by 
the  evidence,  is  instructive.  About  five  years  ago  there  were  two 
rival  electric  plants  in  operation  in  that  city.  After  a  few  months 
of  sharp  competition,  low  prices  and  no  profits,  some  of  the 
stockholders  of  the  appellant  company,  at  their  own  expense,  and 
presumably  to  give  value  to  their  stock,  bought  and  removed  the 
other  plant.  A  like  result  would  probably  follow  a  similar  experi- 
ment. The  Board  believes  that  the  Legislature  intended,  by  the 
recent  acts,  that  all  the  reasonable  and  permanent  advantages  of 
competition  are  to  be  gained  through  the  regulating  powers  thereby 
conferred  upon  it.  The  statutes  assume  that  cities  and  towns, 
as  well  as  private  citizens,  are  entitled  to  light  at  reasonable 
prices.  The  only  avowed  object  in  granting  the  franchise  ap- 
pealed from  was  to  secure  a  reduction  in  rates.  The  mayor  alone 
or  twenty  customers,  if  the  price  is  thought  too  high,  may  bring 
petition  before  the  Board,  asking  that  the  price  be  reduced.  This 
remedy  ought  to  be  invoked,  if  the  existing  company  has  suitable 
equipment  and  is  well  managed,  before  the  community  is  subjected 
to  the  danger  and  inconvenience  of  a  second  system  of  poles 
and  wires.  Any  lack  of  apparatus,  or  waste  in  the  methods  of 
business,  any  unnecessary  cost  of  power,  —  indeed,  everything 
relating  to  the  economy  and  quality  of  the  work  of  a  company 
are  rightfully  taken  into  account  in  fixing  the  price. 

If  it  is  clearly  made  to  appear  that,  by  different  manipulation 
or  by  the  use  of  other  kinds  of  power,  machinery  or  materials,  a 
considerable  saving  can  be  effected,  and  that  these  improvements 
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might  be  adopted  by  a  new  company,  it  would  compel  the  inquiry 
whether  the  present  one  might  not  fairly  be  expected  to  acquire 
them,  or  submit  to  prices  based  on  their  possession. 

In  reviewing  the  facts  in  this  case,  the  Board  could  discover  no 
just  ground  for  establishing  another  plant  in  the  city  at  the  present 
time.  The  Board  therefore  sustained  the  appeal,  and  revoked  the 
permission  granted  by  the  mayor  and  aldermen. 

Municipal  Ownership. 

Chapter  370  of  the  Acts  of  1891,  entitled  "An  Act  to  enable 
cities  and  towns  to  manufacture  and  distribute  gas  and  electricity," 
commonly  called  ^he  municipal  ownership  law,  will  be  found  in  the 
appendix. 

The  Board  has  endeavored,  by  the  means  at  its  command,  to 
ascertain  what  action  has  been  taken  throughout  the  Common- 
wealth in  respect  to  the  business  contemplated  by  the  act. 

There  are  210  towns  and  cities  in  the  State  with  a  population  of 
1,500  or  more,  and  official  information  has  been  received  from  205 
of  these.     It  appears  that  180  towns  have  taken  no  action. 

The  towns  of  Framingham,  Norwood,  Hingham,  Plymouth  and 
Wellesley  have  appointed  committees  to  investigate  the  subject. 

In  the  city  of  Maiden  an  order  was  adopted  by  the  common 
council  Oct.  15,  1891,  for  the  appointment  of  a  committee  "  to 
ascertain  if  it  be  expedient  for  Maiden  to  adopt  municipal  light- 
ing," but  this  order  was  tabled  in  the  board  of  mayor  and 
aldermen. 

The  city  council  of  Brockton^  by  concurrent  votes,  passed  the 
following  resolution  which  was  approved  by  the  mayor  Sept.  15, 
1891:  — 

Whereas,  Under  the  provisions  of  chapter  370  of  the  Acts  of  1891, 
cities  have  been  authorized,  after  certain  prescribed  municipal  action,  to 
establish  plants  for  the  manufacture  or  distribution  of  gas  or  electricity 
for  furnishing  light  for  municipal  use  or  for  the  use  of  such  inhabitants 
as  may  require  and  pay  for  the  same ;  and 

Whereas,  In  our  opinion  this  city  should  not  delay  in  the  taking  of  the 
preliminary  steps  prescribed  in  said  act»  towards  what  we  think  will  prove 
of  g'reat  benefit  to  the  city  and  its  inhabitants:  — 

Resolved,  That,  in  the  opinion  of  the  city  council  of  the  city  of  Brock- 
ton, it  is  expedient  to  exercise  the  authority  so  conferred  in  said  chapter 
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Both  branches  of  the  city  council  of  Chicopee^  by  concurrent 
votes,  Nov.  23  and  30,  1891,  passed  the  following:  — 

Voted,  That  it  is  expedient  for  the  city  of  Chicopee  to  construct,  pur- 
chase or  establisjh  and  maintain  within  its  limits,  one  or  more  plants  for 
the  manufacture  and  distribution  of  electricity  for  furnishing  light  for 
muni(*ipal  use,  and  for  the  use  of  such  of  its  inhabitants  as  may  require 
and  pay  lor  the  same. 

The  town  of  Everett  has  had  a  series  of  adjourned  town  meet- 
ings where  one  of  the  articles  to  be  acted  on  was  the  question  ot, 
the  establishment  of  an  electric  plant,  but  a  final  adjournment  was 
had  without  acting  on  that  subject.  A  warrant  for  a  new  town 
meeting  on  Jan.  26, 1892,  has  been  ordered,  which  contains  an  arti- 
cle calling  for  a  vote  upon  this  question. 

At  a  meeting  of  the  legal  voters  of  Marhlehead^  June  22,  1891, 
it  was  voted,  180  to  8,  "that  it  is  expedient  to  exercise  the 
authority  conferred  by  the  act,"  and  a  committee  was  elected  "  to 
consider  the  requirements  of  the  town,  in  the  matter  of  an  electric 
plant,  and  to  report  as  to  cost  of  the  same  with  recommendations 
as  to  the  system  to  be  adopted."  This  committee  is  to  report  at 
the  annual  meeting  in  March,  1892. 

At  the  last  annual  meeting  in  Methueuy  there  was  an  article  in 
the  warrant  to  see  what  action,  if  any,  the  town  would  take  towards 
the  establishment  of  an  electric  light  plant,  but  it  was  voted,  113 
to  50,  to  pass  over  the  article.     No  other  action  has  been  taken. 

At  a  town  meeting  in  North  Attlehoroxigh^  June  30,  1891,  the 
warrant  contained  an  article  relative  to  adopting  the  provisions  of 
the  act,  which  was  acted  upon  favorably  by  a  vote  of  206  to  35. 

At  a  special  town  meeting  in  Reading^  Oct.  2,  1891,  it  was 
voted,  94  to  14,  that  "it  is  expedient  for  the  town  to  exercise  the 
authority  conferred  by  the  act." 

In  Spencer,  at  a  meeting,  July  21,  1891,  the  following  article 
was  in  the  warrant :  "  to  see  if  the  town  will  vote  that  it  is  expe- 
dient to  exercise  the  authority  conferred  by  the  act."  Under  this 
article  the  matter  was  referred  to  a  committee,  and  no  further 
action  taken  until  October  6,  when  on  a  similar  article  the  vote 
was  3  yes  to  283  no. 

At  the  annual  meeting  in  WeymouXh^  March  4,  1889,  the  subject 
of  the  establishment  by  the  town  of  an  electric  light  plant  was 
considered  but  '*  indefinitely  postponed."  C^ r^r^ri\n. 
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In  Fail  River y  a  committee  having  reported  on  Oct.  5,  1891, 
against  the  advisability  of  establishing  a  municipal  plant,  the  city 
coancil  adopted  the  recommendations  of  the  committee.' 

At  a  town  meeting  in  Wliitman  on  Dec.  30,  1891,  it  was  voted, 
57  to  5,  that  it  was  expedient  for  the  town  to  exercise  the  author- 
ity conferred  in  section  1,  chapter  370  of  the  Acts  of  the  Legisla- 
ture of  Massachusetts  for  the  year  1891,  "  to  purchase,  establish 
and  maintain  within  its  limits  a  plant  for  the  manufacture  and 
distribution  of  electricity  for  furnishing  light  for  municipal  use 
and  for  the  use  of  such  of  its  inhabitants  as  may  require  and  pay 
for  the  same,"  as  provided  for  in  said  chapter.  A  committee  was 
also  appointed  to  consider  the  question  and  report  at  a  future 
meeting. 

At  a  town  meeting  in  Hudson  on  July  1,  1891,  it  was  voted, 
BO  to  7,  to  exercise  the  authority  conferred  by  the  act,  and  on 
Sept.  2,  1891,  a  similar  vote  was  passed,  60  to  11.  At  a  meeting 
on  September  16,  a  committee  was  appointed  ''to  investigate 
relative  to  the  entire  subject  of  municipal  lighting  by  gas  or  elec- 
tricity." On  November  11a  majority  of  this  committee  reported, 
*'  recommending  to  the  citizens  of  this  town  that  as  a  corporate 
body  their  best  interests  demand  that  they  do  not  embark  in  the 
business  of  electric  lighting,"  and  it  was  voted,  84  to  60,  to  adopt 
this  report. 

In  Wakefidd^  March  6,  1891,  the  selectmen  were  instructed  to 
petition  the  Legislature  "  for  authority  to  build  a  gas  or  electric 
light  plant,  or  both,  with  authority  to  manufacture  light  for  public 
use  and  also  to  sell  light  for  private  use."  On  July  9  it  was  voted, 
216  to  26,  "  expedient  for  the  town  to  exercise  the  authority  con- 
ferred by  chapter  370  of  the  Acts  of  1891."  On  Nov.  3,  1891, 
the  selectmen  were  instructed  "  to  petition  the  Legislature  to  enact 
a  special  law  empowering  the  town  of  Wakefield  to  erect  a  plant 
for  the  purpose  of  generating  electric  light  for  municipal,  commer- 
cial and  individual  purposes,  without  purchasing  any  existing 
plant."  At  a  meeting  November  3,  the  selectmen  were  made  a 
committee  '^to  confer  and  negotiate  with  the  Citizens'  Gas  Light 
Company  to  ascertain  for  what  amount  and  upon  what  terms  said 
company  will  sell  its  gas  and  electric  light  plant,  or  any  pait 
thereof,  to  the  town  and  what  it  will  cost  the  town."      At  an  ad- 
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Joarnment  of  this  meeting  on  November  1 7,  the  selectmen  reported 
that  they  had  conferred  with  the  Citizens'  Gas  Light  Company  and 
that  '^the  town  coald  purchase  its  plant  for  $140,000."  No 
farther  action  was  taken. 

In  Melrose  J  at  a  meeting  March  3,  1890,  a  committee  was  ap- 
pointed to  investigate  ^^  in  relation  to  establishing  an  electric  light 
plant."  At  an  adjournment,  March  24,  the  committee  reported 
favorably,  and  were  directed  ^'  to  investigate  farther  with  the 
special  view  of  ascertaining  what  legal  objections,  if  any,  existed." 
The  committee  petitioned  the  Legislature  for  a  special  act  giving 
the  town  ^'  authority  to  establish  or  build'  a  gas  or  electric  plant,  or 
both,  and  sell  light  for  public  and  private  use ; "  and  at  a  town 
meeting  on  Feb.  16,  1891,  this  action  was  approved,  and  a  com- 
mittee appointed  to  urge  the  passage  of  the  bill.  The  town  also 
by  unanimous  vote  endorsed  the  legislative  petition  for  a  general 
law.  The  committee  previously  appointed  has  not  been  discharged 
but  has  made  verbal  report  favorable  to  the  project.  At  a  meeting, 
June  8,  it  was  by  vote  of  11  to  1  ^^  declared  expedient  for  the 
town  to  exercise  the  authority  "  conferred  by  the  municipal  owner- 
ship act,  and  '^  the  committee  on  electric  lighting  was  directed  to 
inquire  and  report  whether,  in  their  judgment,  it  is  expedient  and 
desirable  for  the  town  to  erect  and  maintain  a  plant  for  the  genera- 
tion and  distribution  of  electricity  for  public  and  private  lighting ; 
also,  what  will  be  the  probable  cost  of  a  complete  electric  light 
plant  suitable  for  the  necessities  of  the  town."  At  the  meeting  of 
Nov.  3,  1891,  under  an  article  (No.  II.)  in  the  warrant,  '^  to  see 
if  the  town  will  accept  the  provisions  of  chapter  370,  Acts  of 
1891,  and  pass  any  votes  in  connection  therewith  which  maybe 
deemed  expedient,"  the  following  votes  were  passed :  — 

That  further  consideration  of  Art.  11.  be  postponed  to  an  adjourned 
session  of  this  meeting,  to  be  held  the  same  evening  as  the  next  town 
meeting  shall  be  held  for  the  transaction  of  town  business ; 

That  this  meeting  be  adjourned  until  the  evening  when  the  next  town 
meeting  shall  be  held  for  the  transaction  of  town  business,  said  meeting 
to  be  called  to  order  thirty  minutes  before  the  time  designated  for  the 
next  town  meeting  held  in  the  evening  for  the  transaction  of  town 
bosiness ; 

That  the  selectmen  be  instructed  to  insert  in  the  warrant  for  the  next 
meeting  called  for  the  transaction  of  town  business,  an  article  covering 
such  action  of  the  town  as  may  be  necessary  to  cairy  Into  effect  an  ac 
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entitled :  **  An  Act  to  enable  cities  and  towns  to  manufacture  and  dis- 
tribute gas  or  electricity. " 

The  Board  is  informed  that  these  votes  were  passed  to  give  the 
committee  time  to  investigate  still  further  and  report  a  plan ;  also 
to  make  sure  that,  having  placed  the  article  in  the  warrant  and 
before  the  people,  it  might  not  be  construed  as  a  failure  to  act 
under  the  law. 

March  27,  1890,  the  city  council  of  New  Bedford  adopted  an 
order  appointing  a  committee  ^^  for  the  purpose  of  investigating  as 
to  the  cost  of  establishing,  maintaining  and  operating  an  electrical 
plant  in  this  city,  for  the  purpose  of  supplying  the  several  depart- 
ments, including  the  streets,  with  electric  lights ;  also  to  obtain 
information  regarding  the  experience  of  other  cities,  and  any  other 
knowledge  relating  thereto."  Sept.  11, 1890,  they  made  a  report 
from  which  it  apeared  that  they  were  not  prepared  to  recommend 
the  construction  of  a  plant  by  the  city.  The  report  was  received 
and  filed,  in  concurrence,  and  no  action  has  since  been  taken. 

The  town  of  Pedbody  voted  on  June  18,  1891,614to87,  and 
again  on  Aug.  20, 1891,  551  to  22,  that  it  was  ^^  expedient  for  the 
town  to  exercise  the  authority  conferred  in  section  1 ,  chapter  370 
of  the  Acts  of  1891,  to  construct,  establish  and  maintain  within  its 
limits  a  plant  for  the  manufacture  and  distribution  of  electricity 
for  furnishing  light  foF  municipal  use  and  for  the  use  of  such  of 
its  inhabitants  as  may  require  and  pay  for  the  same,  as  provided 
in  said  chapter."  On  the  latter  date  a  committee  was  appointed 
to  "  investigate  what  further  action  should  be  taken  by  the  town 
for  the  purpose  of  establishing  in  the  town  a  plant  for  the  manu- 
facture and  distribution  of  electricity  for  use  in  lighting  the 
streets  and  public  buildings  of  the  town,  and  to  report  a  suitable 
location  for  such  plant,  and  the  cost  of  establishing,  maintaining 
and  operating  the  same."  At  a  meeting  Sept.  29,  1891,  the  com- 
mittee reported,  recommending  ^^  that  the  sum  of  847,000  be 
appropriated  for  the  purpose  of  establishing  an  electric-light 
plant ;  that  a  committee  of  five  be  appointed  with  full  power ; 
that  the  town  authorize  them  to  buy  land,  set  poles,  string  wires 
in  the  streets,  to  take  stone  and  material  for  grading  from  the 
gravel  pit  owned  by  the  town,  and  do  all  other  acts  necessary  to 
be  done  ;  that  the  town  treasurer  be  authorized,  with  the  approval 

uigitized  by  Google 


1892.]  PUBLIC  DOCUMENT— No.  35.  27 

of  the  selectmeD,  to  hire  for  this  purpose  the  sum  of  $47^000  in 
such  manner  and  on  such  terms  as  they  deem  best  for  the  town." 
It  Was  voted,  225  to  10,  to  adopt  the  recommendations.  The  mat- 
ter of  incandescent  lighting  was  referred  to  the  same  committee, 
to  report  thereon  at  the  next  annual  meeting. 

The  town  of  DanverSj  at  a  special  meeting  on  April  16,  1888, 
voted,  221  to  9,  to  appropriate  $15,000  for  the  purchase  of  an 
electric-light  plant.  •  Chapter  378  of  the  Acts  of  1891,  entitled 
*'  An  Act  to  legalize  the  action  of  the  town  of  Danvers  in  estab- 
lishing an  electric  light  plant,  and  to  authorize  said  town  to  generate 
and  distribute  electric  light  and  power,"  was  accepted  by  the  town 
by  a  vote  of  60  to  6  at  a  meeting  on  the  20th  of  October,  1891. 
Since  1888  this  town  has  maintained  and  operated  an  arc-light 
plant  for  the  purpose  of  lighting  the  streets,  but  has  done  no 
commercial  lighting.  No  return  or  report  of  any  kind  has  been 
received  from  the  town  of  their  lighting  operations  and  it  is  doubt- 
ful if  any  is  yet  due  the  Board.  The  special  act  for  the  benefit  of 
Danvers  was  passed  after  the  general  municipal  ownership  law 
and  did  not  include  the  important  provisions  of  the  latter  respect- 
ing accounts  and  returns.  The  course  of  this  town  has  aroused 
extended  interest  on  the  part  of  private  corporations  and  other 
towns  in  the  question  of  municipal  ownership  of  lighting  plants, 
and  definite  and  reliable  information  will  undoubtedly  prove  of 
great  value  to  the  public.  It  is  respectfully  suggested,  therefore, 
that  the  provisions  applying  to  other  towns  engaged  in  this  business 
respecting  accounts,  returns  and  the  jurisdiction  of  this  Board  be 
extended  to  Danvers. 

Chapter  370  above  referred  to  imposes  important  duties  and 
powers  upon  this  Board  whenever  a  town  assumes  to  exercise  the 
authority  conferred.  The  Board  would  be  greatly  aided  in  its 
work  by  a  provision  requiring  any  action  by  the  town  under  this 
chapter  to  be  commuoicated  to  it. 

Violation  of  Laws. 

Notices  have  been  sent  to  the  attorney-general,  in  compliance 
with  the  statutes,  of  the  alleged  violations  of  the  laws :  — 

The  Gardner  Gas  Light  Company,  by  not  having  an  office  in 
Gardner,  where  its  works  are  located,  and  by  having  refused  to 
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submit  its  books  to  the  Board  on  application,  in  violation  of  sec- 
tion 1,  chapter  346,  Acts  of  1886. 

The  Citizens'  Gas  Light  Company  of  Quincy,  Gardner  Gas 
Light  Company,  Natick  Gas  Light  Company,  Electric  Light  and 
Patent  Flooring  Company  of  Amesbury,  Framingham  Electric 
Company,  Milford  Electric  Light  and  Power  Company,  Nantucket 
Electvic  Light  Company,  Natick  Electric  Company,  and  the  Subur- 
ban Light  and  Power  Company  of  Boston,  in*  not  making  returns 
to  the  Board,  as  required  by  law. 

Accidents. 

The  statute  in  relation  to  accidents  caused  by  gas  or  electricity, 

section  2,  chapter  350,  Acts  of  1888,  is  as  follows :  — 

All  companies  and  individuals  engaged  in  the  business  of  manufact- 
uring and  selling  gas  or-  electricity  for  light  or  fuel,  shall  make  a 
written  report  within  twenty-four  hours  to  the  board  of  gas  commis- 
sioners of  every  accident  caused  by  the  gas  or  electricity  manufactured 
or  supplied  by  them,  whereby  an  employee  or  any  other  person  shall 
suffer  bodily  injury,  or  loss  of  life,  or  be  rendered  insensible,  stating  the 
time,  place  and  circumstances  of  the  accident,  and  such  other  facts  in 
relation  thereto  as  the  board  may  require ;  and  the  board  shall  present 
in  its  annual  report  an  abstract  of  all  such  cases.  The  board  shall  per- 
sonally investigate  all  cases  which  it  may  deem  to  require  investigation. 

During  the  year  1891,  there  have  been  five  persons  injured  by 
electricity  from  electric  light  wires,  one  of  them  fatally.  Thirty 
persons  have  been  injured  by  illuminating  gas,  sixteen  of  them 
fatally.  Of  the  latter  number,  two  committed  suicide.  The  fol- 
lowing is  an  abstract  of  the  cases  :  — 

Accidents  from  Electricity. 
John  Tiemey,  an  employee  of  the  Consolidated  Hand  Method 
Lasting  Machine  Company,  was  killed  shortly  after  3  o'clock  p.m., 
Jan.  10, 1891.  The  plant  of  the  above-named  company  is  a  private 
one,  owned  by  Bradley  &  Woodruff,  who  arranged  with  the  Boston 
Electric  Light  Company  to  connect  their  system  of  wiring  with  the 
circuit  of  the  electric  company,  so  that  when  the  Bradley  & 
Woodruff  dynamo  was  not  running,  current  could  be  had  from  the 
electric  company.  At  the  time  of  the  accident  the  current  of  the 
electric  company  had  been  switched  on  to  the  wires  of  the  machine 
company.     Tiemey  was  at  work  at  an  iron  lathe  on  the  top  floor 
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of  the  premises,  234  Congress  Street.  Over  the  lathe  was  sus- 
pended by  an  insalated  wire,  an  incandescent  lamp  socket,  out  of 
which  the  lamp  had  in  some  way  been  broken.  Before  screwing 
in  a  new  lamp,  Tierney  touched  the  socket  with  his  fingers  to  see 
if  he  could  feel  any  shock  or  current,  and  getting  none  he  took 
hold  of  the  socket  firmly  with  his  right  hand.  The  muscles  of  his 
hand  closed  upon  the  socket  so  hard  that  to  release  it  a  fellow 
workman  struck  it  from  his  grasp  with  a  hammer.  Tierney  fell  to 
the  floor,  apparently  lifeless.  A  physician  and  the  medical  ex- 
aminer said  that  death  must  have  been  instantaneous.  The  floor 
upon  which  Tierney  stood  seemed  to  be  thoroughly  soaked  with 
oil,  and  under  his  machine  was  a  piece  of  zinc  or  other  metal  upon 
which  he  was  probably  standing  at  the  time.  Whether  his  left 
hand  was  in  contact  with  the  machine  at  the  time  when  he  took 
hold  of  the  lamp  with  his  other  hand  is  not  certain.  When  these 
lamps  were  run  from  the  electric  light  company's  current  it  was 
by  an  alternating  current,  which  entered  the  building  through  a 
transformer.  After  the  accident  the  transformer  was  removed, 
and  a  test  made  showed  a  contact  between  the  primary  and  the 
secondary  coil,  due  to  the  expansion  caused  by  the  heating  of  the 
internal  parts.  The  many  expansions  and  contractions  had  re- 
moved the  insulation  on  the  wires.  The  latest  style  of  transformer 
has  remedied  and  removed  former  defects  in  construction  by  a 
change  in  form  and  in  the  leading-in  wires,  and  will  prove  safe  if 
properly  installed  and  connected. 

John  Todd,  an  employee  of  the  North  AtUeborough  Steam  and 
Electric  Light  Company,  attempted,  while  standing  on  a  very  wet 
earth  floor,  to  hang  an  iron  lamp-holder  on  a  projection  of  the 
bed-plate  of  a  one  horse-power  arc  motor  that  was  placed  six 
feet  from  the  ground,  and  received  a  portion  of  the  current  which 
passed  through  him  into  the  earth,  burning  his  hand  quite  badly. 
He  had  been  repeatedly  warned  of  the  danger  arising  from  the 
motor. 

R.  H.  Parker,  employed  as  a  trimmer  by  the  Worcester  Electric 
lAsht  Company,  received  a  slight  bum  on  his  hand  while  running 
a  ground  on  one  of  the  Company's  line  wires.  The  accident  was 
so  slight  as  to  cause  Mr.  Parker  no  loss  of  time  or  serious  incon- 
venience. 
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The  Lowell  Electric  Company  reports  that,  on  May  16,  at  5.30 
P.M.,  an  accident  occurred,  due  to  the  crossing  of  an  unosed 
telegraph  wire  with  their  arc  light  wire.  This  cross  caused  the 
iron  front  of  a  building  to  become  chained  with  electricity  and 
the  line  men  were  notified.  A  telegraph  man  cut  the  unused  wire, 
but  failed  to  notice  that  the  stretch  between  himself  and  the  cross 
was  not  tied  to  the  pins.  This  stretch  of  wire  fell  into  the  street 
and  struck  a  horse,  killing  it  instantly,  and  slightly  injuring  Frank 
Burns  who  went  to  its  assistance. 

The  Boston  Electric  Light  Company  reports  that,  on  December  24, 
at  about  4.45  p.m.,  William  A.  Roust,  twenty  years  of  age,  a  trim- 
mer of  arc  lamps,  employed  by  them,  while  endeavoring  to  fix  a  lamp 
located  opposite  315  Dorchester  Avenue,  South  Boston,  fell  from 
the  post  to  the  sidewalk.  Examination  showed  that  Roust  having 
finished  his  days  work  was  passing  the  lamp  and  thought  that  it 
was  not  working  properly,  so  mounted  the  post  to  fix  it.  He  was 
noticed  by  Messrs.  Kelly  and  Finnegan,  wood  dealers  at  328 
Dorchester  Avenue,  to  start  the  lamp,  and  put  it  out  and  start  it 
again,  making  a  motion  as  if  to  reach  for  the  switch,  and  to  im- 
mediately fall  to  the  sidewalk.  He  was  taken  to  the  City  Hospital, 
where  an  examination  showed  both  hands  superficially  burned  in 
the  palms,  and  two  cuts  on  the  right  elbow  as  large  as  half  dollars. 
Mr.  Roust  said  that  he  had  no  distinct  recollection  of  what  he  was 
doing,  or  where  he  was  at  the  time  of  injury,  but  was  hurt,  he 
thinks,  while  putting  up  a  globe.  Some  ten  years  ago  he  had  a 
sunstroke.     He  was  discharged  from  the  hospital,  well. 

Accidents  from  Gas. 
The  Fall  River  Gas  Works  Company  reports  that  John  J. 
Finnegan,  aged  thirty-two  and  unmarried,  who  was  employed  by 
the  Fall  River  Water  Works,  was  found  dead  on  January  13,  at 
about  9  A.M.,  in  a  pit  near  the  gasometer,  owned  by  the  Fall  River 
Gas  Company  at  the  corner  of  Davoll  and  Turner  streets.  It  was 
part  of  the  duty  of  the  deceased  to  read  the  water  meter  placed 
there.  There  was  no  sign  of  an  explosion,  and  no  gas  leakage 
could  be  discovered.  An  autopsy  made  gave  no  indication  as  to 
the  cause  of  the  death.  An  examination  of  blood  made  by  Pro- 
fessor Wood  of  the  Harvard  Medical  School  showed  that  death 
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resulted  from  gas  poisoning.  Water  gas  was  being  made  at  the 
•  time. 

The  Northampton  Gas  Light  Company  reports  that  Josepli  L. 
Myers,  a  guest  at  the  Mansion  House  in  the  city  of  Northampton, 
committed  suicide  by  inhaling  illuminating  gas  from  the  burner 
in  the  room  occupied  by  him  during  the  night  of  March  3. 
Examination  showed  that  Myers  was  a  commercial  traveller, 
about  thirty-five  years  of  age,  who  came  to  Northampton  from 
Springfield,  March  2,  and  registered  at  the  above  hotel  as  J.  L. 
Myers,  New  York,  and  was  assigned  to  room  53.  After  his 
return  from  visiting  a  business  house  in  search  of  employment 
he  spent  the  greater  part  of  the  evening  writing  letters  to 
friends  and  chatting  with  the  landlord  and  guests.  At  about 
nine  o'clock,  he  visited  a  store  in  the  vicinity  of  the  hotel 
and  purchased  some  five  feet  of  half-inch  rubber  tubing,  returned 
after  a  short  time  to  the  hotel,  and  retired  to  his  room  about  mid- 
night. At  eight  o'clock  the  next  morning,  a  strong  odor  of  gas  was 
discovered  in  the  hall,  and  an  investigation  by  the  night  clerk  showed 
that  the  odor  came  from  room  53.  The  door  was  forced  open  and 
Myers  was  found  in  bed,  covered  up  and  dead.  He  had  wheeled 
his  bed  as  near  the  gas  jet  as  possible,  placed  one  end  of  the  rub- 
ber tube  over  the  opening  of  the  burner,  and,  taking  the  other  end 
in  his  mouth,  turned  on  the  gas.  The  contents  of  letters  written 
to  friends  and  the  deliberate  preparations  made  it  clear  that  this 
was  a  case  of  suicide. 

The  Dorchester  Gas  Light  Company  reports  that  on  April  2, 
Thomas  Duran,  an  employee  of  the  water  department  of  the  city 
of  Boston  on  general  repairs  and  services,  was  rendered  uncon- 
scious from  foul  air  and  the  escape  of  gas  from  a  gate  box,  while 
attempting  to  shut  off  water.  It  appeared  from  examination  that 
Duran  crawled  into  the  gate  box  before  Ventilating  it,  after  being 
advised  by  a  fellow  workman  not  to  do  so.  He  remained  uncon- 
scious for  an  half -hour,  but  recovered  from  the  effects  of  the  gas 
in  a  few  days. 

Miss  Bertha  Everett,  twenty-two  years  of  age,  arrived  at  the 
Parker  House,  Boston,  about  11.20  p.m.,  April  27,  in  company 
with  friends,  who  shortly  left  her.  She  was  assigned  to  a  room, 
leaving   an   order  to  be    called  at  6.30   in  the  morning,  as  she 
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intended  to  continue  Ler  journey  to  Haverhill,  Mass.,  where  her 
relatives  resided.  On  calling  at  her  room  at  the  above  hour,  no. 
answer  being  received  an  entrance  was  effected  by  breaking  open 
the  door.  She  was  found  lying  upon  the  bed,  the  body  rigid,  but 
warm.  Life  had  been  extinct  probably  an  hour.  There  was  a 
stroug  odor  of  gas  in  the  room  ;  the  burner,  a  three-foot  tip,  in  good 
condition,  was  fully  open.  The  room  has  a  capacity  of  thirteen 
hundred  feet.  It  is  believed  that  death  was  accidental,  probably 
caused  by  blowing  out  the  gas. 

Charles  Oltsch,  aged  thirty-five,  stopping  at  the  boarding-house 
of  Mrs.  F.  A.  Barringer,  Pittsfield,  was  found  in  his  room,  at 
about  9  o'clock  on  the  morning  of  August  23,  groaning,  breathing 
heavily,  and  unconscious.  The  gas  burner  was  partially  opened 
and  gas  escaping.  The  room  contains  about  twelve  hundred  cubic 
feet  and  has  one  window,  partially  open  at  the  time ;  also  one 
door,  fitting  loosely.  A  physician  was  summoned,  and  Oltsch 
removed  to  another  room,  where  windows  were  opened  and  hypo- 
dermic injections  administered.  At  about  4  o'clock  p.m.  he  had 
sufiSciently  recovered  to  converse.  He  was  a  delicate  man,  but 
fully  recovered  from  the  effects  of  the  gas  in  a  few  days. 

Janos  Greskovitz,  a  native  of  Poland,  aged  thirty,  was  found 
insensible  in  his  room  at  the  Burbank  Hotel,  Pittsfield,  at  6  o'clock 
A.M.,  July  9.  The  gas  was  flowing  from  a  partially  open  burner. 
The  keyhole  was  stopped  with  paper,  and  the  window  tightly 
closed.  Greskovitz  explained,  after  his  recovery,  that  he  stopped 
the  keyhole  in  order  to  prevent  a  very  bad  smell  coming  in 
from  the  hall,  as  he  supposed.  The  room  contains  about  sixteen 
hundred  cubic  feet.  He  was  sent  to  the  House  of  Mercy  (hospital) 
at  about  9  a.m.,  and  discharged  July  10. 

Michael  McNamara  and  Thomas  Hamilton,  day  foreman  and 
laborer,  employed  at  the  works  of  the  Worcester  Gas  Light  Com- 
pany at  Worcester,  were  suffocated  from  inhaling  gas  in  the  valve 
house  of  said  company  on  the  16th  of  May.  The  men  were  sent 
by  the  superintendent  to  make  a  small  connection  for  a  jet  photo- 
meter on  the  outlet  pipe  of  the  No.  1  gasholder  to  test  the  quality 
of  the  gas.  For  this  purpose  it  was  necessary  to  drill  a  three-eighths 
inch  hole,  as  the  plug  in  the  pipe  formerly  used  had  become  rusted. 
For  this  work  the  foreman  sent  Thomas  Hamilton  into  the  cellar  of 
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the  valve  house,  but  without  an  assistant  as  is  usual.  On  the 
return  of  the  foreman  to  look  after  the  work,  he  found  Hamilton 
overcome  by  gas  and  called  out  for  Patrick  Ryan,  another  work- 
man. McNamara  at  once  jumped  into  the  cellar  of  the  valve  house 
and  tried  to  pull  Hamilton  out,  without  taking  the  precaution  to  stop 
the  flow  of  gas  through  the  newly  drilled  three-eighths  inch  hole, 
although  soap  was  found  near  which  had  been  taken  by  the  man  sent 
to  do  the  work.  On  the  arrival  of  Ryan,  in  answer  to  the  call,  he 
found  McNamara  trying  to  pull  Hamilton  out  and  fast  being  over- 
come. Ryan  then  endeavored  to  assist  McNamara  but  became 
unconscious  in  a  few  moments  and  was  discovered  by  Superin- 
tendent Wetherbee  and  the  clerk  of  the  works.  After  filling  the 
hole  with  soap,  the  three  men  were  immediately  removed  to  the 
surface,  but  McNamara  and  Hamilton  were  dead.  Ryan  was 
sent  to  the  hospital  and  soon  recovered.  Superintendent  Wether- 
bee was  rendered  partially  unconscious  while  assisting  in  removing 
the  men.  Foreman  ^IcNamara  was  thoroughly  conversant  with 
his  work  and  had  been  in  the  employ  of  the  company  for  some 
eighteen  years.  Water  gas  was  being  made  at  the  time  of  the  acci 
dent. 

Henry  S.  Taylor,  aged  sixty-three  years,  a  clothing  merchant  of 
Pittsfield,  was  found  dead  in  his  bed  at  the  house  of  his  son  on 
Wendell  Avenue,  on  Sunday  morning,  September  6,  having  been 
asphyxiated  by  illuminating  gas.  He  retired  to  his  room  at  about 
11.45  P.M.,  and  was  found  soon  after  eight  the  next  morning. 
The  room  contains  about  nine  thousand  cubic  feet.  There  are  two 
windows  and  one  door  in  the  room,  all  of  which  were  tightly  closed. 
The  fixture  was  of  the  candle  type  and  operated  by  electricity,  and 
according  to  statements  of  the  family  had  never  worked  perfectly. 
It  is  supposed  that  in  using  the  attachment  to  extinguish  the  light 
the  gas  was  not  shut  off.  Water  gas  was  being  made  at  the  time 
of  the  accident. 

Edward  Burgess,  aged  about  thirty-five,  registered  at  Hotel 
Columbus,  112  Commercial  Street,  Boston,  at  11.40  p.m..  May  30, 
1891,  from  Marlborough,  Mass.,  and  was  shown  to  room  12 
on  the  third  story.  He  was  found  in  the  forenoon  of  June  2,  lying 
in  bed,  dead.  An  odor  of  gas  in  the  house  was  traced  to  room 
12,  which  was    found  full  of   gas,    the   cock   half    turned    on. 
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The  gas  fixture  was  in  good  condition,  having  a  burner  marked 
''two-foot;"  a  half  turn  of  the  cock  shut  off  certainly  half  the 
flow  of  gas,  allowing  two  or  possibly  three  feet  to  escape.  The 
physicians  who  were  called  said  that  he  had  been  dead  two 
days  or  more.  The  man,  who  paid  in  advance  for  one  night's 
lodging,  appeared  sober,  and  was  given  no  liquor  at  the  hotel. 
The  death  was  probably  accidental.  The  room  contains  about 
seven  hundred  and  seventy  cubic  feet,  with  one  window  fitting 
loosely  and  one  door  fitting  tightly. 

Euginio  Gallo  and  Giorgio  Niccolo,  sailors,  registered  at  the 
Hotel  Columbus,  corner  of  Richmond  and  Commercial  streets, 
Boston,  at  10  30  o'clock  p.m.,  July  8.  The  next  morning  at  6 
o'clock  when  the  door  of  their  room  was  opened,  Gallo  was  found 
unconscious  and  Niccolo  slightly  affected  by  inhaling  illuminating 
gas.  Gallo  was  removed  to  the  City  Hospital  where  he  remained 
two  days  and  was  discharged,  well.  Niccolo  remained  about  the 
hotel  for  a  few  hours  and  returned  to  his  vessel,  apparently  all 
right.  The  room  occupied  has  two  beds,  two  windows  and  two 
doors,  and  contains  about  nine  hundred  cubic  feet.  There  was 
one  three-foot  burner  fully  open.  It  appeared  that  Niccolo 
got  out  of  bed  after  midnight  and  after  smoking  blew  out  the  gas 
and  retired.  Gallo  was  a  delicate  man,  about  forty-four  years 
old.  Niccolo  was  very  robust  and  about  twenty-five  years  of 
age. 

On  the  night  of  July  12,  H.  S.  Stron  and  Axel  Janssen,  sailors 
•on  the  U.  S.  8.  Newark,  took  a  room  at  the  Hotel  Eastern,  Cause- 
way Street,  Boston,  and  retired,  asking  to  be  called  at  5  a.m.  At 
that  time  they  answered  the  call  but  remained  in  their  room. 
About  10  o'clock  the  men  were  found  by  the  wife  of  the  proprietor, 
the  room  being  filled  with  gas.  Janssen  was  lying  on  the  bed, 
dead,  and  Stron  was  on  the  floor  gasping  for  breath.  Stron  was 
removed  to  the  Massachusetts  General  Hospital  and  was  dis- 
charged well  on  July  14.  The  room  contains  about  eighteen 
hundred  cubic  feet,  and  has  two  large  windows  and  two  doors  all 
closed  tightly.  The  burner  was  a  three-foot  one  in  good 
condition.  In  the  room  a  half-empty  bottle  of  liquor  was  found, 
but  the  night  clerk  says  that  the  men  were  sober  when  they 
registered. 
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July  8  about  noon  a  woman  registered  at  the  Victoria 
Hotel,  corner  of  Dartmouth  and  Newbury  streets,  Boston,  as  Mrs. 
J.  Clifford,  Chai'leston,  S.  C,  and  was  assigned  to  room  58.  At 
about  10  o'clock  a.m.,  July  11,  the  chambermaid,  finding  the  door 
of  the  room  locked,  and  being  unable  to  open  it,  notified  the  ofiSce. 
The  door  was  opened  and  the  oecupant  fouud  dead,  upon 
the  bed.  The  room  was  filled  with  gas,  both  burners  being 
wide  open.  A  lace  handkerchief  had  been  crowded  into  the  key- 
hole of  the  door  leading  to  the  adjoining  room,  and  pieces  of 
cloth  had  been  put  into  the  keyhole  of  the  door  leading  into  the 
hallway.  Gloth  had  also  been  crowded  closely  under  the  doors 
with  some  thin  instrument  like  a  knife,  and  especial  care  had 
been  taken,  by  crowding  in  newspapers,  to  stop  all  ventilation 
around  the  windows.  The  physicians  said  that  the  woman 
had  been  dead  since  the  evening  before  the  discovery  of  the 
body. 

John  F.  Lynch  of  Attleborough  registered  at  the  City  Hotel, 
Taunton,  August  4,  and  at  2  o'clock  in  the  morning  was  discovered 
suffering  from  the  effects  of  inhaling  gas.  He  was  cared  for  by 
the  night  clerk  of  the  hotel,  and  in  a  few  hours  was  all  right.  On 
retiring  he  had  blown  out  the  gas  instead  of  turning  it  off. 

James  G.  Ryan  of  Salem  was  made  seriously  ill  by  illuminat- 
ing gas  on  Sunday  afternoon,  September  27.  It  appeared  that 
Mr.  Ryan  went  to  his  chamber  and  took  with  him  a  young 
son.  Both  lay  down  on  the  bed  and  quickly  fell  asleep, 
the  child  sleeping  but  a  short  time.  On  waking,  the  child  took 
hold  of  the  gas  stop-cock  and  began  turning  it  backward  and  for- 
ward, but  soon  got  off  the  bed,  leaving  the  burner  open,  and  went 
into  another  room.  Over  an  hour  afterward  Mrs.  Ryan  detected  a 
strong  odor  of  gas,  and,  opening  the  door  of  the  chamber,  found 
her  husband  on  the  bed,  face  downward,  his  body  rigid.  She 
immediately  opened  the  windows,  turned  off  the  gas  and 
summoned  a  physician,  who  worked  over  Mr.  Ryan  for  some  time 
and  succeeded  in  restoring  him  to  consciousness,  but  ]^e  suffered 
from  the  effects  of  the  gas  for  several  days. 

James  Reardon  and  Michael  Lordon  were  found  about  6.30  a.m. 
on  October  27,  the  former  in  bed,  dead,  and  the  latter  on  the  floor 
nnconscious,  in  the  room  occupied    by   them  at  199    Harrison 
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Avenue,  Boston.  They  went  to  bed,  as  near  as  can  be 
ascertained,  about  11  o'clock.  Failing  to  answer  when  called 
by  the  keeper  of  the  boarding-house  at  the  usual  hour,  6.30 
o'clock,  the  door  was  forced  open  and  the  men  found. 
Both  were  laboring  men ;  Reardon  about  seventeen  years  old, 
of  slight  build,  and  LordoB  about  thirty,  of  rugged  physique. 
When  the  room  was  entered  the  gas  burner  was  found 
about  one-third  open  and  the  room  filled  with  gas.  The 
door  and  window  both  fitted  tightly.  The  room  contains 
about  six  hundred  cubic  feet.  Lordon  was  removed  to  the  City 
Hospital,  and  was  discharged  from  there  October  31,  well. 

Daniel  McElligeth,  aged  forty,  a  fruit  peddler,  roomed  at  7 
Briggs  Place,  Boston,  and  was  found  by  the  lessee  of  the  house 
about  1.30  P.M.  on  Saturday,  November  14,  lying  on  the  floor  of 
his  room,  partially  unconscious  and  suffering  from  gas  poisoning. 
It  was  found  that  McElligeth  went  to  his  room  about  9  p.m.  on 
Friday,  November  13,  and  being  missed  by  his  friends,  an 
inquiry  at  his  boarding-place  led  to  an  investigation.  The  room 
contains  about  fifteen  hundred  cubic  feet  and  has  two  large  win- 
dows and  a  door  fitting  loosely ;  there  are  two  five-foot  burners, 
one  of  which  was  fully  open.  McElligeth  cannot  account  for  the 
gas  having  been  left  flowing.  After  a  few  days'  treatment  at  the 
hospital  he  was  discharged  well. 

On  the  night  of  December  10,  after  midnight,  C.  H.  McDowell 
of  Swansboro',  N.  C,  arrived  at  the  United  States  Hotel,  and 
registered  as  John  Williams,  Providence.  The  next  morning 
about  10  A.M.,  after  repeated  calls,  a  failure  to  respond  awakened 
the  suspicions  of  the  hotel  porter,  who  looked  through  the  transom 
and  saw  the  man  lying  upon  the  bed.  The  room  was  forcibly 
entered,  and  a  three-foot  gas  burner  found  fully  open  and  the 
room  filled  with  gas,  rendering  McDowell  insensible.  He  was 
removed  to  the  Emergency  Hospital,  and  thence  to  the  City 
Hospital,  where  he  remained  until  December  18,  when  he  was 
discharged,  well.  The  room  contains  about  eight  hundred  and 
fifty  cubic  feet.  McDowell  says  that  he  probably  blew  out  the 
gas  on  retiring. 

On  the  night  of  Dec.  24,  at  about  11  o'clock,  a  young 
man  about  twenty-one  years    of    age    registered  at  the  Hotel 
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Marion,  corner  of  Pleasant  and  Eliot  streets,  Boston,  as  Tom 
Holt,  and  was  assigned  to  a  room  on  the  foarth  floor.  On  the 
afternoon  of  the  25th,  about  3.80  o'clock,  the  son  of  the  pro- 
prietor noticed  a  strong  smell  of  gas,  and  traced  the  same  to 
Holt's  room.  An  entrance  was  effected  and  the  occupant  found 
insensible,  with  the  burner  wide  open.  A  physician  was  summoned 
and  finding  a  slight  movement  of  the  heart  endeavored  to  restore 
consciousness,  but  was  unsuccessful,  and  the  man  died  shortly 
afterward.  From  information  obtained  it  appears  that  the  name 
of  the  young  man  was  Thomas  Herbert,  and  that  he  came  from 
Providence,  R.  I.  The  medical  examiner  believes  the  case  to  be 
suicide.  The  young  man  was  well  dressed,  and  evidently  in 
good  health. 

The  Brockton  G-as  Light  Company  reports  that  on  the  evening 
of  Dec.  25,  two  girls,  aged  ten  and  eight  years,  occupied 
room  6  at  the  Hotel  Elmore.  Before  retiring  one  of  the  girls 
turned  off  the  gas  ;  the  other  tried  to  lock  the  door  of  the  room,  but 
was  unable  to  do  so  on  account  of  a  defect  in  the  lock.  The  girl 
then  turned  on  the  gas,  under  the  impression  that  it  would 
light  by  so  doing.  Not  feeling  the  effects  of  the  escaping  gas 
both  girls  retired  and  were  soon  asleep.  The  night  porter 
in  his  rounds  about  eleven  o'clock  discovered  an  odor  of  escaping 
gas,  and  notified  the  proprietor  (the  father  of  the  girls)  who, 
failing  in  his  attempts  to  get  an  answer  from  the  occupants 
of  the  room  to  his  repeated  calls,  opened  the  door  and  removed 
the  girls  to  another  room ;  the  effects  of  the  gas  were  but  tem- 
porary, and  the  girls  soon  recovered.  The  room  contains  about 
fifteen  hundred  and  fifty  cubic  feet. 

On  January  18,  George  Clark,  Margaret  Clark  and  Mary  E. 
Gillis  were  found  dead  in  bed  in  the  basement  of  21  North  Grove 
Street,  Boston.  Clark  was  about  twenty-six  years  of  age,  Margaret 
Clark  about  thirty-five  and  Mary  E.  Gillis  not  over  five. 
The  discovery  of  escaping  gas  was  made  by  Officer  Glawson  of 
the  third  division  while  patrolling  his  beat,  and  traced  to  the  above 
house.  Entering,  he  aroused  the  inmates  of  the  house  above 
the  basement,  two  of  whom  were  in  such  a  stupefied  condition 
from  the  effects  of  gas  that  they  had  to  be  carried  to  the  street. 
The  other  inmates  reached   the  street  without  assistance,   and 

uigitized  by  VJV/v^^lC 


38  GAS  COMMISSIONERS.  [Jan. 

on  breatbiDg  the  fresh  air  fully  recovered.  The  escapiog  gas 
came  from  a  drain  pipe  running  from  a  sink  in  the  room 
occupied  by  the  Clark  family  and  connected  with  an  old  drain 
constructed  of  planks,  used  as  a  part  of  the  former  sewage 
system  of  Parkman  Street.  A  break  was  found  in  the  gas  main 
in  Parkman  Street,  about  one  hundred  feet  from  the  house, 
and  about  one  foot  above  the  so-called  surface  sewer  connected 
with  the  house,  at  a  point  where  by  decay  the  sewer  had 
fallen  in.  This  removed  the  necessary  support  for  the  gas 
main  and  caused  the  break.  The  old  so-called  surface  sewer 
had  been  placed  there  before  1836.  The  gas  main  was  laid 
more  than  fifteen  years  ago,  but  no  defect  or  break  had 
occurred  at  that  point  before,  so  far  as  known,  and  no  smell  of  gas 
had  been  noticed  in  the  house.  The  dwelling  is  old  fashioned  and 
had  three  tenants. 

The  Fall  River  Gas  Works  Company  reports  that  on  March  1 
several  persons  were  slightly  affected  by  an  escape  of  gas  from  a 
broken  main,  one  man  having  been  made  insensible  for  a  short 
time.  The  main,  which  was  a  six-inch  one,  was  probably  broken 
by  the  passage  of  a  heavy  engine  some  weeks  before.  The  smell 
of  gas  had  been  noticed  for  some  days  and  the  freezing  of  the 
ground  probably  caused  the  gas  to  pass  into  the  houses,  on  the  line 
of  the  main. 

Peter  Jones,  a  bootblack,  occupying  the  basement  of  the  four- 
story  brick  building  22  Chapman  Place,  corner  Bosworth  Street, 
Boston,  entered  the  building  on  the  7th  of  December  a  little  after 
7  o'clock  A.M.,  and  detecting  the  smell  of  gas  opened  the  windows 
in  the  basement.  Satisfied  that  the  i-oom  had  been  freed  from  gas 
he  lighted  a  match,  causing  an  explosion.  He  was  thrown 
against  the  wall  and  after  being  assisted  to  the  sidewalk  was 
sent  to  his  home.  Just  before  Jones  entered  the  building 
William  Haynes,  the  occupant  of  a  room  in  the  fourth  story,  went 
in,  and  noticing  a  strong  odor  of  gas,  opened  the  windows  on  each 
landing  as  he  went  up.  Shortly  after  opening  the  windows  he 
heard  the  explosion  and  at  once  started  for  the  street  which  he 
reached  in  time  to  see  Mr.  Jones  coming  from  the  basement.  The 
glass  in  the  front  of  the  first  floor  occupied  by  John  Mack  &  Co. 
was  completely  shattered,  the  floor  torn  up  and  the  walls  badly 
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torn.  The  basement  occupied  by  Mr.  Jones  was  also  damaged. 
The  gas  came  into  the  building  under  the  front  wall  on  Chapman 
Place  from  a  broken  gas  main.  The  break  in  the  pipe  was  caused 
by  a  settling  in  the  street  in  front  of  the  building. 

The  following  cases,  which  were  omitted  from  the  report  of 
1890,  have  been  furnished  the  Board  by  Dr.  S.  W.  Abbott,  Secre- 
tary of  the  State  Board  of  Health,  and  are  here  inserted  in  order 
to  make  the  report  of  these  cases  as  complete  as  possible. 

John  S.  Fuller  of  Wareham,  aged  61,  took  a  room  at  the  hotel 
No.  41  Kueeland  Street,  Boston,  at  11.30  p.m.  on  Jan.  4,  1890, 
and  was  found  dead  in  bed  at  10  a.m.  on  January  5,  with  the 
room  full  of  gas,  the  cock  being  half  open.  The  man  was  just 
recovering  from  a  spree  and  the  medical  examiner  made  a  return 
of  accidental  death. 

August  Jno.  Mulsen,  aged  27,  was  found  dead  in  his  room  in 
Boston  on  Aug.  10,  1890,  with  the  gas  turned  on  and  all  the 
windows  and  transoms  shut.  He  had  no  money  and  the  medical 
examiner  reported  the  case  as  one  of  suicide. 

The  total  number  of  deaths  caused  by  inhaling  illuminating  gas  in 
the  United  States  during  the  year  1891,  as  reported  to  the  Board 
from  various  sources,  was  two  hundred  and  eleven.  In  the  reports 
thus  given,  it  appears  that  of  this  number  thirty-three  were  cases  of 
suicide,  and  one  hundred  and  seventy-eight  are  supposed  to  have 
been  accidental.  The  accidental  deaths  from  illuminating  gas, 
omitting  those  in  this  State,  occurred  in  the  following  cities 
and  towns :  — 

New  York  City,  32  ;  Chicago,  111.,  34  ;  San  Francisco,  Cal.,  16  ; 
Baltimore,  Md.,  6  ;  Washington,  D.  C,  10 ;  Philadelphia,  Pa.,  7  ; 
Sioux  City,  la.,  and  Omaha,  Neb.,  4  each;  Toledo,  0.,  Minne- 
apolis, Minn.,  Brooklyn,  N.  Y.,  and  Milwaukee,  Wis.,  3  each; 
Hartford,  Conn.,  Terre  Haute,  Ind.,  Norfolk,  Neb.,  Hoboken,  N- 
J.,  Detroit,  Mich.,  Providence,  Pa.,  Poughkeepsie,  N.  Y.,  and 
Des  Moines,  la.,  2  each;  St.  Joseph,  Mo.,  Wellsville,  Newport, 
and  Columbus,  C,  Joliet  and  Urbana,  111.,  Los  Angeles  and 
Sacramento,  Cal.,  McKeesport,  Carlisle  and  Reading,  Pa.,  Woon- 
Bocket  and  Pawtucket,  R.  I.,  Plainfield,  Atlantic  City,  Asbury 
Park  and  I^ng  Branch,  N.  J.,  Yonkers  and  Albany,  N.  Y.,  Mar- 
quette, Mich.,  Waterbury  and  Bridgeport,  Conn.,  Memphis,  Tenn., 
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Lincoln,  Neb.,  Burlington,  la.,  St.  Paul,  Minn.,  and  Superior, 
Wis.,  1  each. 

Following  is  the  number  of  fatal  accidents  occurring  in  each 
month  during  the  year:  January,  23;  February,  17;  March,  17; 
April,  17 ;  May,  17 ;  June,  21 ;  July,  11 ;  August,  8 ;  September, 
19  ;  October,  22 ;  November,  21  ;  December,  18. 

Of  the  fatal  accidents  from  gas  two  occurred  where  oil  gas  is 
made,  six  where  coal  gas  only  is  made,  seventy-one  in  places 
where  there  is  only  water  gas  and  ninety-nine  where  both  coal  and 
water  gas  are  used. 

The  following  table  shows  the  corporate  name,  the  localities 
supplied,  the  capital  and  the  par  value  of  the  shares  of  the  com- 
panies in  active  operation  on  the  thirtieth  day  of  June  last :  — 


CORrOKATE  NAME. 

Localities  Supplied. 

Capital. 

Par 
Value. 

Adams  Ga<«  Liorht  Co., 

Adams,     . 

$17,300 

125 

Araesburv  &  Salisbury  Gas  Co  , 

Amesbury, 

(iO.OOO 

u;0 

AmhtTst  Gas  Co 

Amherst, . 

2o,00() 

1(»0 

Arlington  Gas  Light  Co.,    . 

Arlington, 

70,000 

100 

Belmont,  . 

^ 

~ 

Winchester, 

_ 

_ 

Aihol  Gas  &  Klectnc  Co.,  . 

Athol, 

25,000 

100 

Atileboroiitrh  Ga.s  Light  Co., 

Atileborough,  . 

46,400 

1(0 

Bay  State  (ias  Co.,*    . 

- 

600,000 

100 

Beverly  Gas  Licrhi  Co  ,       . 

Beverly,    . 

60,"00 

100 

Boston  Gas  Light  Co., 
Brockton  Gas  IJght  Co.,    . 

Boston  (city  proper) , 

2,50U,(  00 

600 

Brockton, 

100,0' )0 

100 

Brookline  Gas  Light  Co.,   . 

Brookline, 

Boston  (Brighton 

600,000 

100 

Di.*«trict). 

- 

- 

Cambridge  Gas  Light  Co., . 

Cambri'Igp, 

700,000 

100 

SonieTville(inpart), 

_ 

. 

Charlestown  Gas  Co., . 

Charlestown,    . 

600,000 

60 

Somerville  (in  part). 

. 

Medford  (in  part),  . 

— 

. 

Chelsea  Gas  Light  Co., 

Cii«lsea,    . 

3  0,0CX) 

llO 

Cliicope«  Gas  Works, . 

Chicopee  Centre,      , 

30,000 

- 

(Citizens'  Gas  IJght  Co.  of  Quincy, 

Quincy,    . 

68,000 

100 

Citizens'  Gas  Light  Co.  of  South 

Reading, 

Wakefield, 

95,300 

100 

Reading,  . 

. 

. 

Stoneham, 

_ 

_ 

Clinton  Gas  Light  Co., 

Clinton,    . 

60,000 

500 

Cottage  City  Gas  &  Electric  Co., 

Cottage  City,    . 

25,000 

100 

•  Sells  only  to  other  companies. 
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CORPORATE  NAME. 


Localities  Supplied. 


Capital. 


DaDvers  Gas  Light  Co., 
Dedham  &  Hyde  Park  Gas  & 
Electric  Light  Co., . 

Dorchester  Gas  Light  Co., . 


East  Boston  Gas  Co.,  . 
Easth.-impton  Gas  Co., 
Fall  River  Gas  Works  Co., 

Fitchbur^  Gas  Co 

Framingham    Light,    Heat    & 
Power  Co.,       .        .        .         . 
Gardner  Gas  Li^ht  Co., 
Gloucester  Gas  Light  Co.,  . 
Greenfield  Gas  Light  Co.,  . 
Haverhill  Gas  Light  Co.,    . 

Ipswich  Gas  Light  Co., 
Jamaica  Plain  Gas  Light  Co.,     . 
Lawrence  Gas  Co.,     . 


Lee  Elrctric  Co., 
Leominster  Gas  Light  Co., 
Li'xinglon  Gas  Light  Co.,  . 
Lowell  Gas  Light  Co., 


Lynn  Gas  &  Electric  Co.,   . 
Maiden  &  Melrose  Gas  Light  Co., 


Manufacturers'  Gas  Light  Co.,  . 
Marblehead  Gas  &  Electric  Light 

Co., 

Marlborough  Gas  Light  Co., .  . 
Middleborough  Gas  &  Electric 

Co 

Milford  Gas  Light  Co., 

Nantucket  Gas  Light  Co.,  . 

Natick  Gas  Light  Co., 

New  Bedford   Gas  and  Edison 

Light  Co.,  .... 
New  bury  port  Gas  &  Electric  Co  , 
Newton  &  Waterlown  Gas  Light 

Co 


Danvers,  .        .        .1  $20,000 

Dedham,  .        .        .  100,000 
Hyde  Park,       . 
Boston   (Dorchester 

District),        .        .  400,000 

Milton,     ...  - 

Boston  (E.  Boston),  220,000 

Easlhampton,  .        .  80,000 

Fall  River  (in  part),  288,000 

Fitchburgh,      .        .  100,000 

Framingham,  .        .  75,000 

(Gardner,  .        .        .  3  \000 

Gloucester,       .        .  80,000 

Greenfield,        .        .  60,000 

Haverhill,         .        .  75,000 
Bradford, ... 

Ipswich.    .        .        .  16,000 

Boston  (Ward  23),  .  200,000 

Lawrence,         .        .  500,000 

Methuen,  ...  - 
North  Andover, 

Lee,  ....  20,000 

Leominster,      ,        .  60,(  (h) 

Lexington,        .         .  20,000 

Lowell,     .        .        .  500,0u0 

Dracut,     ...  - 

Tewksbury,      .        .  - 

Lynn,        .        .        .  375,000 
Swampscott,     , 

Mnlden,    .        .        .  220,000 

Melrose,    ...  - 
Medford  (in  part),  . 

Everett,    ...  - 

Fall  River  (in  part).  50,000 

Marblehead,     .        .  40,Ono 

Marlborough,  .        .  50,000 

Middleborough,        .  80,000 

Milf»)rd,    .         .         .  72,300 

Hopedale,         .        .  - 

Nantucket,       .        .  36,000 

Natick,     .        .        .  20,000 

New  Bedford,  .        .  550,000 

Newburyport,  .        .  140,000 

Newton,  .        .        .  200,000 

Watertown,      .        ,  - 

Wellesley,         .        .  - 
Weston,    ... 


Par 
Value. 

f50 
50 

100 

25 
100 
100 

50 

100 

100 

50 

50 

50 

100 
100 
100 


100 
100 
100 
100 


100 
100 

100 

100 
100 

100 
100 

100 
100 

100 
100 

100 
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CORPORATE  NAME. 

LocaUtlea  Supplied. 

Capital. 

Par 
Value. 

North  Adams  Gas  Light  Co.,     . 

North  Adams, . 

f50,C00 

$100 

Northampton  Gas  Lifrht  Co.,     . 

Northampton,  . 

50,000 

25 

North  Attleborough   Gas  Light 

Co 

North  Attleborough, 

68.100 

100 

Attleborough  Falls,. 

.. 

. 

Wrentham, 

- 

. 

Norwood  Gas  Light  Co.,     . 

Norwood, 

12,000 

100 

Pittsfield  Coal  Gas  Co., 

Pittsfield,. 

62./)00 

100 

Plymouth  Gas  Light  Co.,   . 

Plymouth, 

40,0  JO 

100 

Roxbury  Gas  Light  Co.,     . 

Boston  (Roxbury 

District),       . 

600,000 

100 

Salem  Gas  Light  Co., 

Salem,      . 

800,000 

100 

Peabody, . 

~ 

-. 

South  Boston  Gas  Light  Co.,      . 

Boston  (South  Bos- 

ton),     .        .        . 

440,000 

100 

Southbridge  Gas  &  Electric  Co., 

Southbridge,    . 

40,000 

50 

Spencer  Gas  Co., 

Spencer,  . 

85,000 

100 

Springfield  Gas  Light  Co., 
Stoughton  Gas  &  Electric  Co.,  . 

Springfield,      . 

500,000 

100 

Stoughton, 

24,0(J0 

100 

Taunton  Gas  Light  Co.,      . 
Waltham  Gas  Light  Co.,    . 

Taunton,  , 

80,000 

50 

Waltham, 

140,000 

100 

Webster  Electric  Co., 

Webster,  . 

45,000 

100 

Dudley,    . 

- 

- 

Weslfield  Gas  Light  Co.,    . 

Westfield, 

54,000 

100 

Willianistown  Gas  Co.,       . 

Williamstown, 

20,000 

100 

Woburn  Gas  Light  Co., 

Woburn,  . 

45,100 

100 

Worcester  Gas  Light  Co.,  . 

Worcester, 

500,000 

100 

The  company  at  Fltchburg  furnishes  water,  that  at  Gloucester 
maintains  a  wharf  and  supplies  water,  and  that  at  Springfield 
furnishes  steam  for  heating.  In  addition  to  these,  the  companies 
in  Amherst,  Athol,  Beverly,  Brookline,  Charlestown,  Chelsea, 
Clinton,  Cottage  City,  Easthampton,  Fitchburg,  Holyoke,  Law- 
rence, Lee,  Lynn,  Middleborough,  New  Bedford,  Newbury  port, 
Newton,  North  Adams,  Southbridge,  Spencer,  Stoughton,  Wake- 
field, Waltham,  Webster  and  Westfield,  furnish  electric  light. 
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The  following  table  shows  the  names  of  the  owners  of  gas 
works  not  owned  by  gas  companies,  the  localities  supplied,  and 
the  estimated  value  of  the  plant :  — 

Chioopee  Manufacturing  Co.,       .        .    Chicopee  Falls,       .   $25,000  00 
Holyoke  Water  Power  Co.,  .        .        .    Holyoke,  .        .    100,000  00 

Otis  Co., Ware,      .        .        .     10,000  00 


The  following  companies  have  bonds  and  notes  outstanding :  — 

Amherst, (18,500  00 

Athol, 25,000  00 

Bay  State  (Boston), 4,612,000  00 

Beverly  (special  stock), .        .        .                .  11,«00  00 

Beverly  (notes),      ....                .  19,605  00 

Brockton, 112,000  00 

Brookline, 350,000  00 

Charlestown, 34,500  00 

Chelsea, 70,000  00 

Citizens'  (Quincy), 54,350  51 

Citizens'  (Wakefield) 75,616  97 

Clinton, 65,000  00 

Cottage  City, 5,780  26 

Danvers, 8,000  00 

Dedbam, 9,000  00 

Easthampton, 1,000  00 

Fitchburg 66,000  00 

Framingham,  . 75,400  00 

Gardner 22,850  00 

Greenfield 1,500  00 

Haverhill 42,500  00 

Ipswich, 8,985  00 

Jamiica  Plain, 42,500  00 

Lawrence, 200,000  00 

Lee 16,242  52 

Lexington, 67  00 

Lowell, 80,000  00 

Lynn, 103,500  00 

Maiden .  7,753  41 

Marblehead, 6,200  00 

Middleborongh, 80,000  00 

Natick, 8,500  00 

New  Bedford 165,300  00 

Newbnryport, 16.000  00 

Newton, 161,000  00 

North  Adams, 45.800  00 

North  Attleborough, 47,670  00 

Fittsfield, 26,500  00 
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South  Boston, 148,000  00 

Southbridge, 13,500  00 

Spencer, 85,000  00 

Springfield,      ,        . 60,000  00 

Waltham,         .        .        .        .        .        .        .  49,000  00 

Webster, 32,454  24 

Westfield, 21,500  00 

Williamstown, 11,503  60 

Worcester, 40,0C0  00 

The  following  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  value  of  the  stock 
held  within  the  Commonwealth  :  — 


Whole  Nnmber 

Number  of 

Value  at  Par  of 

NAME  or  COMPANY. 

of 

Stockholders 
resident  In 

stock  held  in 

Stockholderi. 

Massachnaettt. 

Masaachusetti. 

Adams, 

8 

8 

$17,300 

Amesbury, 

15 

6 

27,800 

Amherst,  . 

37 

37 

25,000 

Arlington, 

54 

41 

44,100 

Athol, 

8 

2 

2,000 

Attleborougb,   . 

21 

18 

45,600 

Bay  State  (Boston), 

8 

6 

600 

Beverly,    . 

38 

38 

60,000 

Boston,      . 

6 

4 

2,000 

Brockton, . 

44 

42 

99,400 

Brookline, 

136 

126 

439,200 

Cambridore, 

398     • 

350 

6-28,'200 

Charlestowu,    . 

242 

230 

470,950 

Chelsea,    . 

130 

124 

289,700 

Chicopee, . 

3 

3 

80,000 

Citizens'  (Quincy),  . 

6 

3 

52.800 

Citizens'  (Wakefield 

). 

46 

44 

94,400 

Clinton,     . 

25 

25 

60,000 

Cottage  City,    . 

10 

10 

25,000 

Danvers,   . 

22 

21 

11,950 

Dedham,  . 

40 

33 

66,650 

Dorchester, 

26 

22 

367,800 

East  Boston, 

132 

112 

195,375 

Easthampton,    . 

41 

34 

26,700 

Fall  River, 

19 

13 

.     12,000 

Fitchburg, 
Framingham,    . 

36 

33 

91,800 

19 

17 

42,300 

Gardner,   . 

5 

4 

24,000 

Gloucester, 

75 

71 

76,550 

Greenfield, 

37 

27 

43,700 

Haverhill, 

58 

52 

63,950 

Ipswich,    . 

28 

28 

16,000 

Jamaica  Plain, . 

137 

131 

189,600 
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Whole  Number 

Namber  of 

Value  at  Par  of 

NAME  OF  COMPANY. 

of 

Stock  holders 
resident  in 

Stock  held  in 

Stockholdtra. 

MasMchnsettt. 

MasBachosetts. 

Lawrence,         .        .        .        . 

206 

184 

♦447,700 

Lee, 

11 

11 

20,000 

Leominster,      .        .        .        . 

60 

66 

4«,200 

T«exington,        .        .        .        . 

19 

18 

19/JOO 

Lowell, 

266 

228 

449,600 

Lynn, 

165 

160 

367,200 

Maiden. 

147 

125 

187,100 

Manufacturers'  (Fall  River),  . 

7 

7 

50,000 

Marblehead,      .        .         .        . 

29 

23 

32,500 

Marlborough,   .        .        .        . 

12 

12 

50,000 

Middleborougb, 

13 

13 

80.000 

Milford 

63 

51 

71,700 

Nantucket,        .        .        .        . 

62 

48 

84,600 

Natlck, 

21 

21 

20.000 

New  Bedford 

354 

322 

493,700 

Newburyport,  .... 

97 

87 

131,600 

Newton, 

167 

164 

194,200 

North  Adams,  .... 

40 

29 

46,500 

Northampton,  .        .        .        . 

43 

32 

31,200 

North  Attleborough, 

36 

32 

67,100 

Norwood, 

4 

3 

10,000 

Pittsfield, 

65 

45 

56,600 

Plymouth,         .        .        ,        , 

29 

26 

37,900 

Kozbury, 

8 

4 

400 

Salem, 

254 

236 

277,900 

South  Boston,  .... 

28 

24 

•       48,800 

Southbridge,     .        .        .        . 

69 

67 

89,000 

Spencer, 

17 

17 

85,000 

Springfield,       .        .        .        . 

120 

112 

475,500 

Stonghton,        .        .        .        . 

6 

6 

24,000 

Taunton, 

107 

100 

76,000 

Waltbam, 

106 

98 

.129,600 

Webster 

18 

18 

45,000 

Westfield, 

21 

18 

47,700 

Williamstown, , 

3 

3 

20,000 

Wobum, 

46 

46 

44,600 

Worcester,        .... 

187 

177 

466,400 
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The  following  statiBtics  exhibit  the  aggregate  receipts  and  ex- 
penses of  all  the  companies  in  the  State,  compiled  from  the  items 
relating  to  the  manufacture  and  sale  of  gas  in  the  last  two  returns 
made  to  the  Board  :  — 


Ybak  Evdiko  Juiib  80. 

1890. 

18»1. 

Receipts  :  — 

For  gas  sold  by  meter,       .... 

14,482,899  30 

15,040,438  78 

For  gas  supplied  to  public  lamps, 

327,438  06 

292,644  62 

From  sales  of  coke, 

844.897  46 

266,681  10 

sales  of  tar, 

117,003  71 

157,182  62 

sales  of  ammoniacal  liquor,    . 

29,636  68 

22,812  31 

rent  of  meters, 

1.265  28 

1,667  65 

rent  of  gas  stoves  and  engines, 

1,910  84 

4.653  .^3 

rent  of  gas  lamps,    .... 

2,076  70 

2,314  76 

public  lamps  other  than  gas  lamps, 

12,788  63 

9,273  25 

other  sources, 

474  49 

692  47 

Total, 

»5,270,991  04 

$6,797,950  79 

Expenses  :  — 

1.  Coals 

11,299,080  88 

11,170,720  64 

2.  Enrichers, 

140,017  84 

266,437  69 

3.  Purifying  materials,     .... 

30,734  13 

28,676  76 

4.  Water,  ^ 

23,701  60 

22,362  88 

6.  Wages  at  works, 

683,707  66 

647,062  30 

6.  Repairs  and  maintenance  of  works  (in- 

cluding renewal  of  retorts),   . 

240,680  22 

285,428  06 

7.  Apparatus  and  machinery,  . 

62,130  16 

64.769  34 

8.  Wages  of  meter  takers,  clerical  labor 

in  distribution,  and  salary  or  com- 

mi*ion  of  collectors, 

98,350  74 

106,827  93 

9.  Repairs,  renewals,  and  maintenance  of 

mains  and  service  pipes, . 

130,431  96 

151,411  .55 

10.  Repairs  and  renewals  of  meters. 

62,986  83 

47,597  36 

11.  Lighting   and  repairing   (gas  lamps 

only), 

10,823  69 

12,081  45 

12.  Lighting  and  repairing,  and  materials 

used  for  other  lamps. 

12,319  16 

8,734  78 

13.  Directors'  allowances,  .... 

10,693  28 

16,890  02 

14.  Salaries  of  officers,       .... 

143,902  06 

144,705  68 

1.5.  General  salaries, 

106,116  22 

100,210  84 

16,  Rent  of  offices, 

10,961  61 

12,119  09 

17.  General  office  expenses, 

41.713  20 

44,0V*8  98 

18.  Taxes, 

268,949  68 

272,S84  78 

19.  Fire  insurance, 

9,419  61 

9,68*  10 

20.  Law  expenses,      .        .        .        .        . 

27,879  61 

84.630  09 

21    Claims 

10.390  77 

26,266  90 

22.  Bad  debts, 

17,002  37 

8,976  63 

23.  Incidental  expenses,    .... 

39,068  44 

26,492  08 

24.  Gas  bought, 

242,661  64 

842,332  69 

Total. 

13.662.372  98 

$4,200,281  92 
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For  Tbar  Ehdiho  June  80. 

18»0. 

1S»1. 

Leaving  an  apparent  net  profit  on  their 
gas  business  of 

They  have  also  received  for  interest. 

They  have  also  received  for  rents,  eic.,     . 

They  have  also  received  as  protits  from 
electric  lighting, 

11,608,618  06 

16,(85  00 

161, 0t3  43 

110,871  40 

»1.697,668  87 

24,644  68 

211,414  61 

143.240  78 

Making  a  total, 

From  these  receipts  were  paid  interest  on 

bonds  and  loans, 

Dividends, 

Other  items, 

♦  1,^86,637  89 

1144,128  98 

1,017,786  CO 

107,243  67 

»1,976,968  74 

$521,886  81 

1,026,950  00 

36,380  60 

Leaving  a  snrplus  for  the  year  of 

11,269,167  65 
$617,480  24 

$1,684,216  41 
1392,762  33 

Seven  of  the  companies  appear  not  to  have  earned  expenses, 
and  twelve  others  have  not  earned  sufficient  to  warrant  the  declara- 
tion of  any  dividend. 

The  receipts  for  gas  sold  by  meter  show  an  apparent  increase  of 
about  $608,000 ;  but  the  sales  made  by  various  Boston  companies 
to  one  another,  and  thus  counted  twice  as  sold,  reduce  this  amount 
to  about  $8,000.  Receipts  from  public  lamps  continue  to  fall  off, 
this  year  showing  a  decrease  of  about  $35,000. 

In  the  appendix  will  be  found,  under  date  of  June  30,  1891,  the 
separate  balance  sheets  of  the  companies,  as  taken  from  the 
annual  returns,  with  corrections  as  made  by  the  Board  after  ex- 
amination and  correspondence  with  the  officers  of  the  several 
companies. 


Digitized  by  VjOOQ IC 


48 


GAS  COMMISSIONERS. 


[Jan. 


Aggregates  from  these  balance  sheets  and  those  in  the  returns 
of  1890  show  the  following  facts :  — 


Reserved  and  depreciation  funds, 
Surplus, 


Assets  :  — 
Real  estate,  machinery,  street  mains  and 

meters. 
Cash  on  hand, 
Due  for  gas,  . 
Other  accounts  due, 
Materials,  etc., 
Notes  receivable,  . 
Investments,  . 
Electric  assets, 


Liabilities  :-r 
Capital  stuck. 
Bonds,    . 
Notes  payable, 
Unpaio  bills, . 
Unpaid  dividends, . 
Deposits, 
Interest  due  and  unpaid, 
Other  items,  . 


For  Ybab  Ekdiko  June  90. 


1890. 


»22,529,075  72 
657,037  67 
491,658  38 
112,365  77 
635,548  04 
224,594  63 
475,559  16 
1,650,427  31 


»23,075,991  07 
618,663  53 
492,861  55 
262,167  81 
815,315  10 
164,623  31 
356,376  29 
2,182,642  67 


126,576,266  68 

$13,158,800  00 

449,970  00 

5,641,732  93 

141,121  55 

20,358  50 

32,752  41 

3,945  80 

42,784  99 

»19,390,96l  18 
618,289  68 

120,009,250  86 
6,567,015  72 

$26,676,266  68 

$27,968,641  23 


$13,361,000  00 

1,148,556  08 

6,862,007  42 

371,503  40 

19,851  60 

38,864  13 

10,228  88 

49,857  04 

$20,861,868  45 
620,386  14 

$21,382,254  59 
6,586,386  64 

$27,968,641  23 


Of  these  companies  — 


66*  show  an  aggregate  surplus  of 
11  •  show  an  aggregate  deficit  of  . 

Leaving  total  net  surplus,  as  shown 
above, 

Which,  added  to  reserves  carried  as 
liabilities, 

Would  show  an  actual  surplus  of 
Equivalent  to  per  cent   on  capital  of 
about  


$6,684,922  97 
117,907  25 

$6,824,571  26 
238,184  62 

$6,667,016  72 
618,289  68 

$6,686,386  64 
620.386  14 

$7,185,306  40 
53 

$7,106,772  78 
63 

1  60  in  1890.     >  7  in  1890. 
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The  following  table  shows  the  valuation  of  the  property  of  each 
company  as  assessed  by  the  local  assessors :  — 


Asscateil 

1 

AssoMed 

NAME  OF  COMPil 

lNY. 

Value. 

NAME  OF  COMPANY. 

Value. 

Adams, 

fU,100 

1  Lexinffton, . 
Lowell, 

$3,278 

Amesbury,   . 

18,700 

993,620 

Amherst, 

6,460 

1  Lynn, .... 
1  Alalden, 

225,500 

Arlington,    , 

35,150 

133.700 

Athol,   .... 

15,000 

!  Manufacturers'    (Fall 

Attleborough, 

Bay  State  (Boston),     . 

26,200 

River),    . 

63,900 

526,300 

Marblehead, 

13,800 

Beverly, 

54,225 

Marlborough,     . 

14,000 

Boston' 

4,855,800 

Middleboi-ough, . 

23,200 

Brockton,      . 

84,276 

;  Milford,      . 

76,400 

Brookline,    . 

432,100 

Nantucket, . 

6,000 

Cambridge,  . 

816,100 

Natick, 

12,200 

Charlestown, 

662,700 

New  Bedford,     . 

441,200 

Chelsea, 

310,750 

New  bury  port,     . 

136,200 

Chicopee,      . 

30,000 

Newton, 

351,100 

Chicopee  Falls,    . 

10,000 

North  Adams,    . 

24,000 

Citizens'  (Quincy),      . 
Citizens' (Wakefield).. 

13,500 

Northampton,     . 

51,800 

69,000 

North  Attleborough, . 

57,300 

Clinton, 

75,000 

Norwood,    . 

11,000 

Cottage  City, 

, 

10,400 

Pittsfield,    . 

78,600 

Danvers, 

A 

4,000 

Plymouth,  . 

22,360 

Dedham, 

32,500 

Roxbury,    . 

633,500 

Dorchester,  . 

298,200 

Salem, 

303,000 

East  Boston, 

220,000 

South  Boston,     . 

386,300 

Easthampton, 

33,600 

Southbridge, 

21,000 

Fall  River,   . 

259,100 

Spencer,      . 

22.400 

Fitchburff,     . 
Framingnam, 

101,325 

Sprinp^field, 
Stoughton,  . 

544,570 

♦_ 

8,500 

Gardner, 

♦_ 

Taunton,     . 

64,400 

Gloucester,   . 

79,000 

Waltham,   . 

193.000 

(Greenfield,    . 

29,000 

Ware,.        .        .        . 

9,150 

Haverhill, 

164,000 

Webster,     . 

31.800 

Holyoke,       . 

202,000 

Westfield,   . 

52.500 

Ipswich, 

5,400 

WMUiamstown,    . 

3.750 

Jamaica  Plain, 

193,300 

Woburn,     . 

45,100 

Lawrence,    . 

454,000 

Worcester, . 

576,000 

Lee,       . 

10,600 

Leominster, . 

20,000 

Total,  . 

115,295,794 

*Not  returaed. 
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Included  in  the  above  are  certain  companies  which  have  electric 
light  plants,  and  the  following  shows  the  assessed  value  of  sucli 
wherever  sepaVatcly  returned  :  — 

Amherst, $2,000 

Athol, 6,000 

Beverly 33,300 

Brookline, 10,600 

Clinton, 28,800 

Cottage  City, 8,160 

Easthampton, 4,000 

Fitchburg, 68,000 

Ilolyoke, 102,000 

Lawrence, 60,449 

Lee, 8,600 

Lynn, 96,500 

Middleborough, 16,000 

New  Bedford 136.^00 

Newton, 82,100 

North  Adams, 8,000 

Webster, 21,600 

Westfield, 16,600 

Total $686,609 

The  value  of  the  gas  plants,  as  assessed  by  the  local  assessors, 
is  then  in  round  numbers  $14,000,000,  as  there  are  electric  plants 
at  Charlestown,  Chelsea,  Newburyport,  Southbridge,  Stoughton, 
Wakefield  and  Waltham,  which  are  not  given  in  the  above  table. 
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The  following  table  shows  the  amount  paid  by  each  company  for 
taxes,  after  deducting  the  amounts  belonging  to  the  electrical 
departments  and  the  amount  for  each  thousand  feet  of  gas  sold  :  — 


NAME  OF  COMPANY. 


Amonnt  of  Taxes 
Paid. 


Amoant 

Per 

Thouaand 

sold. 


Adams,       .... 
Amesbury, 

Amherst,    .... 
Arling^n, .... 
Athol,         .... 
Attleborough,    . 
Bay  State  (Boston),  . 
Beverly,     .... 
Boston,       .... 
Brockton,  .... 
Brook] ine, .... 
Cambridge, 
Charlestown, 
Chelsea,     .... 
Cbicopee,  .... 
Citizens'  (Quincy),    . 
Citizens'  (Wakefield), 
Clinton,      .... 
Cottage  City,      . 
Danvers,    .... 

Dedham 

Dorchester, 

East  Boston, 

Easthampton,    . 

Fall  River, 

Fitchburg, .... 

Gardner,     .... 

Gloucester, 

Greenfield, 

Haverhill,  .... 

Holyoke,    .... 

Ipswich,     .... 

Jamaica  Plain, . 

Lawrence, .... 

Lee, 

Leominster, 

Lexington, 

Lowell,   .... 

Lynn,    .... 

Maiden,   .... 

Manufacturer'  (Fall  River), 

Marblehead, 

Marlborough,  . 

Middleborough, 

Milford 

Nantucket, 

Natick,   .... 


(441  69 

588  88 

108  37 

1,026  89 

167  35 

496  96 

8,300  27 

667  56 

78,960  66 

1,405  12 

4,497  78 

20,497  49 

10,279  48 

6,042  87 

632  10 

254  68 

375  62 

409  06 

193  93 

81  31 

624  67 

6,068  74 

6,009  69 

624  00 

6,371  69 

1,177  12 

470  76 

1,501  90 

472  62 

2,733  09 

1,848  22 

78  08 

4,517  63 

9,390  70 

47  64 

416  79 

164  33 

18,415  22 

4,723  72 

4,312  78 

1,090  52 

451  99 

305  92 
i_ 

1,353  59 
129  29 
419  76 


eO  0873 
1259 
1323 
1701 
0638 
0676 
0133 
0779 
0568 
0823 
0786 
1626 
1364 
1662 
0603 
0385 
0665 
0629 
0965 
0413 
0939 
0901 
1321 
1298 
1498 
0718 
5224 
1048 
1319 
0484 
0384 
0517 
1326 
1381 
3087 
2320 
1539 
0821 
0726 
1320 
0821 
1303 
0677 

1357 
0765 
1147 


Return  covered  six  months  only. 
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NAME  OF  COMPANY. 


AmonntofTaxoi 
Paid. 


Amount 
Per 

ThOQMDd 

sold. 


New  Bedford,     . 

Newbury  port,    . 

Newton, 

North  Adams,    . 

Northampton,    . 

North  Attleborough, 

Norw^ood,  .  '     . 

Pittsfield,   . 

Plymouth,  . 

Roxbury,    . 

Salem, 

South  Boston,    . 

Southbridge, 

Spencer,     . 

Sprinfffield, 

Stoughton, 

Taunton,     . 

Walt  ham,  . 

Ware, 


Webster,    . 
Westfield,  . 
Williamstown, 
Woburn,    . 
Worcester, 


»2,901  74 

1,188  66 

4,378  67 

717  98 

857  85 

1,630  88 

207  90 

1,697  43 

339  66 

13,011  60 

5,886  62 

6,300  71 

218  03 

886  58 

7,369  70 

62  71 

1,762  75 

1,823  06 

150  29 

147  58 

639  10 

110  41 

953  74 

12,758  12 


1272,709  78 


10  0722 
1357 
0869 
0460 
0770 
1288 
1881 
1241 
0815 
0802 
1651 
0893 
1671 
1054 
0937 
1662 
0465 
0661 
0376 
0925 
0991 
2442 
1229 
1026 


The  total  sum  paid  by  the  companies  for  taxes,  including  State 
inspection,  after  apportioning  to  electric  account  that  part  of  the 
gas  companies'  taxes  belonging  to  their  electrical  departments, 
was  $272,709.78,  an  average  of  7  cents  per  thousand  feet  of  gas 
sold  ;  being  an  increase  over  the  previous  year  in  the  total  amount 
of  $2,785.02,  and  a  decrease  of  1.2  cents  per  thousand  feet  sold. 
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Dividends. 

The  dividends  declared  by  the  several  companies  during  the 
year  are  shown  in  the  following  table  :  — 


NAME  OF  COMPANY. 


Rate  per 
Cent, 


Amount  of 
Dividends. 


Amount  per 

Thousand 

Sold. 


Adams,     .        .        .        . 

Amesbury, 

Amhei'st,  .        .        .        . 

Arlington, 

Athol,       .        .         .        . 

Attleborough, . 

Bay  State  (Boston), 

Beverlv    J  Special  Stock, 

Beveily,  J  Ordinary  Stocl 

Boston,     .        .        .        . 

Brockton, 

Brookline, 

Cambridge, 

Charlestown,   . 

Chelsea,  .        .        .        . 

Chicopee, 

Citizens^  (Quincy), 

Citizens'  (WakcHeld),    . 

Clinton,    .         .        .        . 

Cottage  City,  . 

Danvers,  .        .        .        . 

Dedham, '.        .        .        . 

Dorchester, 

East  Boston,    . 

Easthampton,  . 

Fall  River, 

Fitchburg, 

Framingham,  . 

Gardner,  .        .        .        . 

Gloucester, 

Greenfield, 

Haverhill, 

Ipswich,  .        .        .        . 

Jamaica  Plain, 

Lawrence, 

Lee,.        .        . 

l.#eominster,   . 

Lexington, 


20 

4 

6 

10 
10 

6 

6 

I' 

7 
10 
10 

6 
12 

6 


8 
10 
10 

9 
10 


'9 
*6 
10 

9 
8 

2 
3 


'»3,460 
2,400 

4,200 
f  _ 

4,640 

60,000 

708 

3,560 
187,600 

7,000 
31,500 
70,000 
50,000 
18,000 

3,600 

2,680 

1,200 

32,000 

22,000 

-  3,000 

25,920 

10,000 

i_ 

i_ 

6,138 

120 

7,600 

18,000 

40,000 
«_ 

1,000 
600 


$0  6839 
5132 

6967 

6302 
0799 


1326 
4098 

6660 


4078 
3899 


4757 
5800 
7433 
6090 


4282 
0335 
1328 

5286 


6567 
5619 


^  In  addition  to  this  dividend,  a  rebate  is  allowed  to  mills  owning  stock.    This 
rebate  amounted  to  f  2,410.01. 

*  No  dividend  declared. 

*  Ad  additioDal  dividend  of  three  per  cent,  was  declared  from  the  earnings  of 
wharf  property. 

*  On  preferred  stock  only. 
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Rate  per 

Amount  of 

Amount  per 

NAME  OF  COMrAMf. 

Cent. 

DlTldend. 

Thousand 
Sold. 

Lowell, 

12 

160,000 

•0  2672 

Lvnn, 

Maiden, 

9 

33,750 

- 

8 

17,600 

5385 

Manufacturers'  (Fall  River), . 

10 

6,000 

3764 

Marblehead,     .... 

- 

i_ 

- 

Marlborough,  .... 

- 

i_ 

- 

Middleborough, 

- 

i_ 

- 

Milford, 

10 

7,230 

7249 

Nantucket,       .... 

4 

1,440 

8522 

Natick 

_ 

i_ 

- 

New  Bedford, . 

7 

38,500 

- 

Newburyport,  . 

6 

8,400 

Newton,  .... 

8 

16,000 

- 

North  Adams, . 

6 

3,000 

- 

Northampton, . 

8 

4,000 

3591 

North  Attleborough, 

6 

4,086 

3228 

Norwood, 

- 

1  _ 

- 

Pittsfield, 

12 

7,500 

5483 

Plymouth, 

5 

2.000 

4801 

Roxbury, 

10 

60,000 

3699 

Salem,      .... 

H 

19.500 

5470 

South  Boston,  . 

6 

22,000 

3118 

Southbridge,    . 

6i 

2,200 

- 

Spencer,  .... 

1  ^ 

- 

Springfield, 
Stoughton, 

8 

40,000 

5087 

- 

i_ 

- 

Taunton,  .... 

10 

8,000 

2109 

Waltham, 

7 

9,800 

. 

Webster 

- 

1  _ 

- 

Westfield, 

8 

4,320 

. 

Williamstown, 

_ 

i_ 

- 

Woburn,  .... 

!          8 

3,608 

4651 

Worcester, 

8 

40,000 

3213 

- 

$1,024,550 

- 

>  No  dividend  declared. 

Price  of  Gas. 

The  following  companies  have  reduced  the  price  of  gas  during 

the  year  ending  June  30,  18i)l  :  — 

Brookline,  Roxbury, 

Citizens'  (Wakefield),  South  Boston, 

Dorchester,  Springfield. 
Maiden, 

At  Si)encer,  the  price  of  gas  has  been  raised  from  $1.25  to 

$1.60. 
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The  following  pages  show  the  price  charged  by  the  several 
companies,  June  30,  1891  ;  the  average  candle-power  as  shown  by 
the  tests  made  by  the  State  inspector  of  gas ;  and  the  average 
price,  per  thousand  feet  sold  by  meter,  received  in  the  two  years 
ending  Jane  30,  1891. 

The  gas  made  is  coal-gas,  except  where  otherwise  noted. 
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The  average  price  to  consumers  for  coal  gas,  of  twenty-five 
companies  making  annually  more  than  80,000,000  feet  each,  is 
81.3110  per  thousand  feet.  The  average  price  of  the  remainder 
of  the  coal-gas  companies  is  $1.9645,  making  an  average  for  all 
of  $1.3557  per  thousand.  The  average  price  for  oil  gas  is  $3.7568 
per  thousand  feet. 

The  average  price  for  coal  gas  in  1886  was  $1 .72  ;  in  1887,  $1 .66 ; 
in  1888,  $1.56;  in  1889,  $1.45;  in  1890,  $1.39;  and  in  1891, 
$1.31,  —  a  steady  gain  for  the  consumer. 

The  following  table  shows  the  amount  of  gas  made  in  the  year 
ending  June  30,  1891,  and  in  the  year  ending  June  30,  1890  ;  the 
amount  sold  by  meter  and  to  public  lamps  in  both  these  years ; 
the  i^mount  used  at  works  and  offices;  and  the  amount  of  gas 
unaccoun^^ed  for  di^ring  the  year  ending  June  30,  1891,  and  the 
percentage  of  unaccounted-for  gas  in  both  years :  — 
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GAS  COMMISSIONERS. 


[Jan. 


The  following  table  shows  the  capacity  of  the  works,  the  greatest 
and  least  daily  output,  and  date  of  the  same  for  each  of  the 
companies :  — 


KAME  OF  COMPAXT. 

Dally 
Capacity  of 

Oreatest 

Date. 

Leait 

Date. 

Works. 

Output. 

Output 

Feet. 

Feet. 

Feet 

Adams,     . 

50,000 

. 

1. 

1. 

i_ 

Amesbury, 

100.000 

89,600 

Feb.    4, 

9,000 

July      4 

Amherst,  . 

6,000 

6,000 

Nov.  - 

1,000 

July      - 

Arlington, 

60,000 

88,000 

Dec.  20, 

9,970 

June    14 

Athol, 

26,000 

19,600 

Dec.  23, 

2,300 

July     11 

Attleboroujfh,  ^ 

100,000 

42,000 

Jan.  17, 

12,000 

July     28 

Bay  State  (Boston), 

4,000,000 

3,469,000 

Dec.  13, 

360,000 

June    14 

Beverly,    . 

60,000 

44,100 

Jan.    2, 

8,000 

June    14 

Boston,     . 

6,000,000 

5,984,297 

Dec.  17, 

996,663 

Aug.      3 

Brockton, . 

120,000 

101,196 

Dec.  24, 

21,288 

July       4 

Brookline, 

860,000 

307,000 

Dee.  24, 

83,000 

July     15 

Cambridge,       • 

1,000,000 

710,000 

Dec.  12. 

130,000 

July      4 

Charlestown,    . 

600,000 

885,000 

Dec.  24, 

112,000 

July     27 

Chelsea,     . 

260,000 

164,500 

Dec.  24, 

42,600 

Aug.    18 

Chicopee,  . 

80,000 

74,000 

Dec.  18, 

4,300 

Aug.    14 

Chicopee  Falls, 

i« 

1  _ 

i_ 

i« 

1  . 

Citizens'  (Quincv),  . 

70,000 

46,900 

Dec.  27, 

9,200 

June    12 

Citizens'  (Wakefield) 

,      85,000 

40,000 

Dec.  25, 

15,000 

Julv     12 

Clinton,     . 

90,000 

60,100 

Jan.    1, 

4,000 

Sept.    15 

Cottage  City,    . 

60,000 

84,000 

Aug    9, 

0 

Jan.       5 

Dan  vers,   . 

20.000 

12,800 

Dec.  28, 

2,700 

June    23 

Dedham,   . 

80,000 

88,800 

Jan.    6, 

9,930 

July     14 

Dorchester, 

800,000 

287,070 

Dec.  24, 

90,863 

July      8 

East  Boston,     . 

250,000 

192,166 

Dec.  24, 

68,415 

July      6 

Easthampton,  . 

40,000 

40,000 

Dec.  18, 

4.000 

July     30 

Fall  River, 

500,000 

316,400 

Dec.  17, 

48.700 

June    14 

Fitch  burg, 
Framingham,    . 

100,000 

99,000 

Dec.  18, 

19,200 

June    14 

250.000 

28,940 

Feb.  14, 

6,210 

April   19 

Gardner,   . 

1. 

i_ 

•« 

i_ 

•  . 

Gloucester, 

125,000 

82,900 

Dec,    6, 

16,000 

June    14 

Greenfield, 

50,000 

22,700 

Jan.    4, 

6,100 

July      9 

Haverhill,. 

320,000 

805,000 

Jan.  22, 

66,000 

July    27 

Holyoke,  . 

600.000 

283,564 

Dec.  17, 

48,390 

Aug.    10 

Ipswich,    . 

i_ 

8,400 

Dec.  21, 

2,500 

June    21 

Jamaica  Plain, . 

200,000 

167,859 

Dec.  24, 

68,761 

July      4 

Lawrence, 

1,000,000 

400,798 

Jan.    2, 

41,257 

Aug.    31 

Lee,  .        ,        .        . 

6,000 

1,500 

i_ 

400 

tZ 

Leominster, 

80.000 

t_ 

t_ 

i_ 

1. 

Lexington, 
Lowell,      . 

20,000 

I. 

i^ 

•  „ 

I. 

1,000,000 

1,278,000 

Dec.  17, 

238.000 

Aug.      8 

Lynn, 

700,000 

367,600 

Dec.  23. 

67,400 

July       4 

Maiden,     . 

200,000 

170,800 

Dec.  18, 

66.800 

June    1 1 

Manufacturers'  (Fall 

River,    . 

•_ 

141,800 

Dec.  18, 

13,100 

June      2 

Marblehead,      . 

65,000 

i_ 

t_ 

•  _ 

«_ 

Marlborough,   . 

100,000 

30,590 

Dec.  20, 

3,760 

Aug.      4 

Middleborough, 

•_ 

8.000 

Dec.  24, 

•J 

i_ 

Milford,    . 

80,000 

69,810 

Dec.  30, 

11,000 

June  14 

No  record  kept.  *  Not  returned.  *  No  station  meter. 
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NAME  OF  OOMPAXT. 

Daily 
Capacity  of 

Greatest 

Data. 

Least 

Date. 

Works. 

Ootpnt. 

Ontput. 

Feet. 

Feet 

Feet. 

Nantacket, 

28,000 

11,580 

Aug.  14, 

2,890 

May    17 

Nalick,      . 

85,000 

23,900 

Dec.  17, 

8,600 

July      6 

New  Bedford,  . 

300,000 

214,200 

Dec.    2, 

64,500 

July      1 

Newburyport,  . 

100,000 

61,780 

Dec.  17, 

11,970 

June     8 

Newton,    . 

260,000 

267,000 

Dec.  28, 

75,000 

July     14 

North  Adaras,  . 

180.000 

103,900 

Dec.    6, 

25,200 

Aug.      4 

Northampton,  . 

76,000 

65,880 

Deo.    6, 

12,861 

Aug.      8 

North  Attleborough, 

110,000 

72,388 

Dec.  17, 

11,192 

July     18 

Norwood, . 

i_ 

I  _ 

1- 

*- 

1 «. 

Pittsfield,  . 

240.000 

68,000 

Dec.  23, 

20,000 

June    19 

Plymouth, . 

20,000 

24,440 

Jan.    2, 

6,430 

June    28 

Roxbury,  . 

600,000 

803,106 

Dec.  24, 

168,671 

Juiy      8 

Salem, 

800,000 

198,000 

Jan.    4, 

42.000 

July    17 

South  Boston,   . 

425,000 

367,996 

Dec    - 

98.470 

July      - 

South  bridge,     . 

1  _ 

1  — 

»— 

1  - 

1. 

Spencer,    . 

225.000 

48,700 

Dec.  81, 

11,100 

June    14 

Springfield, 

600,000 

432,000 

Dec.  17, 

72,000 

July     13 

Scoughton, 

10,000 

4.000 

1-     • 

1.000 

1 «. 

Taunton,   . 

300,000 

286,000 

Dec.  26, 

65,000 

June    14 

Waltham, . 

200,000 

164,800 

Dec.  17, 

22.400 

Aug.    10 

Ware, 

70,000 

29,730 

Dec.  18, 

4,370 

June    16 

Webster.  . 

24,000 

12,000 

Deo.  23, 

6,000 

Aug.      8 

Westfield,. 

40,000 

42,600 

Dec.  18, 

7,600 

Aug.      4 

Willtamstown, . 

8.500 

•  « 

1. 

•  _ 

t_ 

Woburn,   . 

80,000 

42,000 

Dec.  25, 

10,000 

July      6 

Worcester, 

1,050,000 

698,000 

Dec.  17, 

118,600 

July      6 

^  Not  returned. 


>  No  station  meter. 
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GAS  COMMISSIONERS. 


[Jan. 


The  following  tables  show  the  total  quantity  of  gas  sold  during 

the  year  ending  June  30,  1891 ;   the  percentage  of  increase  in 

sales  over  the  previous  year ;  the  capital  (including  bonds)  per 

thousand  feet  sold,  omitting  those  companies  which  have  electric 

light  plants ;  the  average  price  received  for  all  gas  sold  during  the 

year  ending  June  80,    1891 ;   and  the  average  price  the  year 

previous:  — 

Coal-gas  Companies. 

[Boldface  figures  show  decrease.] 


P 

!|i; 

NAME  OF  COMPANY. 

Total  Sales 
of  Gas , 

ill 

^  o 

m 

< 

^UO^ 

Feet. 

Adams, 

6.0o9,000 

3.85 

$8,420 

12  41 

12  89 

Amesbury, . 

4,676,690 

9.63 

12.829 

1  76 

1  74 

Arlington,  . 

6,037,090 

0.67 

11.596 

.  2  76 

2  76 

Athol,. 

2,467,900 

889 

-. 

2  86 

2  87 

Attleborough,     . 

7,862,400 

14  66 

6.802 

2  00 

2  00 

Bay  S»ate  (Boston),*  . 

626,484,000 

849.20 

8.018 

1  00 

1  00 

Beverly, 

7,158,660 

12.77 

— 

2  31 

2  81 

Boston, 

1,414,788,122 

6.99 

1.767 

1  20 

1  23 

Brockton,    . 

17,088,200 

21.88 

12.410 

2  06 

2  09 

Brookline,  . 

67.190,036 

6.76 

— 

1  92 

1  94 

Cambridge, 

126,125,876 

6..S0 

6.660 

1  67 

1  64 

Charlestown, 

76,898,485 

0.98 

~ 

1  69 

1  69 

Chelsea,      . 

80,842,078 

1.61 

. 

1  94 

1  96 

Chicopee,    . 

8,827,964 

6.74 

8.898 

1  82 

1  80 

Citizens'  (Quincy),    . 

6,617,600 

10.28 

8.009 

1  92 

2  84 

Citizens' (Wakefield), 

6,646,000 

8.10 

- 

2  02 

2  46 

Clinton,      . 

7,738.620 

2.40 

~ 

2  07 

2  12 

Cottage  City,      . 

2,009,900 

18.86 

- 

2  00 

1  96 

Danvers,     . 

1,968,000 

18.16 

11.687 

2  66 

2  61 

Dedham,     . 

6,686,800 

6.80 

19.612 

1  93 

2  27 

Dorchi'Ster, 

67,269,760 

9.61 

6.946 

1  69 

1  93 

East  Boston, 

87,928,632 

8.84 

6.800 

1  72 

1  72 

Easthampton,     . 

4,085,900 

9.76 

7.681 

2  60 

2  62 

Fall  River, . 

42,682,509 

10.88 

6.771 

1  61 

1  66 

Fitchburg,  . 
Framingham,     . 

16,885,800 

4.67 

. 

1  91 

1  90 

1.129,600 

- 

- 

•0  68 

- 

Gloucester, . 

14,888,760 

10.62 

6.681 

1  81 

1  79 

Greenfield, . 

8,582,600 

20.66 

14.376 

2  08 

2  36 

Haverhill,  . 

66.488,800 

4.82 

2.071 

1  89 

1  38 

Holyoke,     . 

48,149,984 

8.44 

- 

1  64 

1  58 

Jamaica  Plain,   . 

84,069,970 

1.81 

7.120 

1  96 

1  96 

Lawrence,  . 

67,981,211 

174 

•      " 

1  41 

1  41 

Lowell, 

224^526,000 

0.01 

2.861 

1  10 

1  10 

Lvnn, ... 
Maiden, 

66,082,200 

6.99 

— 

1  68 

1  76 

82,688,300 

6.85 

6.968 

1  91 

1  96 

Manufacturers'    (Fall 

River),    . 

18,282,300 

0.92 

8.764 

1  44 

1  62 

Sells  only  to  other  companies. 


3  Non-iUuminatiDg  fael  gas. 
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P 

III 

m. 

'-'. 

XTAME  OF  COMPAITY. 

Total  Sales 

jli 

is*i 

^'A 

«rOaa. 

1?^ 

< 

f:s§ 

FmL 

Marblebead, 

3,468,400 

9.57 

113,320 

12  50 

f  2  64 

Marlborough,     . 

4,622,000 

5.75 

11.067 

2  31 

2  32 

Milford,      . 

9,973,900 

1.33 

7.249 

1  86 

1  96 

NantQcket, . 

1,689,800 

11.84 

21.304 

2  66 

2  66 

Natick, 

3,668.300 

14  66 

7.791 

1  57 

2  10 

New  Bedford,     . 

40,178,668 

680 

— 

1  69 

1  48 

Newburyporl,     . 

8,760,600 

080 

- 

2  03 

2  01 

Newton, 

60,958,800 

8.64 

. 

1  96 

1  91 

North  Adams,    . 

16,692,800 

16  56 

- 

1  74 

1  72 

Northampton,     . 

11,138,000 

7.14 

4  489 

1  88 

1  90 

Nortli  Atlleborough,  . 

12,669,800 

155 

6.879 

1  99 

2  00 

Norwood,    . 

1,105,100 

20  78 

10.868 

2  44 

2  43 

Pittsfield.    . 

18,678,160 

S84 

4.669 

1  89 

1  89 

Plymouth,  . 

4,105,900 

4.81 

9.602 

2  10 

2  10 

Roxburj,    . 

162,221,077 

4.24 

8.699 

1  63 

1  69 

Salem, 

36,661,094 

1.29 

8.416 

1  76 

1  80 

South  Boston,     . 

70,663,099 

7.11 

'  6.916 

1  66 

1  72 

Spencer, 

8,412,000 

14.80 

- 

1  49 

1  25 

Springfield, 

78,637,800 

2.42 

6.994 

1  69 

1  66 

Taunton,     . 

37,926,000 

2.13 

2.109 

1  47 

1  47 

Waltham,   . 

27,666,600 

8.29 

~ 

1  89 

1  84 

Ware,. 

2,179,173 

1.08 

~ 

*2  24 

*2  81 

Webster,     . 

1,696,500 

12.34 

. 

2  28 

2  29 

Westfield,  . 

6,446,933 

8.20 

- 

2U 

2  29 

Woburn,     . 

7,768,150 

2.01 

6.813 

1  78 

1  78 

Worcester, . 

124,610,400 

4.61 

4.337 

1  60 

1  60 

3.892,529,260 

ATenige  from  gas  sold  to  pablic 


OUrgas  Companies. 


Amherst,     . 
Chicopee  Falls, 
Gardner,     • 
Ipswich, 
j^ee,     •        • 
Leominster, 
Lexington, . 
Middleborough, 
Sootbbridge, 
Stooghton,  . 
Williamstown, 


819,207 
777,000 
901,000 

1,611,200 
164.000 

1,796,367 

1,067,790 
700,000 

1,304,694 

426300 


9,468.068 


1.90 

. 

15  36 

0.68 

. 

»3  61 

6.27 

f3S.296 

4  54 

8.93 

16.633 

2  99 

183.91 

- 

6  00 

21.69 

27.834 

3  94 

9.87 

18.730 

4  46 

i_ 

.. 

2  64 

1.76 

- 

2  86 

241.46 

69.682 

6  84 

15  22 
»3  38 
4  60 
8  01 
6  60 
4  00 
4  47 
6  00 
2  82 
6  60 
6  66 


>  Ayenge  price  gas  sold  to  the  pablic.        >  Retam  coyers  six  months  only. 
• »  Not  retomed. 
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GAS  COMMISSIONERS. 


[Jan. 


The  following  tables  show  the  capital  (including  bonds),  the 
gas  sold,  the  gas  unaccounted  for,  and  the  number  of  consumers 
per  mile  of  main ;  also  the  gas  sold  per  consumer  and  per  meter 
light.  Where  capital  is  employed  for  both  gas  and  electric  light, 
the  amount  per  mile  of  main  is  omitted. 

Coal-gas   Companies, 


Pkk  Milk  or  Maiv. 

■old  per 

Ou 

NAME  OF    COMPAKY. 

OMan- 

Number 

■old  per 
Meter 

Capital.      Oas  sold. 

accoant«d 

of 

Consumer. 

for. 

OonsaiiMn. 

Ught 

Feet. 

Feet. 

Feet. 

Feet. 

Adams, 

$3,460 

1,011.800 

284,200 

26.4 

38,326 

3.827 

Amesbury, . 

9,740 

759,203 

67,664 

28.6 

26,558 

3.385 

Arlington,  . 

3,177 

273.916 

61,019 

19.3 

14,204 

2,634 

Atbol,. 

- 

766,428 

61,779 

42.2 

18,146 

2,727 

Attleborongb,     . 

10,716 

1.700,323 

180,923 

68.2 

29.216 

6,105 

Beverly,      . 

-* 

1.101,316 

96,038 

70.6 

14,786 

2,919 

Boston, 

18.945 

10.721,303 

547,456 

223.1 

46.527 

4,463 

Brockton,   . 

12,848 

1,035,345 

291,200 

62.0 

19.910 

3,230 

Brookline,  . 

- 

827.163 

147.248 

30.3 

21,926 

3,192 

Cambridge, 

8,310     1,497,220 

142.747 

68.6 

20.a54 

3,828 

Charlestown, 

1,832.411 

2.52,764 

96.7 

16,407 

3,384 

Chelsea,      . 

-      1      842.83.5 

141,661 

46.7 

18.434 

3,821 

Chicopee,    . 

8,000     2.364,123 

600,889 

56.0 

41,909 

3,737 

Citizens'  (Quincv),    . 

4,586        572,596 

181.785 

33.1 

14.667 

2,662 

Citizens'  (Wakefield), 

- 

310,506 

60,506 

19.6 

14.599 

2,109 

Clinton. 

- 

1,682,308 

48,196 

49.8 

33,707 

2.025 

CotUge  City,      . 

- 

881.535 

801,315 

79.4 

9.861 

2.824 

Danvers,     . 

5,077 

434,437 

111.192 

296 

14.687 

1.883 

Dedham,     . 

7.933 

406,672 

112,685 

21.9 

18,497 

2.636 

Dorchester, 

6.42.5     1.080,46.5 

200 

61.7 

13.621 

2.701 

East  Boston, 

10,800     1,861.985 

220,836 

76.3 

17,862 

4,636 

Easthampton,     . 

8.516     1,108.763 

126,373 

47.8 

23,195 

2,056 

Fall  River, . 

12,598     1,860.664 

166,329 

62.9 

27,673 

2,277 

Fitch  burg,  . 

1,411,352 

114,720 

56.6 

24,260 

3,392 

Framingham,     . 

32,413  1      243.448 

168,168 

21.6 

_ 

- 

Gloucester, . 

8.138     1,458,163 

111,622 

68.6 

20.184 

4,505 

Greenfield,  . 

10,774        749.498 

102,238 

46.9 

15.994 

3,915 

Haverhill/  . 

6.449     2,631,057 

14K.122 

106.3 

22,918 

3,868 

Holyoke,     . 

~ 

2,547,618 

207.782 

81.6 

30,976 

3.932 

Jamaica  Plain,   . 

9,011 

1,265,699 

118.7B6 

52.7 

16,346 

2,987 

Lawrence,  . 

- 

1,914,424 

198,309 

69.3 

27,635 

4.066 

Lowell, 

6,871     2,911.007 

157,535 

103.9 

27.002 

8,745 

Lynn, .... 

2,145.095 

284,9.57 

82.9 

25,877 

4,626 

Maiden,      . 

3,898        569,358 

50,171 

33.1 

16.882 

3,203 

Mannfactarers'    (Fall 

1 

River),     . 

10,526     2.796,273 

253,305 

63.2 

41,805 

2,203 

Marblehead,       . 

7,857  1      6H9.864 

211,714 

86.7 

14,432 

2,434 

Marlborough,     . 

14.881  1  1,345.833 

270.279 

68.9 

22,687 

2  761 

Milford.      .       . 

9.329  ;  l,286,9.-i4 

82,297 

60.8 

20,279 

2,978 

Nantucket, . 

7,438  !     349,132 

100,079 

28.9 

9,028 

2.135 

Naiick,       . 

6,291  .     807,671 

43,863 

48.3 

15.000 

1.895 

New  Bedford,     . 

- 

1,371.281 

118,202 

85.5 

13.805 

2,729 

Newburyport,     . 

. 

978.827 

216,926 

61.6 

18.962 

3,216 

Newton, 

- 

766.290 

85,633 

85.1 

19,296 

3,149 

North  Adams,    . 

-      1  1,6.56,167 

426,896 

63.3 

28.516 

4,052 

Northampton,     . 

6,160     1,149,432 

122,174 

489 

23,498 

3,219 

North  Attleborough,  . 

7,362  ,  1,368,623 

134,642 

40.6 

33.640 

4.777 

Norwood,    . 

2.778        255,810 

~ 

10.2 

25.115 

1,765 

Pittsfield,    . 

7,852     1.718,360 

206  640 

80.2 

21,074 

4.296 

Plymouth,  . 

11,111     1,167.194 

71,906 

67.6 

17,144 

1.965 

Roxbury,   . 

8,329     2,251,819 

14,732 

104.4 

17,846 

3,369 

Googi 
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Coal-gas 

Companies —  Concluded. 

P«R  Milk  of  Maik.                     1 

Oas 

Ou 

sold  per 

NAME   OF   GOMPANT. 

Ou  nn- 

Number 

•old  per 

Meter 

CapltaL 

Om  Mid. 

aoconnted 
tor. 

of 
Consamen. 

Consnmer. 

Light 

Feet. 

Feet. 

Feet. 

Feet 

Salem, 

$12,190 

1,11^.^42 

262,743 

103.7 

13.673 

2,849 

South  Boston, 

U5,084 

2,;i^5,:44 

266,711 

82.7 

23,831 

4,668 

Spencer,      . 

- 

^•ir.^.rai 

20,601 

88.6 

17,063 

3,902 

Springfield, 

12,800 

I,-'"' -so 

69,644 

86.0 

21,094 

2,462 

Tannton,     . 

4,018 

1,         72 

100,608 

66.8 

27,919 

3,644 

Waltham,  . 

- 

1,         94 

88.409 

60.0 

26,680 

4,181 

Ware, . 

_ 

l,::^-,''92 

201,488 

67.6 

26,707 

2,426 

Webflter,     . 

. 

Ui.>,l>80 

73,613 

33.8 

11,996 

2,231 

Wesifield,   . 

_ 

1,  :'■■'-  128 

124.807 

60.6 

19,364 

3,660 

Wobarn,     . 

7.809 

l,-..,.98 

70,494 

76.2 

16,607 

2,989 

Worcester, . 

11,630 

2.681,679 

131,036 

104.1 

26,089 

6,126 

Oil-gas  Companies. 


Amherst,    . 

187.033 

_ 

27.9 

6.882 

1,388 

Cbicopee  Falls, 

- 

669,8-28 

- 

82.8 

8,094 

1,678 

Gardner,     . 

$2,817 

84.601 

- 

11.8 

7,161 

1,820 

Ipswich,      . 

8,797 

632,112 

- 

33.6 

16,493 

1,312 

iS.     .        . 

> 

89.017 

- 

41.6 

2,189 

607 

Leominster, 

6,821 

246.070 

16,626 

29.3 

8,366 

1,665 

Lexington, . 

6,849 

366,681 

- 

38.4 

6,670 

1,530 

Middleborongh, 

~ 

- 

-r 

47.0 

- 

- 

Sooth  bridge. 

- 

609,670 

18,676 

93.6 

6,623 

1.173 

Stoaghton, . 

8,000 

125,788 

- 

19.0 

6,620 

2»P 

Williamstown,    . 

"" 

"" 

"* 

11,635 

2,884 

Digitized  by  VjOOQ IC 


70 


GAS  COMMISSIONERS. 


[Jan. 


s 

'•U 

ci 

f3 

a* 

1 

ns 

1 

0 

•• 

0$ 

^ 

-§ 

03 

^ 

*S 

V 

A 

2 

72 

S 

^ 

s 

Oi 

<M 

"2 

CO 

>■ 

fH 

V 

'O 

0} 

fl 

;-l 

03 

^^ 

O 

o 

? 

V 

Ct) 

«M 

00 

o 

00 

•^ 

t-^ 

a 

8 

«M 

n3 

o 

.§ 

0? 

1 

1 

s 

^ 

0) 

'3 

a* 

o 

^ 

<*j 

'S 

o 

00 

qS 

1 

oT 

0) 

«M 

a 

o 

S 

;h 

p4 

1 

1 

p 

00 

s 

aH 

o; 

W) 

^ 

ri 

^ 

03 

O 

00 

c> 

^ 

'  00 

o 

s 

'S 

b 

00 

u 

o 

03 

>■ 

^ 

5 

■** 

.S 

.S' 

1 

OP 
00 

O 

p 

<M 

'FN 

a> 

^ 

F4 

P 

0^ 

0=5 


s  e 


I 


o  a 
a  o 


a 

00 

D 
3 


'  ^  '  S  '''''*'  '  ^8 


I     I     I     i     I  lO    I     i     I     I     I     I 


iiiiisiiiiiifiiiiiiigiiiiiiiai 


'  '2  'I  '••'*•'  'a  '  '§3  '  's-^ss  '  ' 


S  s   .p 

•S  O  p—  3  — 

a      .gSSs- 


§3  •|l§1i=^S•a|l"=: 


5-- 


o      o  o 


slSlloisifisS 


I  «-•      fl  »<  s 

B    O   •«   *?   £   X* 


*IS        a  H  S 


8 


ill- 


It, 


_  e>  O 
■a  k^  w  «  o  S  S 


^1 


-S  F 

N   N 


lb 


-  8  ofco-s  g-s  J 


y:;;;^ 


Digitized  by  VjOOQ IC 


1892.]  PUBLIC  DOCUMENT  — No.  35. 


71 


I "  s  "  ssil '  II "  I '  n '  ^il|i '  111 


I  I  -«  I  I  I  I  I  I  I  I  I  I  I  I  I  I  I  2S  I  I  I  I  I  I  I  I  I 


I    I     I    I    I    I    f    I    I    I    I    I    I    I    I    I    I  O   I    i    I    I    I    I    I    I    I 


5     §5 


i*  li     i  .?^  ?"l 


.  .i 
4 


3      3    11^. 


s.SJ§il8|s|§.||§sSP.p§l|SI§§s 


v-i^M^t-l       i-l       0»COfr«       fr^COM 


Digitized  by 


Google 


72 


GAS  COMMISSIONERS. 


[Jan. 


The  following  tables  show  the  materials  and  quantity  of  each 
used  in  the  manufacture  of  water  and  oil  gas,  also  the  process 
used,  and  the  quantity  of  water  gas  made :  — 


Water  Oas. 


Namv  of 

COMPANT. 

Process 
used. 

ifaterialsused 
in  Generator. 

Quantity 
used. 
Tons. 

En  richer 
used. 

QuanUty 
used. 
Gallons. 

Gas 

made. 
Feet. 

Amesbury,    . 

Bay   State, 
Boston, 

Charlestown, 
CottMge  City, 
Fall  River,     . 
Framingham, 

Lawrence,     . 
Lynn,     . 

PltUfleld,       . 
Spencer, 
Worcester,    . 

Lowe- 
Granger,' 

Flannery, 

Granger, . 
I^omis,  . 
Lowe,      . 
Iioomis,  . 

Lowe,      . 
Granger 
and  Lowe, 
Lowe, 
Evans,     . 
Granger, . 

Anthracite,  . 

Anthracite,  . 

Coke,    .       . 

Anthracite,  . 

Anthracite,  . 

Cumberland 
coal.  .       . 

Anthracite,  . 
J  Coal,     .        . 
jCoke,    .       . 

Anthracite,  . 

Coke,    .        . 

Coke.    .       . 

»210J 
*  14,527  j 

M92 
•»829 

•67 

T318 

172 

8- 

•110 

10. 

11 . 

Naphtha,    . 
Petroleum, . 
Petroleum, . 
Naphtha,    . 
Naphtha,    . 

Petroleum, . 

Petroleum, . 
Lima  oil,     . 
Naphtha,    . 
Petroleum, . 
Petroleum, . 
Naphtha,    . 

7.940; 

16,441  i 

113,376  ( 

2,788,639  \ 

00,531 

207,986 

58.662 
47.093  i 
40,165  1 
47,559 
46,706 
249,170 

5,064,900 

625,929,000 

11,244,000 
2,696,000 
43,402,500 

2,237,900 
13,490,405 

10,025,500 

8,917,000 
9.021,900 
46,886,000 

1  28  tons  of  screenings,  cinders  and  anthracite  used  for  generating  steam. 

*  747  tons  coke  and  screenings  from  generator  used  for  steam. 

s  306  chaldrons  coke  used  in  generator;  steam  obtained  from  electric-light  boilers. 

*  Steam  taken  from  electric-light  boilers.    Non-Illuminating  gas  made. 

B  For  generating  steam,  814  tons  pea  coal,  19  tons  buckwheat  coal,  3  tons  coke,  51  tons 
screenings,  22  tons  slack. 

0  24  tons  Cumberland  used  for  generating  steam.  Non. illuminating  gas  made.  In  opera- 
tion from  Jan.  13, 1891. 

Y  Steam  taken  from  electric-light  boilers. 

*  4,837  bushels  of  coke  used  in  generator.    Coke  used  for  steam ;  quantity  not  given. 
>  Coal  and  coke  breeze  used  in  generating  steam.    Quantity  not  given. 

10  Made  in  works  and  not  measured.  90  tons  of  coal  used  for  generating  steam. 

u  46,763  bushels  coke  used  in  generator,  and  one-sixth  of  a  bushel  per  M  used  for  steam. 

OU  Gas. 


MaterialB 

Quantity 

Quantity 

NaXV  op  COIIPANT. 

used. 

Fuel  used. 

used. 

Gallons. 

used. 

Amherst,       .... 

Naphtha, 

12,802 

Coke,  .       .       . 

2,821   bushels. 

Ohlcopee  Falls,     . 

Petroleum,     . 

31,131 

Anthracite, 

86   tons. 

Gardner,        .... 

Naphtha, 

21,015 

Wood, 

120   cords. 

Ipswich 

Petroleum,     . 

24,673 

Cumberland  coal. 

88   tons. 

I^e, 

Petroleum,     . 

1  _ 

Bituminous  coal. 

Leominster,  .... 

Gas  oil,  .        . 

18,956 

Cumberland  coal. 

114   tons. 

Lexington, 

11,168 

Anthracite, 

78   tons. 

Middleborough,>  .       .       . 

Naphtha,       . 

6.008 

(  Steam  coal,      . 
J  Wood,      .       . 

(25   tons. 
)U    cords. 

Southbridge, 

Petroleum,     . 

12,603 

Anthracite,     . 
Wood,     . 

51}  tons. 
24  cords. 

Stoughton 

Naphtha,       . 

1. 

Bituminous  coal. 

i« 

Wllliamstown,      .       .        j 

Naphtha, 
Petroleum,     . 

6,750 
258 

I  Wood,     . 

38)  cords. 

^  Not  given. 


>  For  six  months  only. 
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Street  Mains. 

The  returns  by  the  various  companies  of  their  street  mains  are 
still  somewhat  deficient  in  detail.  During  the  year  fifty-one  com- 
panies laid  about  forty-nine  miles  of  mains,  varying  in  the  several 
cases  from  less  than  one  hundred  feet  to  nearly  eight  miles. 

The  following  table  shows  the  lengths  and  sizes  of  the  mains, 
as  returned  by  the  companies  :  — 
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High-power  Gas  Lamps. 
The  following  table  shows  the  number  of  Lungren  or  other  high- 
power  gas  lamps  in  use  June  30,  1891  :  — 


Adams,     .... 

67 

Marblehead 1 

Athol 

.      6 

Mrirl borough,  . 

.  110 

Auleborough,  . 

.     11 

Middleborough, 

1 

Beverly,   .... 

.     14 

Milford,    . 

.  130 

Brockton, 

.  H  9 

Natick,     . 

.      6 

Cambridge,      .        .        abou 

t  110 

New  Bt  dtord,  . 

.    1:3 

Chelsea,   .... 

.     15 

Newbury  port, . 

.      4 

Chieopee, 

.       2 

Newtm,  . 

112 

Clinton,    .... 

13 

North  Adams, . 

l;^0 

Dedham 

9 

Northampton, . 

22 

Doreh  ester, 

6 

North  Atlleborough 

50 

Etist  Boston,    .        .        about 

'.  161 

Pittsfiold, 

16 

Fall  River,       . 

32 

Plvmoulh, 

8t 

Filehl)urtr 

7 

Salem,      . 

6 

Gloucester  (Albo-carbon), 

150 

Spencer,  . 

4 

Grnen  field. 

21 

Springfield,      . 

14 

Haverhill, 

.  145 

Taunton, . 

;;;; 

Holyoke,  .... 

4 

Waltham, 

20 

Jamaica  Plain, 

.       4 

Ware,       . 

5 

Lawrence, 

216 

Westfield, 

aboui 

t     20 

Leominster, 

1 

Woburn,  . 

2 

Lowell,     .... 

18 

Worcester, 

.     14 

Maiden,    .... 

150 

The  companies  reporting  more  than  fifty  gas-stoves  in  use  on 
June  30,  1891,  are  as  follows  :  — 


Chelsea,. 

about 

50 

New  Bedford 

.    510 

Citizens'  (Quincy) 

,        , 

75 

Newton, 

.     131 

Dedham, 

•        .        . 

61 

North  Adams 

aV)0ut      75 

East  Boston,  . 

about 

70 

Northampton, 

about     120 

Fall  River,      . 

,        , 

286 

Plymouth, 

.       96 

Fitchburg, 

(        .        . 

84 

Salem,    . 

about     \hO 

Framingham, 

1        •        • 

104 

Spencer, 

,       .        .     382 

Oloucesier,     . 

,        . 

140 

Springfield, 

.2,043 

Greenfield, 

,        , 

55 

Taunton, 

.     138 

Ilolvoke, 

about 

325 

Waltham, 

.     195 

Lawrence, 

428 

Westfield, 

about      80 

Lowell,  . 

about  1 

,700 

Woburn, 

about      50 

Lvnn,      . 

about 

100 

Worcester, 

.1,160 

Naiick,   . 

• 

58 

Public  Lamps. 
The  number  of  public  gas  lamps  supplied   by  the  companies 
shows  a  decrease  of  1,384  for  this  year. 
I'he  oil-gas  companies  show  a  loss  of  2  for  the  year. 
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The  following  table  shows  the  number  of  lamps  supplied  June 
30,  1891,  the  net  increase  or  decrease  during  the  year,  the  average 
price  per  thousand  feet  received  from  gas  used  in  street  lamps, 
and  also  the  cost  per  thousand  feet  of  the  care  of  the  lamps  when 
this  is  done  by  the  companies  :  — 

Public  Lamps  —  Coal-gas. 


!  IXCBRASK  OR  I)ECHKA8K 

Average 

Trice 
received 

Expense  of 

Number 

DUUNO  THK  YlAR. 

LlghtlnR 

NAME  OF  COMPANY. 

of  Lamps 

per  M, 

and  Citre 

sapplled. 

liicUidiiig 

of  Lamps 

14 

'    Increase. 

1       _" 

Decrease. 

KxpenH«H. 

Per  M. 

Amejjbury, 

$1   94 

f !J   36 

Beverly,   .... 

61 

1             "" 

- 

2  20 

« 

Boston,     .        .        .        . 

2,6t)2 

1 

322 

1  00 

_ 

Brook  line. 

757 

'         35 

_ 

2  02 

24 

Carobridire, 

651 

- 

68 

1  35 

Charlestown,    . 

6H8 

1 

94 

1  55 

_ 

Chicopce, 

4 

. 

- 

2  00 

„ 

Cilizen.V  (Qiiino),. 

69 

j          - 

_ 

I  38 

30 

Citizens'  (WakefiiOd),     . 

6;^ 

- 

13 

2  16 

Clinliin,    ,         .         .         . 

- 

_ 

6 

2  26 

_ 

Cultrtg«  City,   . 

29 

9 

. 

2  22 

^_ 

Dordu'Ster, 

1,4'>4 

- 

18     . 

1  68 

^ 

East  Boston,    . 

«U8 

. 

77     1 

1  60 

_ 

Fall  River,       . 

2<i0 

« 

46     ' 

1  49 

Fitch  burg. 

66 

• 

6 

1  66 

_ 

Gloucester, 

100 

- 

1  52 

_ 

Haverhill, 

191 

1           « 

10 

1  25 

_ 

Holyoke 

49 

„ 

27 

1  30 

_ 

Jamaica  Plain, 

6,S8 

_ 

137 

1  86 

_ 

I^>well,     .        .        .        . 

968 

16 

1  10 

_ 

Maiden,    .         .         .         . 

^ 

„  . 

2 

Manula*  turers'       (Fall 

River) 

70 

'          _ 

14 

1  40 

_ 

Msirhlehead,     . 

80 

1           1 

2  40 

_ 

Marlboroujih,  . 

4 

4 

2  76 

_ 

Milfnrd, 

42 

i           1 

2  00 

65 

Nantucket, 

76 

1          « 

_ 

2  35 

46 

Natick 

37 

4 

_ 

I   13 

09 

New  Bedford,  . 

416 

j          _ 

32 

1  73 

46 

Ncwion,   .        .        .        . 

816 

29 

1  63 

67 

North  Adams,  . 

18 

_ 

91     ' 

1  .^0 

75 

North  Allleborough, 

6 

6 

2  00 

Pittstield, 

- 

_ 

.SO 

1  60 

34 

Roxbury, .... 

1,663 

. 

201     i 

1  49 

Siilem 

77 

« 

10 

1  60 

_ 

South  Boston,  . 

691 

_ 

138 

1  50 

Springfield,      .        .        . 

66 

1           2 

1  60 

^ 

Taunton, .        .        .  *     . 

129 

6 

_ 

1  60 

_ 

Waltham, 

166 

9 

3  07 

1  50 

Ware 

1 

1 

2  29 

Worcester, 

897 

110 

1  60 

- 

13,926 
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Oil-gas. 


NAME  OF  COMPANY. 

Number 
of  Lamps 
supplied. 

INCRBASB  OR  DBCBKA8K 

Ddbino  thb  Year. 

Average 

Price 

1    received 

per  M, 

inclading 

Expenses. 

Expense  of 

Lighting 
and  Care  of 

Increase. 

Decrease. 

Lamps, 
PerM. 

Amherst, 
Chicopee  Falls, 
Ipswich,  .... 
Lexington, 
Middleborough, 
Southbridge,    . 

45 

18 
12 
87 
18 
1 

1    1     1    1    1    1 

2 

94  55 

3  50 

2  68 

3  00 

- 

181 

Purity  of  Gas. 

The  law  provides  that  when  the  gas  of  any  company  is  found 
on  three  consecutive  inspections  to  give  less  light  than  fifteen 
standard  English  candles,  or  to  contain  more  than  twenty  grains 
of  sulphur  or  ten  grains  of  ammonia  per  hundred  cubic  feet  of 
gas,  or  more  than  ten  per  cent,  of  carbonic  oxide  or  any  sul- 
phuretted hydrogen,  a  fine  of  one  hundred  dollars  shall  be  paid 
by  such  company  to  the  city  or  town  supplied  by  it.  (Pub.  Stats., 
chap.  61,  sect.  14.) 

By  chapter  252  of  the  Acts  of  1890,  the  provision  of  the  Public 
Statutes  relating  to  carbonic  oxide  was  stricken  out,  so  that  it  is 
no  longer  illegal  to  manufacture  gas  containing  more  than  ten 
per  cent,  of  this  substance. 

The  following  table  shows  the  amount  of  impurities  found  on 
the  given  dates,  and  the  whole  number  of  inspections  during  the 
year,  of  the  gas  of  the  several  companies  therein  named,  as 
reported  to  this  Board  by  the  State  Inspector  of  Gas  :  — 
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ToUl 

Kind  Of 

NAME  OF  COMPANY. 

Amoant  of 

Date  wh«n 

Number  of 
Intpectloni 

Imparities. 

Impurity. 

found. 

durlnff  the 
Yew. 

a  a>  tl 

111 

Charlestown,      .... 

14.0 

Aug.  7. 

15 

^sa 

s  a.  . 

•§.2g 

New  Bedford,    .        .        .        . 

22.5 

•May  22, 

9 

111 

Brockton, 

15.9 

Dec.     8, 

4 

Chelsea,      . 

17.3 

June    2, 

7 

Chelsea,      . 

52.6 

Nov.  27, 

. 

East  Boston, 

12.8 

June    2, 

8 

Kast  Boston, 

21.3 

July     3. 

. 

d 

Haverhill,  . 

17.2 

July   21. 

11 

S 

Ilolyoke,    . 

28.6 

July   22, 

10 

o 

Holyoke,    . 

159 

Nov.    19, 

- 

8 

Ix)well, 

10.4 

Jan.    2:i, 

39 

Nantucket,. 

16.4 

Aug.  27, 

2 

S. 

North  Adams, 

12.5 

Dec.    23, 

5 

00 

Northampton, 

16.6 

Jan.    29, 

4 

I 

Northampton, 

21.3 

Dec.    16, 

Plymouth,  . 

16.7 

Mar.   13, 

2 

Quincy, 

11.8 

Mar.   12, 

3 

08 

Quincy, 

11.6 

Sept.  30, 

. 

O 

St>uth  Boston,    . 

18.9 

June  20, 

13 

S 

Taunton,    . 

12.0 

Mar.     4, 

8 

s 

< 

Taunton,    . 

48.5 

Api-il     9, 

- 

Taunton,    . 

21.7 

May   22, 

- 

Wakefield,. 

54  9 

Feb     26. 

3 

Wakham,  . 

12.2 

Aug.   19, 

6 

Waltham,  . 

10.5 

Dec.    2i), 

. 

Worcester,. 

13.0 

July    22, 

22 

3) 
2 

0) 


S3 

'3 

CO 


North  Adams, 
North  Adams, 
Plymouth, . 
Plymouth, . 
Salem, 
Salem, 
Salem, 
Salem, 
Spencer, 
Spencer, 
Wakefield,. 
Wakefield, . 


Trace. 


Jan. 

28, 

Deo. 

23, 

Mar. 

13, 

Dec. 

4, 

April 

4, 

May 

7, 

Sept. 

11, 

Oct. 

15, 

Nov. 

3, 

Dec. 

10, 

Feb. 

.26, 

Dec. 

30, 

Of  the  inspections  for  ammonia  cited  above,  the  two  at  East 
Boeton,  the  two  at  Qaincy,  and  the  three  at  Taunton  were  consecu- 
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tive  ;  as  was  also  the  case  with  the  two  for  sulphuretted  hydrogen 
at  Plymouth  and  Spencer.  At  Salem,  two  were  consecutive  ;  and 
then  after  two  inspections,  where  no  sulphuretted  hydrogen  was 
found,  the  next  two  were  consecutive. 

A  comparison  of  the  inspections  made  during  the  live  years  from 
1887  to  1891,  inclusive,  shows  the  following  results :  — 


Number  of  inspections  made, 
Number  of  companies  subject  to 
inspection,      .        .        .        . 
Number  of  companies  showing 
deficiency  in  candle-power,    . 
Highest  candle-power,  not  includ- 
ing ten  oil-gas  companies,     . 
Lowest  candle-power,  not  includ- 
ing ten  oil-gMS  companies,     . 
Average  candle-power,  not  includ- 
ing ten  oil-gas  companies,     . 
Number  of  companies    showing 

sulphuretted  hydrogen, . 
Number  of   companies  showing 

exct'ss  of  sulphur, . 
Number  of   companies  showing 

excess  of  ammonia, 
Largest  amount  of  sulphur, . 
Smallest  amount  of  sulphur. 
Average  amount  of  sulphur. 
Largest  amount  of  ammonia. 
Smallest  amount  of  ammonia. 
Average  amount  of  ammonia, 


1987.  1S88.  1989. 

445  458  451 

69  60  69 

1  1  4 

28.3  2L6  22.1 
12.5  13  3  14.2 
17.74  17.60  17.69 

4  14 

4  11 

9  13  9 

25.2  23.1  22.9 

1.4  3.2  1.5 

8.81  9.26  7.32 

43.4  76.0  32.3 
1.-  1.-  1,- 
3.29  3.07  2.82 


The  inspections  of  the  ten  oil-gas  companies  showed  :  — 

1887.        1888.        1889. 

Highest  candle-power, .  .  .  69.7  62.4  65.0 
Lowest  candle-power,  .  .  .  22.1  21.5  20.8 
Average  cjindle-power,         .        .    30.36     33.73     34.72 


1890. 

1891. 

443 

4S3 

69 

58 

2 

1 

26.4 

27.3 

13.8 

14.0 

17.79 

18.13 

9 

6 

1 

1 

15 

16 

24.1 

22.5 

1.4 

09 

1008 

9.53 

37.0 

64.9 

1.- 

1.- 

3.01 

342 

id:  — 

1899. 

1891. 

70.5 

53.6 

21.1 

20.2 

39.04 

33.62 
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ELECTRIC   LIGHT. 
The   following  table   gives  the   names  of   those   companies  in 
active  operation  on  June   30   last,  together  with  the   localities 
supplied  and  the  amount  of  capital  stock  :  — 


NAME  OF  COMPANT. 


I 


LOCALITIB8  8UFPLIKD. 


Adams  Electric  Light  and  Power  Co  , 
Amherst  Ghb  Co.,  .... 
Andover  Electric  Co.,  .... 
At  hoi  Gas  and  Electric  Co., . 

Beverly  Gas  Light  Co 

Blae  Hill  Electric  Co 

Bobton  Electric  Light  Co.,  . 
Bridge  water  Electric  Co  ,  . 
Brook  line  Gas  Light  Co.,     . 


Cambridge  Electric  Light  Co ,     . 

Charles  town  Gas  Co  , 

Chelsea  Ga»  Light  Co., 

Chicopee  Eleciric  Co 

Citizens'  Gas  Light  Co.,      .... 

Clinton^Gas  Light  Co., 

Cohasset  Eleciric  Co., 

Cottage  City  Gas  and  Electric  Light  Co.,   . 

Dedham  Electric  Co., 

£a«itbanipton  Gas  Co 

Edison  Electric  Illuminating  Co.  of  Boston, 

Edison  Electric  Illuminating  Co.  of  Brock- 
ton,   

Edison  Electric  Illaminating  Co.  of  Fall 
Iliver,      

Edison  Electric  Illuminating  Co.  of  Law- 
rence,       

Elfctric  Light  and  Patent  Flooring  Co.,     . 

Fall  River  Electric  Light  Co.,      . 

Fitch  burg  Gas  Co 

Framingham  Electric  Co.,    .... 

Franklin  Electric  Light  Co., 

Gardner  Electric  Light  Co  , . 

Gloucc'ter  Electric  Co. 

Great  Barrington  Electric  Light  Co.,  . 

Greenfield  Electric  Light  and  Power  Co.,  . 

Haverhill  Electric  Co ,         .        .        .        . 

Holyoke  Water  Power  Co., .        .        .       . 

Hudson  Electric  Light  Co  , . 

Hyde  Park  Electric  Light  Co.,    . 

Lawrence  Gas  Co., 

Lee  Eleciric  Co 

Leicester  Electric  Co., 

Leominster  Electric  Light  and  Power  Co., . 
Lowell  Electric  Light  Corporation, 
Lvnn  Gas  and  Electric  Co., .        .       .        . 
M'alden  Electric  Co., 


Marlborongb  Electric  Co.,   . 
Middleborough  Gas  and  Electric  Co., . 
Millord  Electric  Light  aad  Power  Co., 
Millbury  Electric  Co.,  . 
Milton  Light  and  Power  Co., 
Nantucket  Electric  Light  Co.,     . 
Natick  Electric  Co ,      . 
New  Bedford  Gas  and  Edison  Light  Co., 
Newburyport  Gas  and  Electric  Co.,    . 


Adams, 

Amherst,    . 

Andover,   . 

Athol, 

Beverly,     . 

('anton, 

Bosion, 

Bridpe  water, 

Brookline,  Boston  (Brigh 

ton), 
Canihridpe, 
Charlestown,     . 
Chelsea,     . 
Chicopee,   . 
Waketield,  Reading,. 
Clinton,      .        .        ^ 
Cohasfeet,  Scituate,    . 
Cottage  City,     . 
Dedham,    . 
East  ham pton,    . 
Boston, 

Brockton,  . 

Fall  River, 

Lawrence,  . 

Amesbury, 

Fall  River, 

Fitch  burg, . 

Framingham,  Ashland, 

Turner's  Falls,  . 

Gardner,    . 

Gloucester, 

Great  Barrington, 

Greenfield,  Deerfield, 

Haverhill,  . 

Holyoke,  . 

Hudson,     . 

Hyde  Park, 

Lawrence,   No.  Andover, 

Methuen, 
Lee,    . 
Leicester,  . 
Leominster, 
Lowell,  Dracut,Tyngsboro' 
Lynn,  Swampscott, 
Maiden,  Melrose,  Medford, 

Everett,  . 
Marlborough,    . 
Middleborough, 
Milford,  Hopedale,  . 
Millbury,   . 
Milton, 
Nantucket, 
Natick,  Warland.     . 
New  Bedford,  Fairhaven, 
Newburyport,    .        . 


Capital. 


^8,500 
30.000 


20.000 

1,076,000 

15,000 


200,000 

10,000 

30,000 

60,000 

1,263,500 

92,.500 

90,000 

65,000 

42,400 

120,000 

80,000 
10,000 
30,000 
38,700 
23,800 
*3U,000 
85,000 

9,125 
100,000 


4,000 

.50,000 

274,600 


145,100 
30,000 

40,n00 
15,000 
60,000 
25,000 
40,000 
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NAME  OF  COMPANY. 


LOCALtTIBS  SirrPUBD. 


Newton  and  Watertown  Oas  Ligbt  Co.,      . 
North  Adams  Oat  Light  Co.,       .        .        . 
Northampton  Electric  Lighting  Co.,    . 
North  Attleborough  Steam  and  Electric  Co., 

North  Shore  Electric  Co  ,    . 

Orange  Electric  Ligbt  Co.,  .... 

Palmer  Electric  Co., 

Pittofield  Electric  Co., 

Plymouth  Electric  Light  Co., 
Quincy  Electric  Light  and  Power  Co., 
Salem  Electric  Lighting  Co., 
Somervllle  Electric  Light  Co.,     . 

Southbrid^e  Oas  and  Electric  Co., 
South  Uadley  Pails  Electric  Light  Co., 

Spencer  Gas  Co 

Stoughton  Oas  and  Electric  Co.,  . 
Suburban  Light  and  Power  Co., . 
Taunton  Electric  Lighting  Co  ,    . 
Union  Electric  Light  Co.,     .... 
United  Electric  Light  Co.,    .... 
Uxbrulge  and  Norihbridge  Electric  Co.,    . 
Waltham  Gas  Light  Co.,      .... 
Walworth  Light  and  Power  Co., . 

Ware  Electric  Co., 

Webster  Electric  Co., 

Wesiborouah  Electric  Light  and  Power  Co., 
Westtield  Gas  Light  Co  ,      . 
Weymouth  Light  and  Power  Co., 

Whitman  Electric  Co., 

Winchendon  Electric  Light  and  Power  Co , 
Wobum  Electric  Light  Co 

Worcester  Electric  Light  Co., 


Newton,  Watertown, 

North  Adams,  . 

Northampton,    . 

Attleborough,  North  Attle- 
borough. Wrentham, 

Revere,  winthrop,    . 

Orange, 

Palmer,  Monson, 

Pitts  field,    . 

Plymouth, 
I  Quincy,      . 

Salem,  Peabody, 

Somerville,  Arlington,  Bel- 
mont, 

Southbridge, 

South  Hadley,  . 

Spencer,     . 

Stoughton, 

Boston, 

Taunton,    . 

Franklin,   . 

Springfleld, 

Uxbridge,  Northbrldge, 

Waltham,  . 

Boston, 

Ware. 

Webster,  Dudley, 

Westborough,    . 

Westfield,  . 

East    Weymouth,    Wey- 
mouth, Uingham,  . 

Whitman.  .       ; 

Winchendon,     . 

Woiiurn.         Winchester, 
Stoneham, 

Worcester, 


$58,700 

80,000 
12iS,000 
2.^.000 
30,000 
100,000 
40,000 
67,500 
140,000 

161,400 

7,000 


83,000 
40.000 
20.000 
372,700 
34,200 

.15,000 
20,000 

25,000 


50,000 
20,000 
12,000 

120,000 
200,000 


In  the  case  of  the  several  gas  companies  doing  electric  lighting, 
the  capital  will  be  found  in  the  table  of  gas  companies. 

The  following  companies  have  bonds  and  notes  outstanding :  — 

Adams $9,875  00 

Blue  Hill  (Canton), 16,000  00 

Boston, 388,078  62 

Bridgewater, 12,000  00 

Cambridge,    . 155,878  50 

Chicopee, 2,300  00 

Cohasset, 600  00 

Dedham, 81,448  02 

Edison  (Boston) ^  .  713,000  00 

Edison  (Brockton), 111,511  07 

Edison  (Fall  River), 23,000  00 

Edison  (Lawrence), 42,500  00 

E.  L.  &  Patent  Flooring  Co.,  (Amesbury),  .        ,  62,600  00 
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Fall  River, $2,000  00 

Framingham, 64,466  39 

Franklin  (Turner's  Falls), 400  00 

Gardner, 48,900  00 

Gloucester, 4,674  44 

Great  Barrington, 4,600  00 

Greenfield, 10,000  00 

Haverhill, 36,.')00  00 

Hudson, 7,000  00 

Hyde  Park, 54.277  96 

Leicester, 21,209  45 

Leominster, 38,775  04 

Lowell 140,090  23 

Maiden, 136,099  17 

Marlborough, 27,500  00 

Middleborough, ,  80,000  00 

Milford, 14,500  00 

Millbury, 16,000  00 

Natick, 84,837  00 

North  Adams, 45,800  00 

Northampton, 22,951  82 

North  Attleborough, 39,353  36 

North  Shore  (Revere),.        .        .   *     .        .        .  100,269  02 

Orange, 15,000  00 

Palmer, 20,300  00 

Pittsfield, 29,502  39 

Plymouth, 30,000  00 

Quincy, 33,364  79 

Salem 40,500  00 

Somerville, 55,000  00 

Suburban  (Boston), 12,792  52 

Taunton, 12,500  00 

Union  (Franklin), 30,000  00 

United  (Springfield), 103,000  00 

Uxbridge  and  Northbridge, 19,000  00 

Walworth  (Boston), 10,125  00 

Ware, 15,500  00 

Westborough, 18,800  00 

Weymouth, 75,000  00 

Woburn 156,387  69 

Worcester, 75,000  00 

In  these  amounts,  the  borrowed  money  which  the  gas  companies 

have  invested  in  electric  lighting  is  not  included,  it  being  already 
given  in  the  table  relating  to  gas  companies. 
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The  following  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  value  at  par  of  the 
stock  held  in  the  State  on  June  30,  1891  :  — 


■  • 

Whole  Num- 

Number resi- 

Value of  Stock 

NAME  OF  COMPANY. 

ber  of  Stock- 

dent  In  Mas- 

held  in 

holdere. 

aachusctts. 

MasAtchusetta. 

1 

Adams, 

7 

7 

$8,600 

Andovor,    . 

- 

- 

_ 

Blue  Hill  (Canton),  . 

- 

- 

20,000 

Boston, 

406 

187 

415,300 

B  rid  ore  water, 

14 

14 

15.(K)0 

Cambridge, 

33 

83 

20(J,000 

Chicopee,  . 

6 

0 

10,000 

Coh asset,    . 

26 

26 

30,000 

Dedham,    . 

29 

29 

60.000 

Edison  (Boston), 

78 

69 

731,600 

Edison  (Brockton).   . 

2o 

23 

67,000 

Edison  (FallRivei), 

48 

42 

^;o,'Joo 

Edison  (Lawrenco), . 

7 

7 

65,000 

E.  L.  &  Patent  Flooring 

Company 

(Anicsbury), . 

25 

•       21 

38,400 

FallKiver, 

63 

44 

102,300 

Framingham,     . 

8 

8 

80  000 

Franklin  (Turner's  Falls) 

29 

29 

10,000 

Gardner,     . 

35 

84 

28,400 

Glouce-^ter, 

8 

8 

3S,700 

Great  Harrington,      . 

21 

9 

6,SU0 

Green  fitdd, 

41 

32 

23,400 

Haverhill,  . 

42 

42 

8")  ,000 

Hudson, 

13 

13 

9,125 

Hyde  Park, 

12 

12 

100,000 

Leicester,   . 

13 

13 

4  000 

Leomin.ster, 

9 

9 

50.000 

Lowell, 

3:)8 

324 

223,  KH) 

Maiden, 

39 

36 

133,900 

Marlborough,     . 

10 

9 

2:^0^X) 

Middlehorough, 

13 

13 

8t»,0u0 

Milford,      .... 

21 

21 

40,000 

Millbury,    .... 

2i5 

26 

15,000 

Nantueket, 

— 

- 

- 

Natiek,       .... 

7 

7 

40.000 

Northampton,    . 

68 

68 

58,700 

North  Attleborough, 

19 

19 

80,<»00 

North  Shore  (Revere),      . 

12 

12 

125,000 

Orange,      .... 

4 

4 

25,000 

Palmer 

18 

12 

29,900 

Pittstield,    .... 

37 

36 

92,500 

Plymouth, .... 

8 

8 

40,000 

Quiucy, 

85 

85 

67,500 

Salem, 

lOi) 

103 

134,S00 

Somerville, 

208 

202 

1.59,100 

South  Hadley  Falls,  . 

3 

3 

7,000 

Suburban,  .... 

5 

5 

83,000 

Taunton,     . 

17 

17 

40,000 

Union  (Franklin),      . 

4 

4 

20.000 

United  (Springtield), 

■0, 

93 
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NAME  OF  COMPANY. 


I  Whole  Num-  i  Number  reel-    VmIuc  of  Stock 
I  bpr  of  Stock-     dent  in  Miu-  .         held  In 
holders.       I    aachusetts.       MassHchaattts. 


Uxbvid^e  and  Norlhbridge, 

48 

Walworth  (Boston),. 

8 

Ware, 

20 

West  borough, 

19 

We  V  mouth, 

10 

Whitman,  . 

9 

Winchendon, 

27 

Woburn,     . 

67 

Worcester, 

81 

47 

f3:},8()0 

8 

15.000 

20 

20.000 

18 

24.990 

10 

60  000 

9 

,20,000 

26 

4,300 

66 

119,700 

79 

199.600 

The  following  show  the  aggregate  results  of  the  operation  of 
the  electric  light  central  stations  in  the  State  for  the  year  ending 
June  30,  1890,  and  for  the  year  ending  June  30,  1891 ;  — 


Ykar  Ending  Jl'mr  30. 


1S90. 


Reckipts. 
For  light  and  power, 
From  other  sources, 


Expenses. 
For  manufacture,    .... 
distribution,      .... 
office  expenses  and  management, 

taxes, 

miscellaneous, .... 


Leaving  a  balance  of      ...        . 

Of  this  profit,  the  gas  companies  made 
in  their  electrical  departments,  . 

Lenviiig  for  the  electric  light  companies. 
To  which  should  be  added  the  income 
from    rents,  jobbing,   etc.,   amount- 
ing to 

Making  a  total  of 

Against  which  the  following  charges 
were  made :  — 

Interest, 

Dii'idends, 

Depreciation, 

Sundry  items, 

Leaving  a  surplus  to  be  carried  for- 
ward of 


$1,908,394  00 
12,;30«  06 


$1,920,702  06 

$762,8:n  18 

281,046  33 

11(),:360  92 

67,620  91 

122,966  26 


$1,340,814  60 
$679,887  46 


110,871  40 


$469,016  05 


18B1. 


$2,432.^69  16 
7,481  60 


$2,440,360  65 

$1,014,242  8S 

366,332  38 

169.230  90 

82,743  77 

122,666  20 


$1,736,206  13 
$706,144  62 


143,240  78 
$661,903  74 

46,022  10 


$606,925  84 


$144,678  87 

262,968  (0 

41,226  21 

7,671  67 


?466,643  66 
•.$160,382  19 
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Aggregates  from  the  balance  sheets  of  the  electric  companies 
only,  for  the  year  ending  June  30,  1891,  show  the  following 
figures :  — 

Assets  :  — 
Construction  accounts,   including  patent  rights  and 

franchises $9,031,520  47 

Cash  on  band, 262.284  10 

Due  for  light  and  power, 178,034  22 

Other  accounts  due, .  67,475  82 

Materials,  etc., 240,983  02 

Notes  receivable, 84,269  09 

Investments, *.        .  67,370  94 


$9,931,887  66 
Liabilities  :  — 

Capital, $5,866,300  00 

Bonds, 1,923,125  00 


Notes  payable. 
Unpaid  bills,    . 
Unpaid  dividends,    . 
Interest  due  and  unpaid, 
Other  items,     .        .      ' . 


Reserved  and  depreciation  funds, . 


Surplus, 


1,243,349  96 

374,818  77 

438  07 

11,374  50 

37,654  81 


Of  these  v  -mpanies  — 
Forty  show  an  aggregate  surplus  of 
Twelve  show  an  aggregate  deficit  of    . 

Leaving  total  net  surplus,  as  shown  above, 
Which,  added  to  reserves  carried  as  liabilities, 

Would  show  an  actual  surplus  of  . 
Equivalent  to  per  cent,  on  capital  of  about  . 


$9,457^061  11 

80,249  97 

$9,537,311  08 

394,576  68 

$9,931,887  66 

$426,759  95 

32.183  37 

$394,576  58 

80,249  97 

$474,826  55 
9 
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The  following  table  shows  the  value  of  the  plant  of  each  com- 
pany, as  assessed  by  the  local  authorities :  — 


Aatesied 

AuesMd 

HAHE  OF  COMPANY. 

NAME  or  COMPANY. 

Vsloation. 

Valuation. 

Adams, 

$18,000 

MiddleboroQgb, .       . 

!        f23,200 

Andover,       .        .        .        . 

13,000 

1  Milford,      .       .       .        . 

:^6,.500 

Bloe  Hill  (Canton),      . 

- 

Millburj 

15,030 

Boston 

525.550 

Nantacket 

- 

Bridgewater» 

Canibndge,  .        .       .       . 

15,<K)0 

Natick,        .       .       .       . 

. 

200.000 

Nortbampton,     . 

40.000 

(Tohasset,      .       .       .       . 

2,000 

North  Attleborouftb,  . 

47.550 

DedbaiD 

50.000 

North  Shore  (Revere), 

70,000 

Edison  (Boston),. 

418.500 

Orange,        ,        .        .        . 

7.500 

Edison  (Brockton),     . 
Edison  (FhII  River),    .        . 

46.500 

Palmer,       .        .        .        . 

6,600 

53.000 

Pittsflcld 

100.000 

Edison  (Lawrence),    . 

60,000 

Plvrooutb,  .        .        .        . 

26.650 

B.  L.  and  Patent  Flooring 

Quincy,       .        .        .        . 

45,300 

Co.  (Amesbar/), 

28.000 

Salem 

161.600 

Fall  River 

80,000 

Somerville,. 

y0  900 

Framingham, 

50,000 

Sonth  Hadley  Palls,  . 

3.»i0 

Franklin  (Turner's  Falls),  . 

o^»222 

Saborban  (Boston),   . 

1,500 

Gardner,       .        .        .        . 

25.000  1 

Taunton 

20  000 

Glonrester,    .        .        .        . 

14,000 

Union  (Franklin),      . 

13,600 

Great  Barrington, 

8.500 

United  (Springfield), . 
Uxhrldge  &  Nortbbridge,  . 

268.400 

Greenfield,    .        .       .        . 

27,000 

15,000 

UaverbiU, '  .        .        .        . 

45.000 

Wttlworth  (Boston),  . 

- 

Hiidstm,        .        .        .        . 

2.600 

Ware, 

20,000 

Hyde  Park,  .... 

68,000 

Westborough,     . 

9,300 

Leicester,      .... 

15.750 

Wey  month. 

40,100 

Leominster,  .... 

22,700  1 

Whitman,    .       .       .       . 
Winchendon, 

12,000 

Lowell, 

130,160 

5,000 

Maiden,        .        .        .        . 

100.000  ! 

Wobum,     .        .        .        . 

47.040 

Mariboroogb, 

13,000 

Worcester 

228,00J 

The  following  table  shows  the  amount  paid  by  each  company 
for  taxes:  — 


NAME  OF  COMPANY. 


Adams, 

Amherst,       • 

Andover, 

Atbol.    . 

Beverlr. 

Bine  Hill  (Canton), 

Boston, . 

Bridgewater, 

Brook  line,     . 

Cambridge,  . 

Charlestown, 

rbeisea, 

Cbicopee, 

Cftizens'  (WakeBeld), 

Clinton, 

Cottage  City. 

Dedfaam, 

Edison  (Boston), .  . 

Edison  (Brockton), 


Taxes  paid. 


f 154  76 

162  56 

293  65 

125  00 

298  02 

823  31 

16,227  84 

157  82 

1,255  66 

2,874  41 

1,612  47 

900  00 

130  67 

175  00 

162  11 

96  96 

618  20 

7,090  16 

798  03 


NAME  OF  COMPANY. 


Taxes  paid. 


Edison  (Fall  River), 

Edison  (Lawrence),    . 

E.  L.  and  Patent  Flooring 

Co.  (Amesbury), 
Fall  River,  . 
Fitch  burp,  . 
Framin^hrim, 
Franklin  (Tamer's  Falls), 
Gardner, 
Gloucester,  . 
Great  Burrlngton 
Greenfield,  . 
Haverhill,    . 
Holvoke,     . 
Hudson, 
Hyde  Park, 
Lawrence,   . 
Lee,     . 
Leicester,    . 


f98l  50 
951  28 

627  96 

1,763  68 

629  12 

793  88 

164  58 

554  36 

327  27 

176  37 

396  73 

1,384  90 

420  49 

65  96 

1,044  76 

1,474  57 

208  21 

148  32 
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NAME  OF  COMPANY. 

Tizea  paid. 

NAME  OF  COMPANY. 

Taxes  paid. 

Leominster 

$514  05 

Salem,         .       .       .       . 

$2,855  38 

Lowell 

2,594  97 

Somenrille,  .... 

1.776  08 

Lynn 

Maiden,        .       .       . 

2,361  86 

Sontbbrldge, 

Sooth  Hadley  Falls,  .       . 

436  05 

1,217  04 

144  72 

Marlboroogb, 

364  36 

Spencer,      .... 

159  22 

Milford,        .       .       . 

538  03 

Stooghton,  .... 

59  50 

Millbary,      .       .       . 

225  00 

Suburban,   .... 

662  18 

Nantucket,    . 

_ 

Taunton,     .       .       .       . 

528  01 

Natick,          .       .       . 

669  06 

Union  (Franklin), 

146  63 

New  Bedford,       . 

6,000  96 

United  (Springfield),  . 
Uxbridge  and  Nortbbridge, 

3,392  81 

Newburyport, 

873  19 

316  92 

Newton, 

700  00 

Waltham,    .        .       .       . 

911  63 

North  Adams, 

142  65 

Walworth  (Boston),   . 

16  69 

Northampton, 

633  28 

Webster,      .... 

273  07 

North  Attleborongh,    . 

872  84 

Westhorough,     . 

160  45 

North  Shore  (Revire), 

565  89 

Wcstfield,    .       .       .       . 

253  28 

Orange,         .       . 

351  11 

Weymouth,. 

666  64 

Palmer, 

360  00 

Whitman 

276  04 

Pittsfleld,      . 

570  00 

Whincbendon,    . 

160  27 

Plymouth,     . 

366  98 

Wobura,      .       .       .       . 

1,883  39 

Qulncy,         .... 

715  43 

Worcester,  .... 

3,210  77 

Dividends. 
The  dividends  declared  by  the  several  companies  during  the  year 
are  shown  in  the  following  table :  — 


Kate  Par 

Amount  of 

NAME  OF  COMPANY. 

Cent. 

DiTldends. 

Adams, 

*- 

Andover,    . 

•        •        •        . 

- 

•  _ 

Blue  Hill  (Canton), 

•        .        •        . 

- 

♦  _ 

Boston, 

... 

6 

162,280  00 

Bridojewater, 

... 

- 

♦  _ 

Cambridge, 

6 

12,000  00 

Chicopee,  , 

•        . 

- 

♦  _ 

€ohas8et,    , 

•        •        • 

-^ 

«  _ 

Dcdham,     . 

•        . 

8 

1,800  00 

EdisoD  (Boston), 

.        •        . 

H 

63,800  00 

Edison  (Brockton),  , 

. 

6 

6,100  00 

Edison  (Fall  River}, 

. 

7 

5,980  00 

Edison  (Lawrence), 

. 

- 

♦  — 

E.  L.  and  Patent  Flooring  Co.  ( 

Araesbnry),    . 

3 

1,148  00 

Fall  River, 

...        * 

6 

6,850  00 

Framingham,     . 

.        •        . 

- 

♦  ^ 

Franklin,    . 

•        .        . 

4 

400  00 

Gardner,    . 

•        ■        . 

- 

♦  . 

Gloucester, 

... 

. 

♦  ^ 

Great  Barrington, 

.        ■        . 

- 

♦  . 

Greenfield, 

•        • 

- 

•  ^ 

Haverhill,  . 

•        .        • 

8 

6300  00 

HndtK)n, 

~ 

♦  . 

*  No  dlTidend  declared. 
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Rate  Per 
Cent. 


Amoant  of 
Dividend*. 


Hyde  Park, 

Leicester,   .... 

Leominster, 

Lowell,      .... 

Maiden,      .... 

Marlborough,     . 

Milford 

Millbnry,    .... 

Nantucket, 

Katick,       .... 

Northampton,    . 

North  Attleborough,  . 

North  Shore  (Revere), 

Orange,      .... 

Palmer,      .... 

littsfield,  .... 

Plymouth, .... 

Quincy,      .... 

Salem,        .... 

Somerville, 

South  Hadley  Falls,  . 

Suburban, .... 

Taunton,    .... 

Union  (Franklin),     . 

United  (Springfield), 

Uxbridge  and  Northbridge, 

Walworth  (Boston), . 

Ware,         .... 

Westborough,    . 

Weymouth, 

Whitman,  .... 

Winchendon,     •        , 

Wobnm,    .... 

Worcester, 


H 


8 
8 
3 
2 


5 

10 


11,600  00 

*  _ 

16,872  00 

10,690  00 

900  00 

800  00 


2,985  00 
6.160  00 


*  _ 

2,500  00 
8,400  00 
8.208  00 


2,800  00 
18,000  00 

250  00 


1,800  00 
16,000  00 

1262,968  00 


No  diyidend  declared. 
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The  following  table  shows  the  system  used,  the  maximum 
dynamo  capacity  and  nominal  candle-power  of  the  lamps  of  each 
company,  June  30,  1891 :  — 


NAME  OF  COMrANT. 


System  used. 


Maximum 
Dynamo 
Capacity. 


Kominal 
Candle - 
l*ower. 


Adams, 

Amherst, 

Andover, 

Athol, 

Beverly, 

Blue  Hill  (Canton), 

Boston, 

Bridgewater,     . 
Brookline, 


Cambridge,' 

Charlestown,     , 
Chelsea,    . 
Chicopee,  . 
Citizens'  (Wakefield). 

Clinton,     . 

4 

Cohasset,  . 
Cottage  City, 

Dedham,    . 

Easthampton, 
Edison  (Boston), 


Edison  (Brockton),'. 

Edison  (Fall  River), 
Edison  (Lawrence), 


Thomson-  Houston, 
Westinghouse, 
Thomson-Houston, 
Thomson-H  ouston , 
Thomson-Houston, 

iWaterhouse, 
Westinghouse, 
Thomson-Houston, 
Brush,  . 
j'  American,  . 
Thomson-Houston, 
Weston, 
Sun, 

S'  Waterhouse, 
Westinghouse, 
{ American,  . 
!  Thomson-Houston, 
I  Thomson-Houston, 
\^  Westinghouse, 


Thomson-Houston, 

Brush,  . 

Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 

S  Schuyler, 
Thomson-Houston, 
Tiiomson-Houston, 
Ball.      . 

Thomson-Houston, 

Waterhouse, 

Edison, 
(  Thomson-Houston, 
j  Edison, 

;  Edison  Municipal, 
\^  Edison, 

Edison, 
C  American,     . 
}  Edison, 
Q Edison  Municipal, 


45 

600 

750 

50 

1,300 

25 

85 

650 

55 

750 

1,410 

1,455 

50 

5,550 

1,540 

900 

35 

750 

50 

250 

1,000 

900 

150 

180 

3,900 

300 

250 

1.950 

50 

45 

650 

90 

1,800 

650 

60 

60 

1,300 

40 

51,200 

110 

50 

836 

4,500 

4,640 

35 

5,600 

800 


1,200 

16 

16 

1.200 

16 

2,000 

2,000 

16 

1,700 

16 

2,000 

2,000 

2,000 

16 

16 

16 

2,000 

16 

2,000 

2,000 

16 

16 

2,000 

1,200 

16 

2,000 

1,200 

16 

1,200 

1,200 

16 

1,200 

16 

16 

1,600 

1,200 

16 

1,800 

16 

2,000 

2,000 

15 

16 

16 

2,000 

16 

20 


1  Motcr  geniratom  720  U.  P. 


>  Motor  geDerators  80  H.  P. 
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£.  L.  and  Patent  Flooring 
Co.  (Amesbory),  . 

Fall  River, 

Fitchbnrg, 
FramiDgham,    . 
Franklin  (Tomer's  Falls), 
Gardner,    .... 
Gloucester, 

Great  Harrington,     . 
Greenfield,        .        • 

Haverhill,. 

Holyoke,   .... 

Hudson,     .... 

Hjde  Park,  .  .  •  . 
Lawrence, 

Leicester,  .... 
Leominster,' 

Lowell,  .... 
Lynn,'  .... 
Maiden,  .... 
Marlborough,    . 

Middleboroagh, 


System  need. 


S  Thomson-Houston, 
(^Westinghouse,     . 

Thomson-Houston, 

Thomson-Houston, 
Thomson-Houston , 
Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

Schuyler, 
Edison, . 
Westinghouse, 

Thomson-Houston , 

Westinghouse, 

I  Thomson-Houston, 

[Brush,  . 

S  Schuyler, 
(^Edison, 
Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 
Thomson-Houston , 
Thomson-  Houston, 

Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

I  Schuyler, 

'Edison, 

I  Thomson-Houston, 

^  Waterhouse, 


Maxfmum 
Dynamo 
Capacity. 


90 
600 

500 
160 
226 
660 
225 

1,300 
120 

2,450 

30 

600 

100 

1,000 
138 

1,000 

60 

600 

600 

45 

800 

750 

75 

95 

800 

50 

1,000 
386 
18U 

1,000 

45 

650 

200 

1,950 
300 

1,300 
850 
100 

1,300 
630 

8,600 
435 
100 

4,660 
245 

3,800 

106 

95 

1,000 

36 

650 

36 


Nominal 
Candle- 
power. 


1,200 
16 
16 

2.000 
1,200 

16 
1,200 

16 
1,200 

16 
2,000 

16 
1,200 

16 
1,200 

16 
1,500 

16 

16 
1,200 

16 

16 
2,000 
1,200 

20 
2,000 

16 
2,000 
1,200 

16 
1,200 

16 
2,000 

IG 
2,000 

1« 

16 
1,200 

16 
2,000 

20 
2,000 
1,200 

16 
1,200 

16 
2,000 
1,200 

16 
1,200 

16 
1,800 


>  Motor  geoenton  50  H.  P. 


*  Motor  genenton  255  H.  P. 
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NAME  OF  COMPANY. 


Syite 


Maztmam 
DTiuuno 
Capftcltj. 


Kominal 
Candle- 
Power. 


Milfoi-d,    . 

Millbury,  . 

Milton,  . 
Nantucket, 
Natick, 

New  Bedford,' 


Newburyport,  .       n, 
Newton,    . 
North  Adams,  . 
Northampton,   . 
North  Attleborough, . 
Noilh  Shore  (Revere),' 
Orange,     . 
Palmer,     . 
Pittsfield,'. 
Plymouth,* 

Quiney, 

Salem, 


Somerville, 


South  bridge,    . 

South  Hadley  Falls, 
Spencer,    . 
Stoughton, 

Suburban, 


Thomson-Hou  >  ton , 
Thomson-Houston , 
Thomson-Houston, 

Thomson-Houston, 

(  Thomson-Houston, 

J  American,     . 
j  Edison, . 

[  Westinghouse, 
Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston , 

Thomson-Houston, 

i  Schuyler, 
Thomson-Houston , 

Thomson-Houston, 
Thomson-Houston , 

Thomson -Houston, 

J  Thomson-Houston, 
I  Westinghouse, 

Thomson-Houston, 

S  Thomson-Houston, 
(^  Westinghouse, 
Thomson-Houston, 

j  Thomson-Houston, 

I  American,     . 

l^  Electro-Dynamic  Co., 

Thomson-Houston, 

Thomson-Houston, 

Ball,     . 

Ball,      . 
J  Waterhouse, 
I  Westinghouse, 


1,200 
16 

1,200 
16 

2,000 
16 

1,200 

16 
2,000 
1,200 
2,UO0 

16 
1,600 

16 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 
1,200 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 

16 

16 
2,000 

16 
2,000 

16 
2,000 

25 
1,200 

16 

16 

1,200 

800 

1,800 

16 


1  Motor  generators  180  H.  P. 
s  Motor  generators  220  H.  P. 


>  Motor  generators  280  H.  P. 
*  Motor  generators  140  H.  P. 
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Taunton,  . 

Union  (Franklin),    . 

United  (Springfield), 

Uxbridge     and     North 
bridge,  . 

Waltham, . 

Walworth  (Boston),' 

Ware, 

Webster,   . 

Westborough,  . 

Westfield,.     .  .'      . 

Wej-mouth, 
Whitman, . 
Winchendon,    . 

Wobiim,    . 

Worcester, 


Sjttem  QMd. 


f  Amoux  Hochhausen, 
^  Brush,  . 

[  ThomAon-Honston, 
Thomson-Houston, 

S  Thomson-Houston, 
Westipghouse, 

Westinghouse, 

Thomson-Houston, 

S  American,     . 
Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

\  Schuyler, 
(^  Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Brush,  . 
\^  Edison, . 

Thomson-Houston, 


Maximnm 
Dynamo 
Capacity. 


( 


10 

225 

600 

660 

60 

1,160 

676 

6,660 

60 

1,600 

196 

2.360 

76 
900 

60 
660 

80 
600 

60 
960 

46 

60 

600 

200 

1,300 

60 
600 

30 

660 

186 

100 

1300 

46 

800 

686 

1,960 


Nominal 
Candle- 
Pow«r. 


2,000 
1,200 

16 

16 
1,200 

16 
1,200 

16 

2,000 

16 
1,200 

20 
1,200 

16 
1,200 

16 
1,200 

20 
1,200 

16 
1,200 
2,000 

16 
1,200 

16 
1,200 

16 
1,200 

16 
2,000 
1,200 

16 
1,200 

16 
2,000 

16 


1  Motor  generators  30  H.  P. 

The  followiDg  table  shows  the  number  of  electric  lights  of  various 
candle-power  represented  by  the  dynamo  capacity,  June  30,  1889- 
1890  and  1891:  — 


16  candle-power. 

20 

»• 

U 

16 

u 

CC 

2,000 

u 

cc 

1,200 

M 

It 

1.600 

u 

u 

1,500 

M 

u 

1300 

U 

u 

800 

•4 

u 

J0,075 

IIVVO. 

140,870      1 

2,800 

1,700 

880 

880 

6,978 

8,425 

4,206 

6,085 

130 

60 

35 

60 

40 

40 

140 

70 
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The  following  table  shows  the  number  of  boilers,  their  total 
rated  horse-power,  the  number  of  engines,  and  the  total  rated 
horse-power  of  the  same,  and  the  number  of  dynamos  of  the 
different  companies  on  June  30  last ;  also  the  number  of  tons  of 
coal  used  during  the  year  ending  on  that  day :  — 


NAME  OF  COMPANY. 


9^ 


Adams,  .        .        } 

Amherst, 

Andover, 

At  ho],    . 

Beverlv, 

Blue  Hill  (Canton), 

BoMon,  . 

Bridge  water, 

Brookline,     . 

Cambridoro,   , 

Charlestown, 

Chelsea, 

Chicopee, 

Citizens'  (Wakefield), 

Clinton,. 

Cohasset, 

CJoitage  City, 

Dedham, 

Easthampton, 

Edison  (boston),  . 

Edison  (Brockton), 

Edison  (Fall  River), 

Edison  (Lawrence), 

Electric  Light  &  Patent  Flooring 

Co  (Amesbury), 
Fall  River,     . 
Fitch  bura:,     . 
Fraroingham, 
Franklin, 
Gardner, 
Gloucester,    . 
Gnat  Barrington, 
Greenfield,    . 
Haverhill,      . 
Holyoke,*      . 


Total 
rated 
Horse- 
power. 


150 

100 
200 
120 
164 
180 

2,675 

75 

875 

1,000 
625 
250 
100 
2.^0 
250 
150 
60 
220 

3,600 
720 
426 
43» 

250 
400 
800 
260 


160 
186 
96 
225 
876 


is 


2 
1 
2 
1 
2 
1 
84 
1 
6 
6 
6 
4 
1 
1 
2 
1 
1 
2 

82 
6 
4 
6 

8 
6 
8 
2 


rated 
Horse- 


power. 


225 

76 
180 

66 

210 

180 

8,841 

80 

460 

1,140 

800 

844 

65 
126 
8i5 
100 

60 
170 

4,820 
476 
460 
660 

485 
850 
800 
2o0 


200 
128 
160 
226 
866 


I- 

IS 


2 

1 
3 
1 
2 
3 
78 
2 
8 
19 
10 
7 
1 
2 
4 
1 
2 
4 

64 

12 

8 

11 

6 
9 
6 
7 
2 
4 
6 
6 
4 
8 
20 


Coal  used. 
Tons. 


846 

250 

489 

»96 

•226 

280 

18,296 

:>89 

•818 

7,000 

*77l 

•868 

618 

891 

•68 

"892 

12,000 
2J86 
1,2hI 

"1,762 

1,260 
1.347 
'•276 

14  _ 

716 
>•  350 

487 
«800 
1,667 


>  Nine  months  only.  >  Also  186  busbels  coke. 

*  Also  coke  fh>m  gas  works.  «  Also  387  tons  coke. 

*  Also  ll7i|  tons  screenings,  11  tons  breeze. 

•  6,831  bushels  coke. 

'  Coke  from  gas  works  used.    Works  ran  only  a  portion  of  the  year. 
0  Also  51  tons  screenings.    Works  in  operation  nine  and  one-balf  months. 


•  Works  run  only  in  summer. 

i>  Power  leased. 

IS  Also  384  tons  coke. 

'»  Water  wheel,  40  H.  P. 

7  Al»o  fifty  cords  wood. 


i«  Also  165  tons  screenings  and  sparks. 

"  Also  214  tons  screenings. 

"  Not  returned. 

>•  Also  205  tons  screenings. 

"  2  water  wheels  370  H.  P. 
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^  . 

Total 

^8 

ToUl 

o  ■ 

|| 

rated 

"S 

rated 

1 

Coal  used. 

KAJIE  OF  COMPANY. 

HorM- 

Horse- 

Tons. 

;S* 

power. 

»* 

power. 

Z,^ 

Hudson, 

1 

80 

1 

60 

2 

177 

Hjde  Park, 

2 

260 

8 

875 

6 

'525 

Lawrence, 

2 

800 

3 

300 

6 

«270 

Lee,       . 

2 

180 

M 

80 

2 

150 

l^icester. 

1 

80 

♦I 

60 

2 

207 

Leominster, 

2 

2A0 

S 

250 

5 

M81 

Lowell, . 

7 

1,050 

4 

l,2/>0 

16 

•4.000 

Lvnn,     . 

7 

775 

5 

1,150 

21 

8.819 

Maiden. 

4 

500 

6 

525 

11 

2301 

Marlborough, 

2 

210 

3 

200 

7 

'356 

Middleborough, 

1 

80 

•2 

120 

3 

•98 

Miilord. . 

2 

170 

2 

120 

5 

700 

Millbnry, 

2 

100 

2 

100 

2 

277 

Milton,  . 

1 

180 

1 

160 

2 

— 

Nantucket, 

- 

- 

- 

- 

- 

- 

Naiick.  . 

2 

2/0 

2 

600 

4 

'•446 

New  Bedford, 

11 

1,200 

13 

1,605 

88 

"  5,n70 

Newbury  port. 

2 

200 

2 

180 

7 

625 

Newton, 

4 

600 

5 

425 

6 

'•1,4:^0 

North  Adams, 

1 

150 

2 

210 

4 

"182 

Northampton, 

3 

290 

3 

805 

6 

»«8n0 

North  Attleborough, 

8 

870 

1*4 

440 

9 

1,871 

North  Shore  (Revere), 

4 

455 

4 

515 

8 

"•aig 

Orange, . 

2 

120 

2 

185 

8 

879 

Palmer, . 

1 

125 

1 

100 

2 

887 

Pittofie^d,       . 

4 

410 

5 

590 

11 

760 

Plymouth, 

2 

250 

2 

875 

5 

928 

Quincy, . 

8 

875 

4 

550 

6 

1,482 

Salem,    . 

4 

500 

8 

860 

14 

8,8^6 

Somerville,    , 

8 

550 

4 

470 

10 

1,805 

Southbridge, . 
South  Hadley  Fall 

2 

185 

2 

185 

8 

881 

9. 

17« 

1 

100 

2 

- 

Spencer, 

- 

- 

W- 

- 

2 

- 

Stoughton,     . 

1 

60 

1 

50 

1 

- 

Suburban  (Boston), 

2 

300 

2 

900 

5 

1.350 

Taunton, 

4 

525 

8 

825 

8 

600 

Union  (Franklin), 

2 

200 

2 

150 

8 

895 

United  (Springfield), 

6 

1.160 

4 

1.650 

18 

4.124 

Uxbridge  and  Northbridge, 

2 

199 

2 

185 

8 

505 

Waltham,      .        . 

4 

531 

4 

475 

8 

'•881 

s  Also  770  tons 

*  Alio  water  wheel,  60  H.  P. 

*  Also  41  tons  of  other  fael. 
'  Also  218  tons  screenings. 

*  Retam  for  six  months  only. 
1*  Also  1,232  tons  of  other  fhel 
»  Also  23,833  busbels  coke. 

»  Also  water  wheel  30  H.  P. 
"  Steam  boaght.  >• 


>  Also  221  tons  sparks. 

breeze.    Steam  ased  in  gas  works  also. 

•  Also  2  water  wheels,  60  H.  P. 

•  Also  500  tons  of  other  fuel. 

•  Also  2  water  wheels,  180  H.  P. 
10  Also  766  tons  sparks. 

"  Also  862  chaldrons  coke. 

i«  Also  100  cords  of  wood. 

>*  Also  76  tons  screenings. 
8  16  H.  P.  gas  engines ;  used  1,203.000  feet  of  gas. 
Also  41,241  bushels  coke. 
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^  . 

Total 

Orf 

Total 

o* 

NAME  or  COMPANY. 

|| 

rated 

II 

rated 
Hone- 

Coalnud. 
Tont. 

?i* 

power. 

*^ 

power. 

%A 

Walworth  (Boston),     . 

6 

380 

2 

200 

4 

U566 

Ware.    .        .        . 

1 

125 

1 

125 

2 

1-25 

Webster, 

2 

230 

2 

140 

3 

891 

Westborough, 

2 

160 

2 

160 

3 

- 

Westfield,      . 

2 

180 

2 

140 

4 

854 

Weymouth,    . 

2 

300 

2 

325 

6 

'678 

Whitman,      . 

f  » 

— 

1 

90 

2 

- 

Winchendon, 

1 

60 

1 

40 

2 

171 

Woburn, 

4 

600 

6 

675 

11 

2.228 

Worcester,     . 

8 

1,200 

2 

900 

19 

2,607 

1  Also  122  tons  screenings. 


s  Steam  bought. 
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The  followiDg  table  sbows,  in  feet,  the  total  length  of  wire  ;  the 
length  of  nnderground  conduit,  the  length  of  the  wires  in  the 
same ;  the  number  of  poles  set  in  streets  and  ways,  and  the  length 
of.  streets  with  overhead  wires  of  each  company,  on  June  30 
last :  — 


Totol  Length 

Length 
of  Wires 

Lengtti 
of  Under- 

Number 
of  Poles 

Length 
of  Street 

17AME  OF  COUrANT. 

of  wire. 

In  Conduit. 

ground 

set  in 

with   Over- 

reet. 

Feet. 

Conduit. 
Feet 

Streets. 

bead  Wires. 
Feet. 

Adams,      .... 

80,460 

. 

. 

160 

29.700 

Amherst,    .... 

22,560 

- 

- 

76 

7,000 

Andover,    .... 

60,736 

— 

- 

443 

20,242 

Athol 

80,000 

- 

- 

160 

30,000 

Beverly,     .... 
Blue  Hill  (Canton),  . 

62,200 

. 

- 

204 

28,148 

171,600 

- 

- 

690 

171,600 

Boston,      .... 

2,042,.S18 

- 

- 

>961 

— 

Bridgewater,     . 
Brookline, 

101,480 

— 

- 

288 

88,580 

461,660 

- 

- 

1,280 

287,600 

Cambridge, 

711,400 

- 

- 

997 

184,800 

Charlestown,     . 

209,000 

— 

- 

806 

•    - 

Chelsea,     .... 

817,040 

- 

- 

1,464 

179,620 

Cbicopee,  .        .     "  . 

.  21,120 

- 

- 

200 

21,120 

Citizens'  (Wakefield),      . 

262,<)C0 

- 

- 

680 

79,200 

Clinton,      .        .        .        . 

884,200 

— 

- 

600 

89,200 

Cohasset,   .... 

268,440 

. 

- 

914 

108.098 

Cottage  City,     . 

121,440 

- 

- 

60 

21.120 

Dedham,    .        .        .        . 

612,994 

- 

- 

1,162 

163,680 

Easthampton,    . 
Edison  (Boston), 

87,000 

- 

- 

226 

28,000 

678,160 

630,640 

176,880 

«40 

16.H40 

Edison  (Brockton),  . 

468,968 

21,000 

7,000 

1,660 

182,000 

Edison  (Fall  River), 

96,460 

27,000 

9,000 

42 

12,000 

Edison  (Lawrence), . 

E.  L.  and  Patent  Flooring 

607,647 

72,797 

7,-20O 

1,198 

213.840 

Co.  (Amesbnry),   . 

200,640 

- 

- 

260 

62,800 

Fall  River, 

277,200 

~ 

- 

741 

97,680 

Fitchburg,. 
Fmmingham,    . 

179,740 

• 

- 

443 

67,860 

. 

- 

- 

900 

182.000 

Franklin  (Turner's  Falls), 

12,000 

- 

- 

86 

9,()(iO 

Gardner,    .        .        .        . 

192,600 

. 

- 

446 

45,000 

Gloucester, 

97,000 

— 

- 

186 

70,000 

Great  Barrington,     . 

70,343 

- 

- 

278 

40,840 

Greenfield, 

81,000 

. 

- 

157 

26,000 

Haverhill 

206,600 

. 

- 

600 

168,400 

Holyoke,    .        .        .        . 
Hudson,     .        .        .        . 

806,817 

« 

~ 

800 

100,000 

86,286 

- 

- 

71 

10,793 

Hyde  Park, 

186,880 

- 

- 

620 

67,600 

Lawrence,. 

205,920 

. 

- 

406 

68,640 

i^ee,    ..... 

62,800 

- 

- 

140 

15,840 

Leicester,  .        .        .        . 

162,794 

-. 

> 

466 

60,160 

Leominster,        .        .        . 

267,.5.50 

- 

- 

476 

61,780 

Lowell 

660.000 

-. 

- 

1.000 

— 

Lynn 

1,008,780 

— 

• 

2.900 

476.200 

1  Boof  stroctnros,  1,022.    >  Roof  gtrnctares,  20. 
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Length 
of  Wiret 

Length 

Number 

Length 

Total  length 

of  Under- 

of Poles 

of  Street 

KAME  OF  COMPANY. 

of  Wire. 

In  Pondnit 

ground 

■ttln 

with  orer- 

Feet. 

in  i^oiiuiiii. 

Feet. 

Conduit. 
Feet. 

StreeU. 

head  Wires. 
Feet.* 

Maiden,      .        .        .        . 

1,704,600 

^ 

^ 

4,000 

620,000 

Marlborough,     . 

106,965 

- 

- 

200 

60,000 

Middleborough, 

82,200 

- 

- 

836 

- 

Milford,      .        .        .        . 

136,600 

— 

- 

- 

— 

Millbury 

73,920 

- 

- 

1.50 

21.120 

Milton 

422,400 

- 

- 

660 

422,400 

Nantucket, 

. 

- 

- 

"" 

- 

Natick 

242,880 

- 

. 

600 

63,860 

New  Bedford,    . 

67u,860 

24,000 

8,000 

1,032 

175,000 

Newbury  port,    . 

211,000 

- 

- 

400 

160.000 

Newton,     .        .        .        . 

1,096,600 

1,600 

1,600 

3.643 

- 

North  Adams,    . 

91,708 

. 

- 

800 

45,000 

Northampton,    . 

322,176 

- 

- 

600 

134,800 

North  Attleborough, 

372,860 

- 

- 

901 

- 

North  Shore  (Revere),      . 

673,060 

— 

- 

1,357 

195,360 

Orange,      .        .        .        . 

64,231 

- 

- 

240 

26,000 

Palmer 

86,980 

- 

- 

205 

38,-i80 

Pittsfield 

288,938 

1,000 

600 

712 

98,500 

Plymouth, .... 

169,836 

- 

- 

407 

64  027 

Quincy,      ,        .        .        . 

491,040 

- 

- 

1,100 

258,720 

Salem,        .        .        .        . 

424,600 

- 

- 

730 

200.000 

Somerville, 

1,032  200 

'. 

. 

2,600 

- 

Southbridore, 

112,262 

- 

- 

862 

15,840 

South  Iladley  Falls,  . 

400,400 

- 

- 

226 

38.000 

Spencer,     .         .         .         . 

41.676 

- 

• 

897 

- 

Stoughton, 

47,620 

- 

- 

260 

-47,520 

Sul)urban  (Boston),  . 

- 

- 

- 

- 

39,600 

Taunton 

1.58,400 

- 

- 

800 

- 

Union  (Franklin),     . 

116,320 

- 

- 

400 

42.300 

United  (Sprin^fieM), 
Uxbridge  and  Northbridge 

476,690 

38.2o0 

9,600 

617 

226.000 

.     132,440 

- 

- 

425 

43.000 

Waltham, .... 

163,300 

- 

— 

366 

.     49,570 

Walworth  (Boston), 

19,400 

- 

- 

- 

- 

Ware,         .        .        .        . 

61,760 

. 

- 

209 

. 

Webster,    .        .        .        . 

70,920 

- 

- 

825 

48,000 

West  borough,    . 

102,494 

- 

- 

248 

- 

Westfield, . 

79,360 

— 

- 

206 

38,000 

Weymouth, 

743,100 

- 

- 

1,376 

- 

Whitman,  .... 

116.160 

— 

- 

720 

96.040 

Winchendon,     . 

91  005 

- 

- 

185 

28,680 

Woburn,    .        .        .        . 

796.660 

-■ 

- 

3,000 

348,480 

Worcester, 

672,760 

— 

"" 

1,612 

"• 
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The  following  table  shows  the  number  of  motors  furnished  off 
arc,  incandescent  and  power  circuits,  the  number  of  single  and 
double  arc  lamps,  and  the  number  of  plain  and  copper-coated 
carbons  used  during  the  year :  — 


1 

H 

H 

11 

Nnmber 

Nnmber 

Mamber 

Nomberof 

§1 

m  J, 

of 

of 

of 

Copper- 

KAME  or  COMPANY 

zii 

«^ 

Single 

Double 

Plain 

coated 

ll 

Arc 

Arc 

Carbons 

Carb«>nt 

ois 

t£c 

§o 

y^iyil^a 

l^amps. 

Used. 

Used. 

as 

x^ 

s 

a 

Adams, 

, 

^ 

. 

_ 

42 

. 

16,600 

Amherst,     . 

. 

. 

- 

- 

- 

- 

- 

. 

Anduver,     . 

, 

- 

• 

- 

1 

80 

10.000 

. 

Atbol,  . 

. 

■. 

. 

- 

24 

- 

. 

7,000 

Beverly, 

,       - 

• 

- 

- 

30 

8 

- 

13,000 

bine  Uill  (Caotoo), 

. 

- 

- 

- 

6 

44 

. 

8,000 

Boston, 

82 

14 

- 

189 

958 

1,905 

- 

1,757,953 

Bridgewater, 
Brookline,   . 

,        _ 

— 

— 

— 

33 

2 

• 

9.876 

- 

- 

8 

7^ 

20 

202 

- 

130,0IK) 

Cambridge, . 

- 

. 

41 

•780 

26 

177 

- 

120,000 

Cbarlestown, 

1 

. 

- 

1 

21 

133 

_ 

131,994 

Cbel!»ea, 

- 

1 

i 

60 

156 

10.000 

62,000 

Cbiropee,     . 

. 

- 

- 

45 

- 

5,000 

16,000 

Citizens'  (Wakefield) 

- 

_ 

- 

- 

- 

29 

400 

400 

Clinton, 

2 

- 

- 

71 

52 

- 

20,689 

- 

Cohasset,     . 

- 

- 

- 

"■ 

. 

. 

«. 

Cottage  City, 

- 

- 

- 

- 

52 

- 

5,000 

- 

Bedbam,      . 

_ 

. 

. 

_ 

. 

30 

11,013 

_ 

Easthanipton,     . 

. 

- 

. 

_ 

33 

.. 

Edison  (Boston), 

. 

609 

— 

2,069 

- 

. 

- 

'- 

Edison  (Brockton), 
Edison  (Fall  River), 

- 

27 

\2o 

60 

. 

_ 

48,000 

-. 

. 

_ 

130 

- 

» 

_ 

_ 

Edison  (Lawrence), 

- 

44 

. 

94 

34 

2 

31,000 

. 

Electric  LIgbt  and  Pat- 

ent   Flooring    Co 

(Amesburv),   . 
Fall  River,  .       . 

- 

: 

6 

10 

67 
178 

4 

148 

65,000 

12,000 
86,(K)0 

Fitch  bur^,   . 

. 

- 

_ 

. 

66 

107 

m. 

65,000 

Framingham, 

, 

- 

- 

- 

6 

72 

- 

30.000 

Franklin     (Turner'i 

Falls),      .       . 

- 

- 

- 

- 

22 

- 

- 

3.500 

Gardner, 

. 

1 

— 

3 

13 

29 

. 

„ 

Gloacester,  . 

- 

. 

- 

- 

54 

- 

16,000 

5.000 

Great  Harrington, 

. 

- 

- 

- 

36 

- 

7,500 

2,600 

Greenfield,  . 

.        . 

4 

_ 

11 

43 

4 

15,000 

-. 

Haverbill,    . 

,        - 

30 

27 

85 

90 

2,000 

125,000 

Holyoke,     . 

, 

- 

- 

275 

160 

120,000 

- 

Hudson, 

- 

. 

. 

- 

18 

4 

3,000 

6,000 

Hyde  Park,.       . 

,        - 

. 

- 

. 

12 

2 

43,159 

- 

Lawrence,    . 

. 

. 

- 

- 

143 

97 

- 

58,600 

Lee,      .       .       . 

,        « 

_ 

„ 

_ 

_ 

„ 

_ 

Leicester,     . 

,        » 

. 

. 

_ 

-. 

„ 

„ 

„ 

Leominster, . 

. 

- 

1 

15 

18 

63 

6,500 

14,280 

LoweU,        .       . 

.       67 

. 

« 

298 

830 

196 

Lynn,  . 

. 

27 

241 

176 

250 

. 

234,000 

Maiden,       .       . 

, 

1 

1 

200 

25 

10,000 

85,000 

Marlborough,      . 

,        _ 

. 

. 

- 

60 

35 

35  000 

« 

Middleborough,  . 

- 

. 

- 

- 

. 

20 

2,541 

- 

Milford,       .       . 

,        - 

7  . 

. 

1 

80 

. 

16,000 

. 

Millbnry,     .       . 
Kantacket,  . 

;     : 

2 

- 

29 

- 

- 

10,000 

Matick,        .       . 

- 

- 

8 

47 

6 

56 

3.000 

15,000 

New  Bedford,      . 

, 

35 

28 

'\ti 

312 

145 

30,273 

80,H69 

Newbnrypon,     . 

- 

9 

- 

143 

2 

- 

45,000 

Newton, 

_ 

. 

_ 

. 

. 

84 

_ 

42,000 

North  Adams,     . 

•          "' 

~ 

~ 

" 

44 

81 

60,000 
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KAME  OF  COMPACT. 


I. 


=«5 

O  B  O 


^5 


ii 

it 

a 


Number 

of 

Stngto 

Aro 

Lamps. 


Number 

of 
Double 

Are 
Lamps. 


Number 
of 

Plain 
Carbons 

Used. 


Number  of 

Gopper- 

coaied 

Carbons 

Used. 


Northampton,     . 
North  Attleborongb,  . 
North  Shore, 
Orange, 
Palmer, 
PiUsfield,     . 
PlymoQth,  . 
Qaincy, 
Salem,. 
Someryille,  . 
Soathbrldge, 
Soath  Hadley  Falls,  . 
Spencer, 
Stonghton,  . 
Subuiban  (Boston),   . 
Taunton,     . 
Union  (Franklin),      . 
United  (Springfield), . 
Uzbridge  and  North- 
bridge, 
Waltham,    . 
Walworth  (Boston),  . 
Ware,  .       .       .       . 
Webster,     . 
Westborongh,     • 
Westfleld,    . 
Weymouth, 
Whitman,    . 
Winchendon, 
Wobum, 
Worcester,  . 


16 


125 


330 
132 

78 
19} 


26 


7H 


^ 


112 
117 
101 
30 
4 
71 
31 

112 

6 

91 

70 


160 
42 
176 

50 
111 

12 

44 
4 

31 
110 

42 

19 

37 

250 


1 
40 

32 

40 

3 

89 

192 

250 

7 


65 
386 

16 


10 
32 


331 


25,000 
37,000 

1,000 
11,455 

1,200 
16,944 

8,039 
35,000 

3,000 
18,000 

22,000 


6,901 
25,090 

4.360 
11,125 
43,000 

20.000 
1,000 

22,300 
4,760 
7,108 
4,728 

43,920 


16,000 
23,951 

7,684 

1,658 

180,000 
120,000 


43,000 
265,010 

18,200 

6,000 
7,000 
9,000 
16,900 
6,700 

1,000 

12.876 

379,625 
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-ui  puv  aiv  Mioq  loj 
uamotuoj  jo  jaqmnii 
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uaainaao3  ;o  jdqmDH 


•MJHOJ 


*t)inait3  9JIV  BO 
9)qS|7  tuaotopavoui 
ivpiaoiaxoo  JO  ioqamx 


jDta  le         04         a»  o  eo«o         a»«oe4  lo^   r« 


04  »M  OO    C«i-i 


II  I     I     I     I     I     I 


i    I    I     I  SeoS     Sq5oo23  S  CO     Sw 


sas.s?s«-  ,  .a.,..-. I 


•X|UO 
tiqSii  )U80t»pu«3 
•u|  i«pj«aiaioo  JOJ 
U4aiatuo,7  JO  jaqmn j( 


-^  -  .^r-i  I    f^  I       f^  I      f-if-<  »M 


§gz: 


-aipuBO  [vuimojg: 


3««     CO    ^S^  «QOCO       «D  «0  CD  Q  CO  QO  «0       CO  CO  CO  O     CO 


'iq8ii  lUMsapavoui 
I«pj«aiinoo  JO  jaqaxDH 


'iC(ao  tiqSii 
ozr  n>P'*uiinoo  Joj 
fljdoinsaoo  jo  JdqinuK 


s    s 


C4  eoco     0900         scot'-:!'         ooo    lo 

I  I  I    l"*         *  I    I      ^    "^ 


•J9M0J 

-oipavQ  ivuimoK 


S8SSS    2      SS  SSS  iS88   iSSS 

I  o  <N  ?5  S  c5  I    I      55^      I  «  S  i  25  55  ?5  i  5  55  5  5  i    i  85  ©  ^  K 


••iq»n  wv 

IvpiaiDinoo  JO  ioqam^ 


A  r-i  1^ '-« t<-   ,     , 
1  »^  II 


I  I  C4  i-i     I     I         CQ^ 


•  -S 

^ 

a 

ir. 

< 

< 

fi« 

SI 

o 

o 

.  .o 

o 

(tt 

s 

o 

c^8 

u 

a 

gss 

^ 

5|S 

fi^l 

112 

•OtJ     • 

pq»P^ 

E 


s*    >s    js  ^  •  fe*  1-8  _-  :•«--■  :s  •  • 


Digitized  Dy 


Google 


1892.]  PUBLIC  DOCUMENT— No.  35. 


105 


I       III 


I  I    -"        I  -"    2      I  I  I 


e«  d  t^         coco         2o  CO         00  e« 

I        i    I    I        I    I        I  "^1  I      I    I    I  1^1         ill 


,sas,s,g    ,    S3,  ,S,SSSa8S3,  ,  ,  8  ,ssss, ,  ,  . 


I    --    I     I       I    ^    11     i'**^;:s^'"®  I  I  ,       i^^^^Siii, 


StotoSSeo  .$     o         CO     coao «5  .ootoo   S   t*  S  « 

•-4  I  00  f^i-iiiiiii-ii  eo         i-^tMii 


cocococococo     CO     <o     oc*9oco<o«o  <o     (ocococo^^QO   «o  toco 

I  I  i   I  I       I  II  11 


^o?9r^«5^l'^      «      ^  ^of^illll^l  aSt^i^Oi^S^   S     I    I  <<•<<•  I 


c«         ^   eo 


sio     cD<^  o      00  eo«  00         00  m  !h  S     ^^ 

^"1  III  111^       II        II        III        III  ll'^i 


SS  I  ei^?S  I    I  cS^fS^SS^^  I    I    I  c55j^  1    1  w  1    il 


I    I  55  M   I  51  I 


e)   cT     i-T    ^ 


as, 8"°,  ,"SS8S,  ,  ,*S,  ,S,  ,S,  ,*S,2,  I  5,!;,'"^ 


'^_    ,    _■* 


llilWli   111- 


II  I 


I  ' 


s 

I 


s  ...  . 


=  •228 


^  o;i.P^  Pk  or  2    (o  :o-Zi»S 

uigitized  by  VjOOQ IC 


106 


GAS  COMMISSIONERS. 


[Jan. 


•ui  pav  ojy  qioq  jq^ 
uomDfttoo  JO  J»qaiiiK 


'Xiao  fiinaiio  mv 
Xfo  t)i(9ri  audoaspavo 
-UI  i«pj«mmo3  JK>i 
uamnauoo  jo  j»qmnK 
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M 

$80  per  year, 
f  20  per  year. 
22f  cents  per  night. 
5{  cents  per  night. 
$70  per  year. 
$22  per  year. 
33J  cents  per  night 
5  cents  per  night. 
|75  per  year. 
$15  per  year. 

i  All  lights  $250  per  month. 

I  All  lights  $300  per  month.* 

I  All  lights  $586  per  month. 

40  cents  per  night. 
$1.60  per  month. 

B 

"S 

1 

. 1 

Every  dark  night,  . 
Every  dark  night. 
Every  night,   . 
Every  night,    . 
Average  25  nights 
Average  25  nights 
Average  20  nights 
Average  20  nights 
25  nights, 
25  nights, 

20  nights, 

t( 

tt 

tt 
22  nights,        '. 
22  nights. 
Every  night,    . 
Every  night,    . 

a 
1 

§ 

o 

1 

-  .  -  -   2  2 

-  3     _     gg 

JSXi 

-     *              J2-B   ^ 

Until  midni 

Until  midni 

6i  houi-s, 

6i  hours, 

Until  12  30 

Until  12  30 

Until  midni 

Until  midni 

Dark  to  mic 

Dark  to  mic 

Dark  to  12. 
tt        t 

It          t 

tt          t 
tt            t 
tt            t 

Average  10 
Average  10 

ll 

5 

1,200 

32 
2,000 

25 
1,200 

32 
1,200 

32 
1,200 

25 
2,000 

25 
2,000 

25 
1,200 

25 
2,000 

66 

^  1 

2 

Westborough, 
Westficld, 
Weymouth,    . 
Whitman, 
Winchendon, . 

f  Stoneham, 

Wobum,^  Winchester, 

[  Woburn, 
Worcester,     . 
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The  following  table  dhows  the  price   charged   by  the   several 
electric  light  companies  for  commercial  lights  on  June  30, 1891 :  — 


KAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


AdamSi     . 

Amherst,  . 

Andover,  . 
Atfaol, 

BcTerly,    . 

Blue  Hill  (CantoD), 


Boflton, 


Bridgewater,     . 
BrookliDe, 

Cambridge, 

CharlestowD,     . 
Chelsea,    . 

Citizens'  (Wakefield), 


For  16  c.  p.  Incandescent  lights  for  business  places  open 
every  night,  $13.00  each  per  year;  open  6  nishts  per 
week,  S12.00;  open  4  nights  per  week,  |9.00;  wiring 
and  renewals  free. 

Incandescent  lights,  one  cent  per  honr,  16  c.  p.  lamps  by 
meter;  dwelling  house  wiring  at  cost;  commercial  wir- 
ing and  renewals  free. 

IncandeFoent  lights,  f  10  00  per  year.    Wiring,  stores,  free. 

Arc  lighte,  $75.00  per  year. 

Arc  lights,  50  cents  per  night.  Incandescent  lights,  16  c. 
p.;  6nightsperweek,  f  l.OOeachpermonth;  4  nights  per 
week,  87^  cents  each  per  month.  Cubtomers  famish 
renewals. 

Incandescent  lights,  one  cent  per  ampere  hour.  Wirin^r, 
$2  00  and  $2.75  per  light;  lamp  renewals,  70  cents  each. 

Arc  lights  under  contracts,  1  lamp  for  12  mos.,  75  cents; 
for  6  mos.,  80  cents ;  for  8  mos.,  90  cents ;  2  lamps  for  12 
mo8.,  each  70  cents ;  for  6  mos..  each  7'5  cents ;  for  3  mos., 
each  85  cents;  3  or  4  lamps  for  12  mos.,  each  65 
cents ;  for  6  mos.,  each  70  cents ;  for  3  mos.,  each  80  cents ; 
6  to  7  lamps  for  12  mos.,  each  60  cents;  for  6  mos., 
each  65  cents;  for  3  mos.,  each  75  cents  per  day;  8 
or  9  lamps  for  12  mos.,  each  55  cents ;  for  6  mos.,  each 
60  centj>;  for  3  mos.,  each  70  cents;  10  lamps  lor 
12  mos.,  each  50  cents ;  for  6  mos.,  each  55  rents ;  for  3 
mos.,  each  65  cents  per  day.  Incandescent  licrbts  under 
contracts,  125  c.  p.  for  12  mos.,  each  lamp  50  cents  per 
day ;  65  c.  p.  for  12  mos.,  30  cents  per  day  ;  32  c.  p.  for 
12  mos.,  20  cents  per  day;  16  c.  p.,  1  cent  per  hour  by 
meter.  Inside  incandescent  wiring  charged  to  customer 
at  cost;  lamps  furnished  and  renewed  free. 

Arc  lights,  $100.00  per  year  of  300  nights.  Incandescent 
lights,  1  cent  per  ampere  hour  or  $10.00  per  year  for  16 
c.  p.  lamps;  wiring  $2.00  per  lamp,  open  wiiing;  $2.75 
per  lamp  for  concealed  work.    Lamp  renewals  free. 

Arc  lights,  $65.00  to  $100.00  per  year  according  to  hours 
burnt.  Incandescent  lights,  $1.00  to  $1.50  per  mo., 
16  c.  p.  lamps,  according  to  hours  burnt. 

Arc  lights,  6  days  per  week  to  10  p.m.,  $100  00  per  year  per 
lamp;  7  days  per  week,  $120.00;  6  days  per  week 
to  12  p  M.,  $120.00  per  year;  7  days  per  week,  $140.00. 
Incandescent  lights,  20  c.  p.,  yearly  contract,  1  lamp 
$10.00,  5  lamps  $9.50,  10  lamps  $9.00,  15  lamps  $8.50, 
20  lamps  $8  00  each ;  32  c.  p.,  $24.00  to  $30.00 ;  65c.  p., 
$40.00  to  $48.00.  Consumers  pay  cost  of  wiring,  lamps 
and  renewals. 

Arc  lights,  50  cents  per  night.  Incandescent  lights,  50  cents 
per  night  per  group  of  8,  16  c.  p.  lamps.  Wiring  and 
lamp  renewals  at  company's  expense. 

Arc  lights,  40  cents  per  lamp  per  night  until  12  p.m.,  30 
cents  until  6  p.m.  Incandescent  lights,  16  c.  p.,  $1.25 
per  mo.  for  stores.  Houses,  by  meter  1^  cents  per  hour 
Renewals  70  cents  each. 

Incandescent  lights,  1  cent  per  hour,  16  c.  p.  lamps  by 
meter.  $1.00  per  month  by  contract  for  16  c.  p.  lamps ; 
$1.75  for  32  c.  p.  lamps.  Wiring  $2.00  per  lamp  for  open 
work,  $4.00  and  $5.00  for  concealed  work.  Meter  cus- 
tomers, tirst  lamps  free,  renewals  60  cents.  Contract 
customers,  renewals  free. 
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KAHE  OF  GOUPANT. 


Price  for  Commercial  UgbU. 


Clinton,     . 

Cohasset,  . 
Cottage  City,    . 

Dedbam,  . 

£dl8on  (Boston),     . 

Edison  (Brockton), . 

Edison  (Fall  Riyer), 

Edison  (Lawrence), . 


Electric  Lifrbt  and 
Patent  Flooring  Co. 
(Amesbary), . 


Fall  River, 
Fitcbbnrg, 

Framingbam,    . 


Franklin  (Turner's 
Falls),    . 


Gardner,   . 

Gloucester, 

Great  Barrington,     .  -; 

Greenfield, 


Arc  ligbts,  1  ligbt,  9S.33  per  mo.;  2  ligbts.  $7.50  eacb; 
3  lights,  97.00  each ;  4  or  more  ligbts,  $6  50  each.  Incan- 
descent lights,  $1.00  per  ligbt  per  month.  1  cent  and  I| 
cents  per  hour,  meter  rates.    Wiring  and  renewals  free. 

Incandescent  ligbts,  rates  for  eacb  customer. 

Arc  lights,  (.'M.OO  per  season  of  90  days. 

Arc  lights,  f  70.00  per  year.  Incandescent  lights  on  leases, 
$10.00  per  year  until  10  p.m.  ;  by  meter,  20  cents  per  1,000 
watt  hours. 

Incandescent  ligbts,  1  cent  per  hoar,  16 *c.  p.  lamp.  Lamp 
renewals  free ;  inside  wiring  charged  to  customer. 

Arc  lights,  4  nights  per  week,  each  lamp  $9.00  per  mo. ; 
7  nights,  $10.00.  Incandescent  lights,  $0,015  per  16 
c.  p.  lamp  hour.  Discounts  to  large  consumers.  Lamp 
renewals  free. 

Incandescent  lights,  1|  and  U  cents  per  16  c.  p.  lamp  boar 
by  meter.    Inside  wiring  at  net  cost ;  renewals  free. 

Arc  lights,  every  night  till  midnight,  $10.00  per  mo. ;  6 
niffhts  per  week,  $8.00;  3  nights  per  week,  $6.00.  Incan- 
descent ligbts,  1^  cents  per  16  c.  p.  lamp  hour  by  meter. 
Renewals  free. 

Arc  lights,  3  nights  per  week,  eacb  lamp  $57.00 :  4  nights, 
$63.00 ;  5  nights,  $69.00 ;  6  nights,  $75.00 ;  7  nights,  $81.00 
per  year.  Incandescent  lights,  16  c.  p.  lamps,  3  nights 
per  week,  $8  00  per  year,  and  $1.00  per  year  additional 
for  eacb  additional  night  per  week:  20  c.  p.  lamps,  3 
nights  per  week,  $9.00  per  year,  and  $1.00  per  year 
additional  for  each  additional  ni«rht  per  week ;  32  c  p. 
lamps,  3  niffhts  per  week,  $16.00  per  year,  and  $2.00 
per  year  additional  for  eacb  additional  night  per  week, 
wiring  for  stores  free,  for  houses  at  owner's  expense. 
All  lamp  renewals  at  consumers'  expense. 

Arc  lights.  $8.00  per  mo.  Incandescent  ligbts,  20  cents 
per  1,000  watt  hours.    Renewals  flree. 

Arc  lights,!  light,  $10.00  to $13.00  per  mo. ;  2  to  4  lights, 
$10  00  to  $12.00  per  mo. :  5  to  9  ligbts,  $9  00  to  $11.00 
per  mo.;  10  or  more  lights,  $800  to  $10.00  per  mo. 
Incandescent  ligbts,  by  meter,  stores,  25  cents  per  1,000 
watt  hours,  residences,  30  cents. 

Arc  lights,  $72.00  per  year.  Incandescent  ligbts,  by  meter, 
1  cent  per  lamp  hour ;  by  contract.  $1.26  eacb  per  month 
for  first  three  lights,  12  lij^fats  for  $10  per  month .  Larger 
number  by  contract,  wiring  in  stores,  $1.50  per  lamp, 
houses  at  cost.    Renewals  free. 

Incandescent  lights,  4  nights  in  the  week  to  9  p.m.,  $7.00 
per  year;  6  nights  in  the  week  to  11  p.m.,  $10.00.  Wir- 
ing and  renewals  free. 

Arc  ligbts,  for  yearly  contract,  6  nights  per  week,  $77.78; 
5  nights,  $66.67 ;  4  nights,  $55.55.  Incandescent  liffbts, 
25  cents  per  1,000  watt  hours;  by  contract,  $0.0122  per 
lamp  boar.  Shops,  mills  and  factories,  50  cents  per 
1,000  watt  hours,  or  by  contract  $0.0225  per  lamp  hour. 
Discount  of  10  per  cent  on  all  bills  if  paid  on  or  before 
the  tenth  of  the  monib.  Lamp  renewals  A^ee  to  meter 
customers,  at  cost  to  others. 

Arc  ligbts,  $8.00  to  $900  per  mo.  Incandescent  ligbts,  16 
c.  p.  $0.75  to  $1.25  per  lamp  per  month.  Wiring  at  cost ; 
renewals  free. 

Arc  light«,  25  cents  per  night.  Incandescent  ligbts,  16  c.  p  , 
$10.00  per  lamp  per  year.    Renewals  firee. 

Arc  ligbts,  3  nights  per  week,  $65.00  per  lamp  per  year. 
Incandescent  lights,  $6.00  to  $20.00  per  lamp,  per  year. 
Wiring  free,  lamp  renewals  85  cents,  600  hours'  guarantee. 
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NAME  or  COUPAMY. 


Price  for  Oommerdal  Llgbti. 


HaTerhill,. 
Holyoke,  . 

Hadson,    . 

Hyde  Park, 
Lawrence, . 

Lee,   . 

Leicester,  • 

Leominster, 

Lowell, 
Ljnn,        . 

Maiden,     . 

Marlborongb, 
Middleboroagh, 


Milford, 


Are  liffbts,  60  cents  per  night.    Incandescent  lights,  $1.25 

per  mo.    Wiring  and  renewals  free. 
Arc  lights,  6  nifthU  per  week,  $100.00  each  per  year;  4 

nights,  $75.00 ;  3  nighU,  $70.00.    Incandescent  lights,  1 

cent  per  hoar  used,  for  16  c.  p  lamp.    Wiring,  arc,  flree. 

Incandescent,  at  cost ;  renewals  50  cents  each. 
Arc  lights,  $6.25  per  mo.    Incandescent  lights,  by  contract, 

60  cents  to  $1.00  per  mo.;  by  meter,  1  cent  per  hour. 

Whring  and  renewals  free. 
Arc  lights,  $70  00  per  year.    Incandescent  lights,  $10.00 

per  year  until  10  p.m.  ;  20  cents  per  1,000  watt  honrs  by 

meter. 
Arc  lights,  3  nights  per  week.  $6.00  per  lamp  per  mo.  6 

nights.  $8.00;  7  nights,  $10.00. 

Incandescent  lights.  Stores,  20  c  p.,  $9  00  per  year  till 
10  P.M.;  $11.00  till  12  P.M.;  32  c.  p.,  $18.00  till  10  p.m  ; 
$22.00  tiU  12  PM.;  65  c.  p.,  $88.00  till  10  p.m.;  $42  00 
till  12  P.M.  Ten  per  cent,  advance  for  7  days  of  the  week. 
.Meter  rates,  residences,  20  cents  per  1,000  watt  hours; 
halls  and  chnrches,  30  cents.  Wiring  at  cost ;  renewals 
free. 

Incandescent  lights,  $10.00  per  lamp  per  year;  6  per  cent, 
discount  for  all  lamps  when  number  is  6  or  more.  In 
houses,  for  hall  light,  $7.50  per  year ;  balance  of  house 
graduated  to  this.    Wiring  and  renewals  at  cost. 

Arc  lights,  $76.00  per  year.  Incandescent  lights  until  10 
o'clock,  $10.00  per  yesr;  by  meter,  20  and  30  cents  per 
1,000  watt  hours.  Wiring,  $2.50  per  light  for  open 
work ;  $4.50  concealed  work.  Renewals  75  cents  each. 
Arc  lights,  50  cents  per  lamp  per  night  until  midnight. 
Incandescent  lights,  $1.00  per  lamp  per  mo.  Wiring, 
$1.00  per  light. 

Arc  lights,  $750  to  $11.00  per  lamp  per  mo.  Incandescent 
lamps,  $1  00  to  $1.25  per  lamp  per  mo. ;  by  meter  1|  cents 
per  lamp  hour.    Renewals  free. 

Arc  lightt,  $10.00  per  mo.  Incandescent  lights.  $1.00  per 
mo.  for  16  c.  p.  lamps.  Lamps  and  renewals  for  com- 
mercial lights  free.  Private  residences,  first  lamps  free, 
afterwards  a  charge. 

Arc  lights,  every  night,  1  light,  $8.50  per  mo. ;  2  or  more 
lights,  $7M  each ;  3  nights  per  week,  1  light,  $7.50  per 
mo. ;  2  or  more  lights,  $5.00  each.  Incandescent  lights, 
16  c.  p.,  3  nights  per  week  untii  6  p.m.,  $10.00  per  year; 
6  nights  until  9  p.m.,  $12.00;  until  11  p.m.,  $13.50;  until 
12  P.M.,  $15.00.    Wiring  and  renewals  free. 

Incandescent  lights,  $10.00  per  lamp  per  year.  Wiring 
and  renewals  at  cost. 

Arc  light«,  outside,  April  to  October,  $6.67  per  lamp  per 
mo.;  October  to  April.  $10.00.  Inside  use,  April  to 
October.  1  lamp  6  or  7  nights  per  week,  $8  00  per 
mo.;  2  lamps  6  or  7  nights  per  week,  $14.50;  3  lamps 
6  or  7  nights  per  weelt,  $20  50;   4  lamps  6  or  7  nights 

r-  week,  $25.50.    For  4  nights  per  week,  1  lamp  $6.00 ; 
lamps,  $10.75;    3  lamps,  $16.00;  4  lamps,  $20.00. 
For  3  nights  per  week,  1  lamp,  $5.50;  2  lamps,  $10  00; 

3  lamps,  $15  00;  4  lamps,  $18.00.  From  October  to 
April,  6  or  7  nights  per  week,  1  lamp,  $12.00;  2 
lamps,   $21.50;    3    lamps,    $30.50;    4    lamps.    $38.50. 

4  nights  per  week,  I  lamp;  $9.75;  2  lamps,  $17.00;  3 
lamps,  $24.00;  4  lamps,  $31.00.  8- nights  per  week,  1 
lamp,  $9.50;  2  lamps,  $15.00;  3  lamps,  $22.50 ;  4  lamps, 
$28.00.  Transient  light?,  75  cenU  per  light  per  night. 
Incandescent  lights  by  meter  14  cents  per  lamp  hour.  On 
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Price  for  Commercial  Lights. 


Milford,    . 

Millbary,  . 

Milton,      . 
Nantacket, 

Natick,     . 


New  Bedford, 


Newbury  port, 


Newton,    .       .       .  <{ 

I 


North  Adams, 


Northampton, 


North  Attleborongb, 


North  Shore  (Revere),-! 


contract,  16  c.  p.  lamps  baming  all  night,  $2.50  per  lamp 
per  mo,  nntil    11   p.m.,  $1.25,  until  9  p.m.,  $100.     If 
burnt  4  evenings  per  week, $1.00  per  mo.;  3  evenings, 
90  cents     Wiring  at  cost ;    renewals  free.    Factory  light- 
ing, from  4  to  6  p  M.,  50  cents  per  lamp  per  mo. 
Incandescent  lights,  50  cents  per  candle  per  year.    Wiring, 
'    $2  25,  open ;  $4  50  concealed.    Renewals  free. 
Incandescent  lights,  1  cent  per  hour  for  each  16  c.  p.  lamp. 
Wiring  at  cost;  renewals  according  to  contract. 

Arc  lights,  I  light,  $8  00,  2  lights,  $7.00,  3  lights,  $6.00 
each  per  month.  Incandescent  lights,  first  tbree,  $1.20 
per  mo.  each;  second  three,  $1,00;  third  three,  80 
cents ;  fourth  three,  60  cents ;  additional  lamps,  50  cents 
each.    Wiring  and  renewals  (tee. 

Arc  lights,  about  5  cents  per  hour,  and  rent  of  lamp  at 
$10  00  per  year.  Incandescent  lights,  1  cent  per  16  c.  p. 
lamp  hour.  Discounts,  hills  $8.00  per  month  and  under, 
5  per  cent. ;  $8.00  to  $16  00,  10  per  cent. ;  $16  00  to  $20  00, 
15  per  cent. ;  over  $20.00,  25  per  cent.  Wiring,  by  con- 
tract.   Lamps  and  renewals,  free. 

Arc  lights,  4  to  7  nights  per  week,  1  light,  $10. 00  per  mo. ; 
2  lights,  $9.00  each ;  3  or  more  $8.00  each ;  1  to  3  nights 
per  week,  1  liirht,  $7.00  per  mo. ;  2  lights,  $6.25  each ;  3 
or  more,  $5.67  each.  Series  incandescent  lights,  65  c.  p., 
4  to  7  nights  per  week,  1  light,  $5.00  per  mo. ;  2  lights 
$4,75  each ;  3  lights,  $4.50  each ;  4  lights.  $4.25  each  ;  5 
or  more.  $4  00  each.  1  to  3  nights  per  week,  1  light 
$3.50  per  mo. ;  2  lights,  $3.37^  each ;  3  lights,  $3.25  each ; 
4  liffhts,  $3.12A  each;  5  lights.  $3.00  each;  6  or  more, 
$2.83|  each.  Direct  current  incandescent,  20  c.  p.  lamp, 
4  to  7  nights  per  week,  $1.25  each  per  mo. ;  1  to  3  nights 
per  week,  $1.00;  32  c.  p.  lamp,  4  to  7  nights,  $2.00  each 
per  mo.;  1  to  3  nights  per  week,  $1.60.  Discount  of  5 
per  cent,  on  all  bills  paid  before  the  10th  of  the  month. 

Incandescent  lights,  1  cent  per  hour  for  16  c.  p.  lamp;  by 
meter.  2.)  cents  per  1,000  watt  hours.  Discount  of  10  per 
cent,  if  consumption  equals  100,000  feet  of  gas  per  year. 
Renewals  at  customers*  expense. 

Arc  lights,  single  lamp,  40  cents  per  night;  2  lamps,  36 
centti  each ;  3  at  34  cents  each ;  4  at  33  cents  each ;  6  at  32 
cents  each.  Incandescent  lights,  $1  00  per  mo.  for  6 
nights  per  week ;  83|  cents  per  mo  for  4  nights  per  week. 
Wiring  and  renewals  free. 

Arc  lights,  $75.00  per  year  everv  niirht  till  10  p.m.  ;  $100.00 
till  midnight;  $60.00  for  one  nieht  a  week  till  10  p.m. 
Incandescent  lamps,  16  c  p.  used  2  ni«rhts  per  week  until 
10  P.M.  and  4  nights  until  6  p.m.,  $8.00  each  per  year;  6 
nights  until  9  p.m.,  $10  00;  until  10  p  m.,  $12.00;  until  11 
P.M.,  $14.00;  until  midnight,  $16.00;  7  nights  until  10 
P.M.,  f  13.00 ;  until  11  p.m.,  $15  00 ;  until  midnight,  $17.00 ; 
all  night,  $20.00.  By  meter,  1  cent  a  lamp  hour.  Wiring 
and  lamps  on  meter  at  consumers'  cost;  other  lamp 
renewals  free. 

Arc  lights,  $8  00  per  lamp  per  mo.,  6  nights  per  week ; 
$10  00,  every  night.  Incandescent  20  c.  p.  lamps,  $1.25; 
25  c.  p.,  $1.50;  52  c.  p  ,  $2.00;  60  c.  p.,  $3.00:  65  c.  p., 
$4.00  each  per  month.    Renewals  free. 

Arc  lishts,  $80.00  per  year.  Summer  rates,  55  cents  per 
nieht  per  liffht.  Incandescent  lights,  $10  00  per  year  until 
10  P.M. ;  by  meter,  20  and  30  cents  piT  1.000  watt  hours. 
Wiring,  $2.50  per  lamp,  open  work ;  $4.50,  concealed 
work.  Renewals,  80  cents  each,  with  rebate  of  5  cents 
for  old  lamps. 
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Orange, 
Palmer, 


Pittsfleld, . 


Pljmontta, 
QaiDcy,     . 

Salem, 

Someirllle, 
Sonthbridge, 


•  1 


Sonth  Hadley  Falls, 

Spencer,    . 
Stongbton, 

Snbarban  (Boston),. 
Taunton,  • 

Union  (Franklin),    . 


Incandescent  lights,  16  o.  p.,  4  nights  a  week,  $9.00  a  year; 
6  or  7  nights  a  week,  $10.00  a  year;  20  c.  p.,  4  nights  a 
week,  $10.00  a  year ;  6  or  7  nights  a  week,  $12.00  a  year. 
Wiring  at  cost.    A  charge  for  renewals. 

Arc  lights,  $80.00  per  year.  Incandescent  lights,  $10.00  per 

J  ear  till  10  p.m.  Stores,  wiring  and  renewals  free; 
ODses,  wiring  at  cost,  renewals  75  cents  each. 

Arc  lights,  until  6  p.m.,  3  nights  per  week  and  until  9  p.  m. 
3  nights,  1  lamp,  $84.00  per  year,  2  or  mure  lamps, 
$72.00 ;  same  service  as  above  from  April  Ut  to  Septeih- 
ber  1st,  I  lamp,  $25.00,  2  lamp*,  $24.00;  from  Sepiemljer 
1st  to  April  l8t,  1  lamp,  $65.00,2  lamps,  $60.00.    Until 

9  P.M.  SIX  nights  a  week,  1  lamp  $120.00  per  year,  2 
lamps  $108.00.  Same  service  fh>m  April  Uttu  September 
Ist,  1  lamp  $40.00,  2  or  more  lamps  $36.00 ;  September 
1st  to  April  1st,  1  lamp  $84.00,  2  lumps,  $76.00.  Incan- 
descent lights,  by  meter,  250  ampere  hours  or  less,  1  2-10 
cents  per  hour;  240  to  500,  1  1-10  cents;  500  to  1,500, 1 
cent ;  1,500  to  2,500,  9-10  cents ;  2,500  to  3,500,  8-10  cents ; 
3,500  or  more,  7-10  cents. 

Arc  lights,  30  cents  per  lamp  per  night.  Incandescent 
lights,  80  and  90  cents  per  month ;  by  meter,  20  and  30 
cents  per  1,000  watt  hours.  Wiring  and  renewals  at  cost. 

Incandescent  lights,  $1.00  per  mo.,  16  c.  p.  lamp.  Original 
outfit  of  lamps  free.  Renewals  for  stores  furnished  by 
company ;  houses,  by  consumers. 

Arc  liffhts,  every  evening  except  Sunday,  $12.00  per  month ; 
3  nights  a  week,  $10.00  Incandescent  lights,  16  c.  p., 
6  evenings  a  week  until  10.30  p.m.,  $1.00  and  renewals; 
3  evenings,  87  cents;  1  evening,  75  cents  per  nionih. 
Meter  rates  1  cent  per  hour.  Special  rates  in  many 
cases.    Exposed  wiring,  free.    Renewals,  60  cents  each. 

Arc  lights,  $125.00  per  year  for  drug  stores,  $80.00  for 
grocery  stores.  Incandescent  lights,  1  cent  per  hour,  16 
c.  p.  lamps. 

Arc  lights,  single  lamp,  $80.00  per  year  for  drug  stores, 
$70.00  elsewhere;  2  lamps,  10  per  cent,  discount;  3, 
15  per  cent,  discount.  Incandescent  lights,  $10.00  per 
year  for  one  16  c.  p.  lamp,  $50.00  for  six.  Wiiing,  com- 
mercial free.    Domestic  by  contract.    All  renewals  free. 

Incandescent  lights.  6  nights  per  week  till  6.30  p.m.,  $6.00 
per  year;  till  6.30  p.m.  ordinarily  and  till  10  p.m.  2  nights 
per  week,  $7.20;  till  6.30  p.m.  ordinarily  and  till  10  p.m. 
3  nighu  per  week,  $7.80;  till  6  30  p.m.  ordiparlly  and  till 

10  P.M.  4  nighis  per  wefk,  $8.40;  till  9  p.m.  6  nights  per 
week,  $8.40;  till  10  p.m.  6  nights  per  week,  $10.00;  till 

11  P.M.  6  nights,  $1 1.00.  Prices  for  16  c.  p.  lamps.  Dis- 
count of  5  per  cent,  on  bills  paid  within  5  days.  Wiring 
and  lamp  renewals  at  cost. 

Arc  lights,  30  7-20  cenU  per  night. 

Arc  lights,  $60.00  per  year. 

Arc  lights,  one,  50  cents  per  night ;  more  than  one,  45  cents 
each.  Incandescent  lights,  1  cent  per  ampere  hour. 
Renewals  free. 

Arc  lights,  $8.00  per  mo.  Incandescent  lights,  $1.00  per 
mo. 

Arc  lights,  single  lamp,  4  nights  per  week  till  10  p.m.,  $60.00 
per  year;  till  12  p.m.,  $76.00;  every  night  (except  Sun- 
day) till  10  P.M.,  $75.00  per  year;  till  12  p.m.,  $90  00. 
Incandescent  lights,  single  himp  16  c.  p.,  every  night  till 
10  p.M  ,  $10.00  per  year;  till  12  p.m.,  $12.00;  till  day- 
light, $18.00;  20  c.  p.  till  10  p.m.,  $12.00  per  year;  till 
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Union 


(Franklin),   .  | 


Unitod(8pringfleld), 


Uxbridge  and  North- 
bridge,  . 


Waltham, . 


Walworth  (Boston), 
Ware, 


Webster,   . 
Westboroogh, 


12  p.M  ,  $15.00;  till  daylight,  $21.00.  Above  20  c.  p. 
special  races.  By  meter,  20  cent«  per  1,000  watt  hoars. 
Wiring  and  renewals  at  cost. 
Arc  lights,  35  cents  to  70  cents  per  lamp  per  night.  Incan- 
descent lights.  lUieA  per  lamp  per  year  for  domestic 
liffhUng:  let  lamp,  $9.0();  2d,  $8.00;  3d,  $7.00;  4tb, 
$6.00;  6th,  $5.00;  6th,  $4.00;  7th  and  all  others,  $3.00. 
Rates  per  lamp  per  vear  for  business  lighting  until  6 
P.M.  ordinarily  and  10  p.m.  I  night  per  week:  10  c.  p. 
lamps,  $1.50  each;  16  c.  p.,  $7.00;  25  c.  p.,  $9.25;  50 
C.  p.,  $17  50 ;  100  c.  p..  $33.50 ;  150  c.  p..  $49.00.  Until  6 
P.M.  ordinarily  and  10  p.m.  2  nights  per  week :  10  c.  p. 
lamps.  $6  50  each;  16  c.  p.,  $8.00;  25  c.  p.,  $10.75;  50 
c.  p..  $20  00;  100  c.  p.,  $38.50;  150  c. p.,  $56.00.  Until  6 
P.M.  ordmarily  and  10  p.m. 3  nights  per  week:  10  c  p. 
lamps,  $7  50  each;  16  c  p.,  $9.00;  2o  c.  p ,  $12.00;  50 
C.  p  ,  $22.50;  100  c.  p.,  $43  25;  150  c.  p.,  $60.00.  Until 
8  P.M.  ordinarily  and  V4  p.m  1  night  per  week :  10  c.  p. 
lamps,  $8.00  each;  16  c.  p.,  $10.00;  2o  c.  p  ,  $13.2-5;  50 
c.  p..  $25.00;  100  c.  p..  $48.00;  150  c.  p.,  $70.00.  Until 
10  p.M  every  night:  10  c.  p.  lamps,  $9.00  each ;  16  c.  p , 
$11.00;  2.5  c.  p..  $14.75;  50  c.  p..  $2760;  100  c.  p., 
$52.75 ;  150  c.  p.,  $77  00.  Until  12  p.m.  every  night :  10 
c  p  lamps,  $10.00  each;  16  c.  p.,  $12.00;  25  c.  p., 
$16.00;  50  c.  p,  $30.00;   100  c.  p.,  $57.50;   150  c.  p, 


$84.00.    All  night  and  every  night :  10  c  p.  lamps,  $13.00 

*  "'^  '"'  .25;  60  c.  p.,  $40.00; 

Lamps  and  renewals 


each;  16  c.  p..  $16.00;  25  c.  p.,  $21.25;  60  c.  p.,  $40.00; 
100  c.p.,$76.76;  150c.  p.,  $112.00.     " 


free.    Interior  wiring  at  cost. 

Incandescent  lights,  I  cent  per  hour,  16  c.  p.  lamps  by 
meter.    Wiring,  $2.00  per  light  open,  $3.00  concealed. 

Arc  lights,  6  or  7  nights  per  week  till  12  p.m.,  I  light,  $12  50 
per  mo.;  2  lights,  $ll.87A;  3  lights,  $11.25;  4  lights, 
$10.62^ ;  5  lights.  $10.00 ;  4  or  5  nights  per  week,  1  light, 
$10.00;  2  lights,  $9.50;  3  lights,  $9.00 ;  4  lights,  $8.50 ;  5 
lights,  $8.00  each.  Disooant  20  per  cent,  from  al>ove 
prices  if  paid  on  or  before  the  16th  of  the  month.  Incan- 
descent lights,  20  c.  p.,  6  or  7  nights  per  week,  $1.35  per 
mo.;  6  nights  per  week.  $1J)0  each;  4  nights  per  week, 
$1.25  each.  Discount  36  cents  per  ii^ht  if  paid  on  or 
before  the  16th  of  the  month.  32  c.  p.^,  6  or  7  nichts  per 
week,  1  light,  $2.75;  2  lights,  $2.62;  3  lights,  $2  48;  4 
lights,  $2.34;  5  lights,  $2.20;  4  or  6  nights  per  week,  1 
light,  $2.50;  2  lighu,  $2  38;  3  lights,  $2.25;  4  lights, 
$2.12;  5  lights,  $2  00  each;  65  c.  p.,  6  or  7  nights  per 
week,  1  light,  $5.00;  2  lighu,  $475;  Slights,  $4.50;  4 
lights,  $4.25;  5  lights,  $4.00;  4  or  5  nights  per  week,  1 
light.  $4.50;  2  lights.  $4.28;  3  lights,  $4.06;  4  lights, 
$3  83;  6  lights,  $3.60  each.  Discount  10  per  cent  from 
these  prices  if  paid  on  or  before  the  15th  of  the  month. 
Inside  wiring  and  lamp  renewjils  at  expense  of  consumer. 

Arc  lights,  60  cents  per  day.  Incandescent  lights,  1  cent 
per  hour,  or  $20.00  per  year.    Lamp  renewals  free. 

Arc  lights,  $6  25  per  mo.  Incandescent  lights,  6  nights 
per  week  until  10  p.m  ,  $1.00  per  mo. ;  until  9  p.m.,  83 
cents  per  mo. ;  3  nights  per  week  nntil  10  p.m.,  67  cents 
per  mo. ;  by  meter,  20  cents  per  1,000  watt  hours.  Wiring 
and  renewals  at  cost. 

Arc  lights,  $80.00  per  lamp  per  year.  Incandescent  lights, 
1  light  until  12  p.m.,  $10.00  per  year;  5  lights,  5  per  cent, 
off;  10  lights  or  more,  10  per  cent.  off.  Wiring,  stores, 
ft-ee ;  houses  at  cost ;  renewals  free. 

Arc  lights,  $80  00  per  year.  Incandescent  lights,  $7.50  per 
year  for  16  c.  p.  lamp;  $9.00  for  20  c.  p.  lamp.  Wiring 
at  cost;  renewals  75  cents  each. 
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SAME  OF  COMPANY. 


Prlott  for  Commerdal  Lights. 


Westfleld, . 


Weymouth, 


Whitman, 


WiDcbendon, 


WobnrD, 


Worcester, 


Arc  liirbtB,  $100.00  per  year  payable  monthly.  A  discount 
of  10  per  cent,  is  miide  for  each  week-day  night  on  which 
the  lamp  is  not  burned  after  6  p.m.  Ini-andesci  nt  lights, 
for  1  16  c.  p.  lamp  every  night  until  11  p.m.,  $1.25  per 
mo.;  every  night  except  Sunday  until  U  p.m  ,  $1.15; 
6  niffbU  until  9  p.m.,  1  night  until  11  p.m.,  $1.00; 
4  nights  hmii  8  p.m,  2  nights  until  11  p.m.,  85 
centb;  3  nights  until  6  p.m.,  2  nights  until  9  p.m., 
1  night  until  11  p.m  ,  70  cents  per  mo. ;  10  c.  p.  lamps,  25 
per  cent,  less  than  above  rates ;  20  c.  p.  lamps,  20  per 
cent,  more  than  above  rates.  Exposed  wiring  free; 
lamps  and  renewals  at  cost. 

Incandescent  lights,  16  c.  p.  lamps,  7  nights  per  week, 
$10.00  per  year;  6  nishts,$9.50;  6  nights,  $9.00;  4ni((hts, 
$b50.  Wiring,  $3.00  per  light  for  concealed  work; 
renewals,  16  c.  p.  lamps,  65  cents  each,  with  rtbaie  of  5 
cents  for  lamp  bases. 

Arc  lights,  4  nights  per  week  until  10  p.m.,  $60.00  per  year; 
until  midnight,  $75  00;  6  nights  per  week  until  10  p.m  , 
$75  00;  until  midnight,  $90  00.  Incandescent  lights,  16 
c.  p.,  until  10  P.M.,  $10.00  per  lamp  per  year;  uniil  mid- 
night, $12  00 ;  until  day-light,  $18.0U ;  20  c.  p  lamps  until 
10  p.m.,  $12.00;  until  midnight,  $15.00;  until  da> -light, 
$21.00.    Renewals  at  custoiuers'  expense. 

Arc  lights,  4  nights  per  week  until  10  p.m.,  $60.00  per  year ; 
until  midnigbt,  $/5  00;  6  nights  per  week  until  10  p.m. 
$75  00;  until  midnight,  $90.00.  Incandescent  lights,  16 
c.  p.,  until  10  P.M.,  $10.00  per  lamp  per  year;  until  mid- 
night, $12  00;  until  dav-light,  $18.00.  20  c.  p.  lamps 
until  10  p.m.,  $12.00;  until  midnight,  $15.00;  until  day- 
light,  $21.00;  alx>ve  20  c.  p.,  special  rates.  By  nieter 
for  residences,  20  cents  per  1,000  wntt  hours,  in  other 
cases  30  cents  per  1,000  watt  hours.  Meter  rental,  25 
light  meter,  $2.00  per  year;  50  light,  $2  50;  100  light, 
$4.00.  Wiring  at  cost.  Lamp  renewals,  75  cents  each. 
No  contracts  made  for  less  than  one  year. 

Arc  lights,  7  nights  per  week,  $9.00  per  mo. ;  6  nights, 
$8.00;  5  nights,  $7.00;  4  or  less,  $6  00.  Incamdescent 
lights,  6  or  7  nights  per  week,  $12.00  per  year;  5  nights, 
$11.00;  4  or  less,  $10.00.  Wiring  at  cobt;  renewals 
free. 

Arc  lights,  1  light  for  4  mos  daily,  70  cents ;  for  8  mos. 
daily,  and  Saturdays  for  12  mos  ,  60  cents  per  night ;  2 

•  lights  for  4  mos.  daily,  65  cents  each  per  night ;  for  8 
mos.  diiily,  and  Saturdays  for  12  mos  ,  o5  centb  each  per 
night;  3  lights  for  4  mos.  daily,  60  cents  each  per  night; 
for  8  mos.  daily,  and  Saturdays  for  12  mos.,  50  cents 
each  per  night.  One  or  more  lights  every  night  in  the 
year,  50  cents  each.  Incandescent  lights,  6  nights  per 
week,  until  9  p.m.,  $1.00  per  mo. ;  nntii  10.30  p.m.,  $1.25 
per  mo.;  until  11.30  p.m.,  $1.50  per  mo.;  7  nights  per 
week,  until  10.30  p.m.,  $1.50  per  mo. ;  until  12  p  m.,  $1.75 
per  mo. ;  all  night,  $2.00  per  mo.    Renewals  free. 


Cases  pending  before  the  Board  Dec.  81,  1891. 
Appeal  of  the  Lawrence  Gas  Company  from  the  decision  of  the 
selectmen  of  I^orth  Andover,  giving  the  Merrimack  Valley  Horse 
Bailroad  Company  the  right  to  erect  poles  and  maintain  electric 
lights  in  the  streets. 
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Appeal  of  the  Braintree  Electric  Company  from  the  consent  of 
the  selectmen  of  Braintree,  allowing  A.  S.  Morrison  &  Brothers 
and  others  to  run  wires  over  certain  streets. 

Appeal  of  the  Boston  Electric  Light  Company  and  the  Edison 
Electric  Illuminating  Company  from  the  decision  of  the  aldermen 
of  Boston,  allowing  certain  parties  to  run  wires  over  Summer  Street. 

Appeal  of  the  Marlborough  Gas  Light  Company  from  the  deci- 
sion of  the  selectmen  of  Marlborough,  giving  the  Citizens'  Gas 
Company  permission  to  lay  gas  pipes  in  the  streets. 

Appeal  of  the  Randolph  and  Holbrook  Electric  Company  and 
Edward  H.  Galligan  and  others  from  the  decision  of  the  selectmen 
of  Randolph,  permitting  the  Randolph  and  Holbrook  Light  and 
Power  Company  to  erect  poles  in  the  streets. 

Appeal  of  the  Bristol  County  Electric  Company  from  the  decision 
of  the  aldermen  of  Taunton,  refusing  it  permission  to  erect  poles 
and  wires  in  the  streets. 

Appeal  of  P.  H.  Alexander  et  al,  from  the  decision  of  the 
selectmen  of  Peabody,  refusing  permission  to  maintain  poles  and 
wires  in  the  streets. 

Petition  of  the  Natick  Gas  Light  Company  for  authority  to 
supply  electric  light. 

Appeal  of  the  Wakefield  Electric  Light  and  Power  Company 
from  the  decision  of  the  selectmen  of  Wakefield,  refusing  permission 
to  maintain  poles  and  wires  in  the  streets. 

Appeal  of  the  Framingham  Gas,  Fuel  and  Power  Company  from 
the  decision  of  the  selectmen  of  Framingham,  granting  permission 
to  the  Framingham  and  Ashland  Gas  Light  Company  to  dig  up  the 
streets  for  gas  pipes. 

Appeal  of  the  Consumers'  Gas  Company  from  the  action  of  the 
Board  of  Aldermen  and  the  Board  of  Public  Works  of  the  city  of 
New  Bedford,  refusing  to  allow  it  to  dig  up  the  streets  for  gas  pipes. 

JEREMIAH  W.  COVENEY. 

FORREST  E.  BARKER. 

CHARLES  A.  TOWNE. 
Boston,  Jan.  6, 1891.  . 
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BALANCE  SHEETS  AND  PROFIT  AND  LOSS 
ACCOUNTS,  JUNE  30,  1891. 

[From  the  returne  made  m  corrected  by  the  Board.] 


ADAMS  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

R«al  estate $3,585  48 

Sfwim  plant, 11.767  96 

Electric  plant, 6,819  96 

Lines,  meters,  lamps  and  globes, 9,316  37 

Incandescent  installation 912  48 

Dae  for  electric  ligbt  and  power, 1,071  93 

Foel  on  band, 63  95 

Carbons  on  hand, 18  00 

OU  and  waste  on  band, 19  85 

Incandescent  lamps  on  hand, 22  50 

Globes  on  hand, 6  25 

Other  electric  materials  on  hand, 382  15 

Cash  on  hand, 26  31 

Total  assets,  as  per  books  of  the  company, $34,002  19 

ProfitandlosB  balance 2,105  23 

$36,107  42 
Liabilities. 

Capital  stock, $8,500  00 

Notes  payable, 9,875  00 

Unpaid  bills, 17,732  42 

Total  liabilities,  as  per  books  of  the  company,         ....  $36,107  42 

PfiOFiT  AND  Loss  Account. 

Dr.  ch. 

Balance  June  30,  1890, $1,396  34 

Balance  of  electric  manofactoring  account,     ...  145  36 

Interest  paid 463  53 

Balance  June  30, 1891 $2,105  23 


$2,105  23        $2,105  23 
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ADAMS  GAS  LIGHT  COMPANY. 

A88BT8. 

Real  estate, $20,005  60 

Machinery  and  manufacturiDg  appliances, 6,002  05 

Meters 1,350  74 

Due  for  gas 401  95 

Gas  coal  on  hand, 816  08 

Tar  on  hand, 350  00 

Enricbers  on  hand, 212  50 

Gas  fixtures  on  hand, 478  82 

Sundry  accounts  due  the  company, 7,128  29 

Office  furniture 300  7» 

Cash  on  hand, 658  85 

Total  assets,  as  per  books  of  the  company, $37,705  63 

Liabilities. 

Capita]  stock, $17,300  00 

Unpaid  bills, 17  39 

Total  liabilities,  as  per  books  of  the  company,         ....  $17,31739 

Profit  and  loss  balance 20,388  24 

$37,705  63 
Profit  and  Loss  Account. 

De.  Cr. 

Balance  June  30,  1890 $21,081  74 

Balance  of  gas  manufacturing  account,    ....  5,17651 

Dividends  declared, $3,460  00 

Rebate  to  manufacturers  who  are  stockholders,      .       .  2,410  01 

Balance  June  30, 1891, 20,388  24 

$26,258  25  $26,258  25 


AMESBURY  ELECTRIC  LIGHT. 
(See  Electric  Light  and  Patent  Flooring  Company.) 


AMESBURY  AND   SALISBURY  GAS  COMPANY. 

Assets. 

Real  estate $4,875  96 

Machinery  and  manufacturing  appliances, 40,255  50 

Street  mains, 16,250  00 

Meters 1^663  31 

Due  for  gas 639  90 

Gas  coal  on  hand, 1,000  00 

Enricbers  on  hand, 240  00 

Purifying  materials  on  hand, 25  00 

Office  furniture, 80  00 

Cash  on  band, 1,815  29 

Total  assets,  as  per  books  of  the  company, $66,844  98 
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Liabilities. 

Capital  stock, |60,000  00 

Total  liabilitiee,  as  per  books  of  the  company,         ....  |60,000  00 

Profit  and  loss  balance, 6,844  98 

^66,844  98 

Profit  and  Loss  Account. 

Db.  Cs. 

Balance  June  30, 1890, $5,400  42 

Balance  of  gas  mannfactarlng  account,  ....  3,289  56 

Other  items  of  Income, 555  00 

DWidends  declared, $2,400  00 

Balance  June  30, 1891, 6,844  98 

$9,244  98  $9,244  98 


AMHERST  GAS  COMPANY. 
Assets. 

Real  estate  (gas), 1         ....  $7  978  18 

Machinery  and  mannfacturing  appliances  (gas),  j                         '       '  ^' 

Street  mains  (gas), 6,615  77 

Meters  (gas), 1,448  49 

Dae  for  gas 669  15 

Coke  on  hand, 98  45 

Enricbers  on  hand, 370  80 

Real  estate  (electric), 1,298  77 

Steam  plant  (electric),      .       .  \ 

Electric  pUnt,    .        .       .        .    V 31,598  32 

Lines,  meters,  lamps  and  globes,  J 

Due  fur  electric  light  and  power, 668  21 

Fuel  on  hand  (electric  light), 8093 

Oil  and  waste  on  hand 86  69 

Incandescent  lamps  on  hand, 178  25 

Other  electric  materials  on  hand, 1,102  40 

Sundry  accounts  due  the  company, 686  16 

Office  fomitnre, ^5  15 

Cash  on  hand 175  32 

Total  assets,  as  per  books  of  the  company, $53,11104 


Liabilities. 

CapiUl  stock, $25,000  00 

Bonds  issued 18,500  00 

Unpaid  bills, 935  96 

Interest  due  bnt  not  paid, 462  50 

Total  liabtlities,  as  per  books  of  the  company $44,898  46 

Profit  and  loss  balance, 8,212  58 


$53,111  04 
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Pbopit  and  Lo88  Account. 

Balance  Jane  30, 1890,  .... 
Balance  of  gas  manufactaring  acconnC,  . 
Balance  of  electric  manufacturing  account, 

Interest  paid, 

Other  items 

Balance  June  30, 1891,      .... 


Db. 

Cr. 

^6,766  27 

2,037  89 

264M 

f  846  U 

8  48 

8.212  58 

$9,067  20       $9,067  20 


ANDOVER  ELECTRIC  COMPANY.    (See  at  end.) 


ARLINGTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $1,000  00 

Machinery  and  manufacturing  appliances, 35,000  00 

Street  mains, 34,000  00 

Due  for  gas, 3,265  49 

Gas  coal  on  hand, 4,586  95 

Cash  on  hand, 2,634  31 

Total  assets,  as  per  books  of  the  company, $80,486  76 

Liabilities. 

Capital  stock, $70,000  00 

Unpaid  bUls, 708  00 

Amounts  due  from  the  company,  not  included  above,    ....  2«887  65 

Total  liabilities,  as  per  books  of  the  company,         ....  $73,595  65 

Profit  and  loss  balance, 6,891  10 

$80,486  75 
Pbopit  and  Loss  Account. 

Db.  cb. 

Balance  June  30, 1890, $6,600  73 

Balance  of  gas  manufacturing  account,    ....  5,14416 

DiYidends  declared, $4,200  00 

Construction  charged  off, 553  79 

Balance  June  30,  1891 6,891  10 

$11,644  89  $11,614  89 

ATTLEBOROUGH  GAS  LIGHT  COMPANY. 

Assets. 

Heal  estate $12,136  05 

Machinery  and  manufacturing  appliances 24,551  84 

Street  mains, 10.979  00 

Meters, 1,958  05 

Due  for  gas, 1,804  62 

Gas  coal  on  hand, 3,059  10 

Coke  on  hand, 160  00 

Tar  on  hand, 157  89 

Purifying  materials  on  hand, 1100 

Other  gas  materials  on  hand, 359  73 

Stoves  on  hand, 269  90 

Sundry  accounts  due  the  company, 32  48 

Office  furniture 131  20 

Cash  on  hand, 702  70 


Total  assets,  as  per  books  of  the  company,      .       .       ,       ,    ^^    $56,313  56 

^6' 
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Liabilities. 

Capital  stock, 946,400  00 

Unpaid  bUlf , 8  23 

Total  liabilities,  as  per  books  of  the  oompany,       ....     946,408  23 
Profit  and  loss  balance, 9,905  33 

956,313  56 

Peofit  and  Loss  Account. 

Da.  Cr. 

Balance  June  30, 1890, 96,781  67 

Balance  of  gas  manufactnring  account,   .       .       .       .  7,836  66 

Dividends  declared, 94,640  00 

Depreciation, 72  00 

Balance  Jane  30, 1891, 9,905  33 

914,617  33      914,617  33 


BAY  STATE  GAS  COMPANY. 
Assets. 

Real  estate, ^ 

Machinery  and  manafactorlng  appliances,  I  94  950  000  00 

Street  mains, [ »»      » 

Meters, J 

Due  for  gas, 

Oas  coal  on  hand, 

Coke  on  hand, 

Tar  on  band, 

Enrichers  on  hand, 

Parifjring  materials  on  hand, 

Other  gas  materials  on  hand, 

Oas  on  hand, 

Works  improvement, 

Horses,  wagons,  etc., 

Sundry  accounts  due  the  company, 

Cash  on  hand, 

Notes  receivable, 

Investments, 

Total  assets,  as  per  books  of  the  company, 95,130,732  10 

Liabilities. 

Capital  stock, 9600,00000 

Notes  payable, 4,512,000  00 

Unpaid  bills, 86,024  40 

Amounts  due  ftom  the  company,  not  included  above 4,674  22 


34,846  00 

20,945  17 

65  86 

130  00 

17,702  49 

1,756  U 

959  81 

974  00 

66,147  93 

790  60 

36  88 

2,379  34 

9,000  00 

25,000  00 

Total  liabilities,  as  per  books  of  the  company, 95,101,698  62 

Profit  and  loss  balance,    .       • 29,033  48 


95,130,732  10 
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Profit  and  Loas  Account. 

Ds.  Cr. 

Balance  Jane  30, 1890, $20,975  33 

Balance  of  gatf  manufacturing  account 345,936  20 

Tar 9,471  73 

Interest  recelyed, 875  00 

Mains 100,000  00 

Refunded  by  contractor 25,000  00 

Dividends  declared $50,000  00 

Interest  paid, 423,494  78 

Balance  June  30,  1891, 29,033  48 

$602,528  26  $502,528  26 


BEVERLY  GAS  LIGHT  COMPANY. 

A88BT8. 

Real  estate $23,000  00 

Machinery  and  manufacturing  appliances  (gas), 8,207  84 

Street  mains  (gas), 14,079  50 

Meters  (gas), 3,706  90 

Due  for  gas, 3,410  76 

Gas  coal  on  band, 1,580  00 

Coke  on  hand, 4  80 

Tar  on  hand, 20  00 

Enrichers  on  hand, 24  00 

Purifying  materials  on  hand, 7  00 

Other  gas  materials  on  hand, 24  13 

Stoves  on  hand, 323  00 

Gas  fixtures  on  hand, 515  82 

Real  estate  (electric) 15,986  92 

Steam  plant  (electric),      .       .       .       .    ^ 

Electric  plant, 1 38,423  36 

Lines,  meters,  lamps  and  globes,     .       .    J 

Due  for  electric  light  and  power, 930  66 

Fuel  on  hand  (electric  Ugtit) 17  00 

Carbons  on  hand, 6  00 

Oil  and  waste  on  hand, 40  06 

Incandescent  lamps  on  hand, 29  40 

Globes  on  band» 9  50 

Sundry  accounts  due  the  company, 392  00 

Office  furniture, 382  23 

Cash  on  hand, 844  80 

Investments, 1,000  00 

Total  assets,  as  per  books  of  the  company, $112,965  68 

Liabilities. 

Capital  stock, $60,000  00 

Special  stock, 11,800  00 

Notes  payable 19,605  00 

Unpaid  bills, 5,767  42 

Total  liabilities,  as  per  books  of  the  company,        ....  $97,172  42 

Profit  and  loss  balance, 15,793  26 


$112,965  68 
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Pbofit  and  Loss  Account. 

Db.  Cr. 

Balance  Jane  30, 1890, $10,629  98 

Balance  of  gas  manufacturing  acoonnt,    ....  7,02346 

Balance  of  electric  mannfacturing  account,     .        .       .  2,590  56 

Interest  received, 257  98 

Rents, 84  00 

Other  items  of  income, 67  18 

DiTidends  declared, $3,560  00 

Interest  paid 1,298  37 

Other  items, 11  53 

Balance  June  30, 1891, 16.793  26 

$20,653  16      $20,653  16 


BLUE  HILL  ELECTRIC  COMPANY   (CANTON). 

Assets. 

Real  estate $3,742  40 

Steam  plant, 5,428  33 

Electric  plant, 10,077  52 

Lines,  meters,  lamps  and  globes, 16,754  00 

Due  for  electric  light  and  power, 851  81 

Fuel  on  hand, 20  40 

Horses,  wagons,  etc 300  00 

Sundry  accounts  due  the  company, 108  10 

Cash  on  hand, 13  86 

Totalassets,  as  per  books  of  the  company, $36,796  42 

Liabilities. 

Capital  stock, $20,000  00 

Bonds  issued, 16,000  00 

Unpaid  bills,      .        .                209  25 

Interest  due  but  not  paid, 480  00 

Total  liabilities,  as  per  books  of  the  company, $36,689  25 

Profit  and  loss  balance, 107  17 

$36,796  42 

PROTIT  AND  Loss  ACCOVNT. 

Dh.  Cr. 
Balance  of  electric  manufkcturing  account,     .       .       .           $365  91 

Wiring, $953  08 

Interest, 480  00 

Balance  June  30, 1891 107  17 

$953  08  $953  08 


BOSTON  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $336,786  80 

Steam  pUnt, 228,510  16 

Electric  plant, 299,907  00 
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Lines,  meters,  lamps  and  globes, f  744,330  47 

Dae  for  electric  light  and  power, 29,017  72 

Fuel  on  band, 13,549  06 

Carbons  on  hand, 1,063  18 

Oil  and  waste  on  hand, 96  61 

Incandescent  lamps  on  hand,  .       . 2,411  83 

Olobes  on  hand 1,320  01 

Other  electric  materials  on  hand, 14,598  89 

Motors  on  band, 1,256  90 

Horses,  wagons,  etc., 832  39 

Sundry  accounts  due  the  company, 2,282  06 

Office  furniture, 1,661  83 

Cash  on  hand, 10,120  58 

Total  assets,  as  per  books  of  the  company, f  1,687,744  49 

Liabilities. 

Capital  stock .       .f  1,076,000  00 

Bonds  Issued 300,000  00 

Notes  payable,  ...  * 88,078  62 

Unpaid  bills, 28,396  39 

Interest  due  but  not  paid 6,051  25 

Total  liabilities,  as  per  books  of  the  company ^1,498,526  26 

Profit  and  loss  balance, 189,218  23 

91,687,744  49 

Propit  and  Loss  Account. 

Db.  Ce. 

Balance  June  80, 1890, ^154.806  61 

Balance  of  electric  manufacturing  account,    .        .       .  123,797  86 

Premium  on  bonds  sold, 720  00 

Rents 3,252  49 

Other  items  of  Income, 3,799  58 

Interest  paid, ^22,128  21 

Dividends  declared 62,280  00 

Paid  leased  companies, 12,750  00 

Balance  June  30,  1891 189,218  23 

9286,376  44  $286,376  44 


BOSTON  GAS  LIGHT  COMPANY. 

AS8BT8. 

Real  estate, $1,864,121  42 

Machinery  and  manufacturing  appliances, 3,041,443  19 

Street  mains, 1,924,402  27 

Meters, 378,833  35 

Due  for  gas, 136,104  40 

Gas  coal  on  band 121,856  42 

Coke  on  hand, 14,363  34 

Tar  on  hand, 9,525  87 

Enrichers  on  hand, 2,204  05 

Pnrliying  materials  on  band, 699  80 

Other  gas  materials  on  hand, 50,748  42 
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Oas  on  hand, 92,435  62 

Work  in  process  of  constraction,  not  completed 72,293  66 

Sundry  accoants  due  the  company, 172»187  52 

Office  famitare, 475  50 

Cash  on  hand 142,873  71 

Notes  receiTable, 25,000  00 

Ammonia, 574  79 

Total  assets,  as  per  books  of  the  company, ^7,460,233  13 

Liabilities. 

Capital  stock 92,500,000  00 

Notes  payable, 150,000  00 

Unpaid  bUIs, 120,228  19 

Deposits, 24,245  54 

Reserve  and  contingent  fnnd,  I 3^  ^^ 

Depreciation  fnnd,    .       .       / 

Amounts  due  from  the  company,  not  inclnded  aboTe 12,708  92 

Total  liabilities,  as  per  books  of  the  company,         ....  93,103,913  46 
Profit  and  loss  balance, 4,356,319  67 

9M6O.233I3 
Profit  and  Loss  Account. 

Or.  Cr. 

Balance  Jane  30, 1890, $4,317,097  85 

Balance  ofgasmano factoring  account,    ....  224,96896 

Bents, 7,466  24 

DiTidends  declared. 9187,600  00 

Interest  paid 5,713  38 

BalanceJuneSO,  1891 4,356,319  67 

94,549.533  0694,549,533  05 


BRIDGEWATER  ELECTRIC  COMPANY. 

Assets. 

Real  estate, 92,941  97 

Steam  plant, 3,864  02 

Electric  plant, 5,289  25 

Lines,  meters,  lamps  and  globes 15,878  50 

Due  for  electric  light  and  power, 48  90 

Fuel  on  hand, 25  50 

Carbons  on  hand, 49  50 

Oil  and  waste  on  hand,     .     ' 71  21 

Globes  on  hand, 7  05 

Cash  on  hand, 150  79 

Total  assets,  as  per  books  of  the  company, 928,326  69 

Profit  and  loss  balance, 1,915  79 

930,272  48 

Liabilities. 

Capital  stock, 915,000  00 

Notes  payable, 9,378  29 

Unpaid  bills, 5,683  55 

Interest  accrued, 210  64 

Toul  liabilities,  as  per  books  of  (he  company, 930,272  48 
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Pbofit  and  Lo88  Account. 

Dr.  Cs. 

Balance  June  80, 1890, ^1,492  00 

Balance  of  electric  manufactnrlng  account,     .        .       .  ^392  36 

Error  in  liabilities  returned  June  30, 1890,      ...  635  61 

Interest, 210  64 

Balance  June  30, 1891, 1,945  79 


92,338  15       92,338  15 


BROCKTON  GAS  LIGHT  COMPANY. 
Assets. 

Real  estate, 949,000  00 

Machinery  and manufiictoring  appliances,  \ 

Street  mains. / ^^^^^  ^* 

Meters, 3,021  99 

Due  for  gas, 8,500  38 

Gas  coal  on  hand 2,491  87 

Coke  on  hand -  119  00 

Tar  on  hand 1  38 

Enrichers  on  hand, 2  00 

Purifying  materials  on  hand, 80  00 

Other  gas  materials  on  hand 2  060  82 

Stoves  on  hand, 721  99 

Gas  fixtures  on  hand, 74  35 

Gas  on  hand, 27  50 

Gas  lamp 2,803  40 

Horses,  wagons,  etc. 484  90 

Sundry  accounts  due  the  company, 1,208  75 

Office  furniture 164  15 

Cash  on  hand, 1,037  50 

Investments, 17,339  67 

Total  assets,  as  per  books  of  the  company, 9193,18129 

Profit  and  loss  balance 32,991  67 


9226,172  96 


Liabilities. 

Capital  stock, 9100.000  00 

Bonds  issued, 100,000  00 

Notes  payable,  .       .       , 12,000  00 

Unpaid  bills 14,172  96 

$226,172  96 
PaoriT  AND  Loss  Accofnt. 

Dr.  Cb. 

Balance  Jane  30, 1890 920,178  87 

Balance  of  gas  manafactaring  account,   ....  9^07597 

Rents, 275  00 

Other  items  of  income 340  05 

Dividends  declared 7.000  00 

Interest  paid, 5,844  01 

Cancellation  of  lease 15,000  00 

Depreciation, 559  81 

Balance  June  30, 1891, 32,991  67 


$18,582  69      948,582  69 
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BROOKLINE  GAS  LIGHT  COMPANY. 

A88BT8. 

Real  estate  (gas), $194,918  83 

Machinery  and  manafactaring  appliances  (gas), 7.838  66 

Street  mains  (gas), 208,300  6.5 

Meters  (gas) ' 14,525  62 

Due  for  gas 19,593  74 

Gas  coal  on  hand, 20,229  20 

Tar  on  band, 860  00 

Enrichers  on  hand, 1,071  00 

Purifying  materials  on  hand, 165  60 

Other  Kas  materials  on  hand, 16,673  48 

New  works, 42,675  98 

Steam  plant  (electric), 18,222  67 

Electric  plant, 64.182  10 

Lines,  meters,  lamps  and  globes, 58,325  36 

Due  for  electric  light  and  power, 5,415  52 

Carbons  on  hand, 582  20 

Oil  and  waste  on  hand, 85  50 

Incandescent  lamps  on  hand, 924  12 

Globes  on  hand, 28  80 

Horses,  wagons,  etc., 1,206  00 

Sundry  accounts  dae  the  company 572  74 

Office  fumiiure, 549  00 

Cash  on  hand, 21 5,269  80 

Investments, 6,000  00 

Total  assets,  as  per  books  of  the  company, $897,746  57 

Liabilities. 

Capital  stock, $500,000  00 

Bonds  issued, 350,000  00 

Unpaid  bills, 1,764  37 

Deposits 405  00 

Total  liabilities,  as  per  books  of  the  company, .       .      ^       .       .  $852,169  37 

Profit  and  loss  balance, 45,577  20 

$897,746  57 
Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1890, $28,188  55 

Balance  of  gas  manufacturing  account,    ....  39,64708 

Balance  of  electric  manufacturing  account,     .        .       .  1,005  32 

Interest  received, 1,860  48 

Rents •       .        .        .        .  162  00 

Premium  on  sale  of  bonds  and  stocic,      ....  12,896  63 

Dividends  declared, $31,500  'OO 

Interest  paid 5,231  97 

Other  items, 1,450  89 

Balance  June  30, 1891, 45,577  20 

$83,760  06  $83,760  06 


CAMBRIDGE  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $69,294  58 

Steam  pU^nt, 91,597  33 

Electric  plant, 85,326  11 
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Lines,  metcn,  lamps  and  glolws, 997,890  92 

Franchise 15,000  00 

Dae  for  electric  light  and  power, 6,575  00 

Sundry  accoants  due  the  company, 16,901  43 

Cash  on  hand, 2,669  68 

Total  assets,  as  per  books  of  the  company f39 1,697  47 

Liabilities. 

Capital  stock, $200,000  00 

Bonds  issued, 140,000  00 

Notes  payable, 15,878  50 

Unpaid  bill 16,227  49 

Reserve  fund 10,000  00 

Total  liabilities,  as  per  books  of  the  company $382,105  99 

Profit  and  loss  balance, 9,585  48 

$391,691  47 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1890, $6,400  63 

Balance  ofelectric  manufacturing  account,     ...  36,18853 

Dividends  declared $12,000  00 

Interest  paid, 9.506  05 

Construction  charged  off, 1,497  63 

Reserve  fund, 10,000  00 

Balance  June  30,  1891 9,585  48 

$42,589  16  $42,589  16 


CAMBRIDGE  GAS  LIGHT  COMPANY. 


Assrts. 

Real  estate $64,767  66 

Machinery  and  manufacturing  appliaaoes,  "^ 

Street  mains, V 741,742  10 

Meters, j 

Due  for  gas, 35,888  74 

Gas  coal  on  hand, 22,565  18 

Coke  on  hand, 1,350  00 

Tar  on  band, 1,272  00 

Other  gas  materials  on  hand 8,356  20 

Lungren  lamps, 4,021  50 

Sundry  accounts  due  the  company, 6,248  40 

Notes  receivable 39  24 

Investments, 65,706  66 

Total  assets,  as  per  books  of  the  company, $951,957  68 

Liabilities. 

Capital  stock $700,000  00 

Deposits, 2,026  60 

Cash  balance, 355  01 

Amounts  due  from  the  company,  not  included  above,    .       .       .       .  85  14 

Tptal  liabilities,  as  per  books  of  the  company, $702,466  75 

Profit  and  loss  balance 249,490  93 


$951,967  68 
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Fbofit  and  Lo88  Account. 

Db.  Ca. 

Balance  Jane  30, 1890 ^222,452  28 

Balance  of  gas  manaflMtaringaeeouiit,  ....  9-5,16923 

Interest  received 1,250  28 

Rents, 629  14 

Dividends  declared, 970,000  00 

fiaUnce  Jane  30, 1891, 249,490  93 

$319,490  93  $319,490  93 


CANTON. 
(See  Blub  Hill  Electric  Company.) 


CHARLESTOWN  GAS  COMPANY. 

Assets. 

Real  estate  (gas) $511.7.54  56 

Street  mains  (gas) 1,547  28 

Dae  for  gas 16,976  21 

Gas  coal  on  band, 3,436  80 

Coke, 84  00 

Tar,            707  20 

Enricbers  on  band, 246  16 

Steam  plant  (electric), 21,666  12 

Electric  plant, 60,155  24 

Water-gas  plant, 20.660  00 

Due  for  electric  llgbt  and  power, 2,G92  24 

Fael  on  band, 851  59 

Electric  ligbt  extension,    ....       I 7,834  60 

Cash  on  band, 3.167  28 

Investments, 15,030  00 

Total  assets,  as  per  books  of  tbe  company $666,809  28 

LL/kBILITIB8. 

Capital  stock $500,000  00 

Notes  payable, 34,500  00 

Unpaid  bills, 1,489  32 

Deposits, 550  62 

Unpaid  dividends, 820  00 

Suspense  accoant, 137  71 

Reserve  fand, 50.590  59 

Total  liabilities,  as  per  books  of  tbe  company $588,088  24 

Profit  and  loss  balance, 78.721  04 

$666,809  28 
Pbopit  and  Loss  Account. 

v».  Cr. 

Balance  Jone  SO,  1890, $73,941  96 

Balance  of  gas  manafactaring  account 49,839  85 

Balance  of  electric  manafactaring  account,     .       •       .  5,821  57 

Rente, 144  00 

Otber  items  of  income, 478  89 

Dividends  declared $50,000  00 

Interest  paid, 1,505  23 

Balance  Jdne  30, 1891, 78.72104 

$130,226  27  $130,226  27      j 
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CHELSEA  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas) $170,000  00 

Machinery  and  mannfacturing  appliances  (gas),  ^ 

Street  mains  (gas), >         ....  130,00000 

Meters  (gas) J 

Due  for  gas, 9,466  27 

Gas  coal  on  hand 4.828  82 

Purifying  materials  on  band 200  00 

Stoves  on  band 231  63 

Real  estate  (electric) 3,160  48 

Steam  plant  (electric), 16,746  97 

Electric  plant, 29.790  48 

Lines,  meters,  lamps  and  globes 36,166  35 

Due  for  electric  light  and  power, 2,819  81 

Carbons  on  hand, 180  00 

Sundry  accounts  due  the  company, 461  13 

Cash  on  band, 5,892  74 

Total  assets,  as  per  books  of  the  company, $409,934  58 

Liabilities. 

Capital  stock, $300,000  00 

Notes  payable, 70,000  00 

Deposits 861  00 

Unpaid  dividends, 75  00 

Total  liabilities,  as  per  books  of  the  company $370,936  00 

Profit  and  loss  balance 38,998  58 

$409,934  68 
Propit  and  Loss  Account. 

Dr.  Cr- 

Balance  June  30. 1890 $53,301  56 

Balance  of  gas  manufacturing  account,  ....  21,323  09 

Balance  of  electric  manufacturing  account,     .       .       .  8,028  95 

Rents.        .       ., 192  00 

Other  items  of  Income, 403  40 

Dividends  declared, $18,000  00 

Interest  paid. 3,228  68 

Construction  charged  off, 23,02184 

Balance  June  30, 1891, 38,998  68  

$83,249  00  $83,249  00 


CHICOPEE  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $1,020  77 

Steam  plant 2,414  16 

Electric  plant, 6.524  76 

Lines,  meters,  lamps  and  globes, 4,296  99 

Due  for  electric  light  and  power, 304  90 

Carbons  on  hand, 20  00 

Oii  and  waste  on  hand, ft  00 

Cash  on  hand 224  90 

Total  assets,  as  per  books  of  the  company, $13,81148 
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Liabilities. 

Capital  stock $10,000  00 

Notes  parable, 2,300  00 

Unpaid  bills 724  06 

Profit  and  loss  balance, 787  43 

$13,811  48 
Pkofit  and  Loss  Account. 

Dt.  Cr. 

Balance  June  30, 1890, $1,936  31 

Balance  of  electric  mannfkctaring  account,      ...  190  94 

Interest  paid, $318  00 

Depreciation,     . 981  82 

Balance  June  30, 1891, 787  43 


$2,087  25       $2,087  25 


CHICOPEE  GAS  WORKS. 
Assets. 

Real  estate, $20,000  00 

Machinery  and  mannfacturing  appliances 1,684  00 

Street  mains, 6,500  00 

Meters 2,200  00 

Due  for  gas, 653  97 

Oas  coal  on  hand 1,575  00 

Coke  on  hand 125  00 

Tar  on  hand, 200  00 

Enrichers  on  hand, 6  00 

Purifjing  materials  on  hand, 25  00 

Sundry  accounts  due  the  company, 176  82 

Office  furniture, 100  00 

Cash  on  band, -  378  06 

Notes  receivable 18,500  00 

lavestments 10,000  00 

Totalassets,  as  per  books  of  the  company, $62,123  85 

Liabilities. 

Capital  stock $30,000  00 

Unpaid  bUIs, 789  48 

Total  liabilities,  as  per  books  of  the  company,         ....  $30,789  48 

Profit  and  loss  balance, 31,334  37 

$62,123  85 
Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1890, $30,628  48 

Balance  of  gas  manufacturing  account,  ....  4,03147 

Interest  leoeived, *  828  34 

Dividends  declared, $3,600  00 

Other  items, 553  92 

Balance  June  30, 1891, 31,334  37 

$35,488  29  $35,488  29 
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CITIZENS'  GAS  LIGHT  COMPANY   (QUINCY). 
Assets. 

Real  estate, $9,500  00 

Machinery  and  manafactoriDg  appliances, lft,000  00 

Street  mains,     •       .       .       .       . 32,245  00 

Meters, 2,835  75 

Due  for  gas, 880  00 

Gas  coal  on  band 2,305  50 

Coke  on  band, «  2000 

Tar  on  band, 373  00 

Purifying  materials  on  band, 50  00 

Stoves  on  band, 495  00 

Gas  fixtures  on  band, 200  00 

Horses,  wagons,  etc., 175  00 

Office  ftimiture '    .       .       .  100  00 

Cash  on  band 30  02 

Total  assets,  as  per  books  of  the  company, $64,21127 

Profit  and  loas  balance, 45,889  24 

$110,100  51 

LlABILITIBS. 

Capital  stock $53,000  00 

Notes  payable, 54,350  51 

Unpaid  bills, 2,000  00 

Interest  due  but  not  paid 750  00 

Total  liabilities,  as  per  books  of  the  company,        .       .       .       •  $110,100  61 

PBoyrr  and  Loss  Account. 

Dr.  Ch. 

Balance  June  30, 1890, $1,035  65 

Balance  of  gas  manufacturing  account,    ....  2,911  80 

Interest  received, 144  00 

Other  items  of  income, 941  42 

Dividends  declared $2,680  00 

Interest  paid, 1,611  65 

Revaluations, 11,361  05 

Old  liabilities  not  previously  returned,     ....         35,000  00 

Otber  items 469  41 

Balance  June  30, 1891, 45,889  24 

$50,922  11  $50,922  11 


CITIZENS'  GAS  LIGHT  COMPANY  (WAKEFIELD). 
Assets. 
Real  estate  (gas), 


'•} 


Machinery  and  manufactoring  appliances  (gas),  }-•...    $107,146  32 

Street  mains  (gas), 

Due  for  gas, 3,296  73 

Gas  coal  on  band, 2,750  00 

Coke  on  hand •       .  17  50 

Tar  on  hand, 40  70 

Enrichers  on  band 46  69 

Otber  gas  materials  on  hand, 1,651  96 

Stoves  on  hand 50  86 
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Beat  estate  (electric) 94,904  13 

Steam  plant  (electric) 12,499  17 

Electric  plant, 14,650  38 

Lines,  meters,  lamps  and  globes, 19,414  66 

Patent  righto, 5,000  00 

Dae  for  electric  ligbt  and  power, 206  94 

Carbons  on  hand, 12  00 

Oil  and  waste  on  hand, 12  00 

Incandescent  lamps  on  hand, 70  00 

Other  electric  materials  on  hand, 293  97 

Horses,  wagons,  etc., 516  00 

Sandry  accounts  due  the  company, 442  75 

OfBce  ftimiture, 74  25 

Cash  on  hand, 5,771  15 

Unexpired  insarance, 51  36 

Total  assets,  as  per  books  of  the  company, ^  178,921  41 

Liabilities. 

Capital  stock $95,300  00 

Bonds  issued, 46,855  82 

Notes  payable, 28,761  15 

Unpaid  bills, ,       .        .        .       .  6,502  90 

Unpaid  diridends,     .       * 67  00 

Interest  due  but  not  paid, 1,190  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $178,67687 

Profit  and  loss  balance, 244  64 

$178,921  41 
Pbovit  and  Loss  Account. 

Dr.  Cb. 

Balance  June  80, 1890 *.       .  $5,713  77 

Balance  of  gas  manufacturing  account,    ....         $1,51498 
Balance  of  electric  manufacturing  account,     .       .       .  1,216  70 

Other  items  of  income, 313  69 

Interest  paid, 3,051  24 

Balance  June  30, 1891, 244  64 

$6,027  46  $6,027  46 


CLINTON  GAS  UGHT  COMPANY. 

ASSSTS. 

Beal  estate, $27,000  00 

Street  mains 9,000  00 

Meters, 500  00 

Oas  coal  on  hand, 2,399  03 

Coke  on  band, 147  30 

Tar  on  hand, 400  00 

Enrichers  on  hand, 150  75 

Purifying  materials  on  hand, 100  00 

Other  gas  materials  on  hand, 736  70 

Real  estate  (electric), 90,695  73 

Fuel  on  hand  (electric  light), 1,275  47 

Carbons  on  hand, 8300 

Other  electric  materials  on  hand, 700  00 

Office  furniture, 20  J  00 

Cash  on  hand, 1,223  68 

Total  assets,  as  per  books  of  the  company, $131,611  t>6 
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LlABILITISS. 

Capital  stock, $60,000  00 

Notes  payable,  .       .       .    '   •       .       .       .    ' 66,000  00 

Total  liabtlities,  as  per  books  of  the  company,        ....    $125,000  00 
Profit  andloss  balance, 9,61166 

$134,611  66 
Profit  and  Loes  Account. 

Db.  Cr. 

Balance  Jane  90, 1890 $8,749  68 

Balance  of  gas  mannfacturing  account 3,869  56 

Balance  of  electric  manufactnring  account,     .       .       .  1,280  96 

Dividends  declared $1,200  00 

Interest  paid, 1,800  01 

Depreciation, .  1,288  53 

Balance  June  30, 1891, 9,61166 

$13,900  20      $13,900  20 


COHASSET  ELECTRIC  COMPANY. 
Assets. 

Real  estate $4,198  61 

Steam  plant, 5.864  65 

Electric  plant, 11,287  60 

Lines,  meters,  lamps  and  globes, 11,301  03 

Due  for  electric  light  and  power, 181  08 

Fuel  on  band, 98  00 

Oil  and  waste  on  band, 46  00 

Incandescent  lamps  on  band, 31  40 

Other  electric  materials  on  band 78  58 

Cash  on  band, 343  34 

Total  assets,  atf  per  books  of  the  company,      .       .       .       .       .  $33,430  29 

Liabilities. 

Capital  stock,    . $30,000  00 

Notes  payable, 500  00 

Unpaid  bills, 2,860  66 

Total  liabilities,  as  per  books  of  the  company,        ....  $33,360  66 

Profit  and  loss  balance, 69  68 

$33,430  29 
Profit  and  Loss  Account. 

Db.  Cr. 

Balanceof  electric  mannfactnring  account,     .       .       .  $88  92 

Other  items  of  Income, 14  75 

Interest  paid, $18  41 

Depreciation, 15  63 

Balance  June  30,  1891, 69  63 

$103  67  $103  67 
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COTTAGE  CITY  GAS  AND  ELECTRIC  COMPANY. 


Assets. 


Real  estate  (gas), ] 

Machinery  and  manafiictnring  appliances  (gas)» 

Street  mains  (gas) , 

Meters  (gas), 

Dae  Tor  gas, 

Gas  coal  on  hand, 

Enricbers  on  hand, 

Other  gas  materials  on  band,  .... 

Stores  on  hand, 

Gas  fixtures  on  hand, 

Real  estate  (electric),       .... 
Steam  plant  (electric),     .... 

Electric  plant, 

lines,  meters,  lamps  and  globes,      . 

Carbons  on  hand, 

Oil  and  waste  on  hand,     .... 
Other  electric  materials  on  hand,     . 
Sondry  acoonnts  dae  the  company, 
Office  fkmitttre,        *       .       .       .       . 
Cash  on  hand, 


921,864  26 

95  20 
22  00 
131  00 
244  50 
142  50 
625  58 

8,682  42 


8  00 

23  55 

52  40 

193  62 

33  00 

436  78 

Total  assets,  as  per  books  of  the  company, 932,554  80 

Liabilities. 

Capital  stock, 925,000  00 

Bonds  issued, 5,730  26 

Total  liabilities,  as  per  books  of  the  company,         ....  930,73026 

Profit  and  loss  balance, 1,824  54 


Pkofit  and  Loss  Balance. 


Balance  June  30, 1890 

Balance  of  gas  manufacturing  account,  . 
Balance  of  electric  manufacturing  account, 
Balance  June  30, 1891,      .... 


932,554  80 

Dr. 

Cr. 

9624  21 

500  12 

700  21 

9l»824  54 

91,824  54        91,824  54 


DANVERS  GAS  LIGHT  COMPANY. 
Assets. 

Machinery  and  manufacturing  appliances, 922,348  51 

Meters, 380  20 

Due  for  gas 423  09 

Gas  coal  on  hand, 943  57 

Coke  on  hand, 80  00 

Tar  on  hand, 122  50 

Stoves  on  baud, 62  97 

Gas  fixtures  on  hand, 64  38 

Cash  on  hand, 114  50 

Total  assets,  as  per  books  of  the  company 924,539  72 
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Liabilities. 

Capital  stock, $20,000  00 

Notes  payable, 3,000  00 

Unpaid  bills,     .        .        .   ' 90  38 

Total  liabilities,  as  per  books  of  the  company,         ....  $23,090  38 

Profit  and  loss  balance 1,449  34 

$24,539  72 
Profit  and  Loss  Account. 

Dr.  Ca. 

Balance  Jane  30, 1890 $293  16 

Balance  of  gas  mana&cturing  account,  ....  1,726  18 

Interest  paid, $170  00 

Depreciation, 400  00 

Balance  Jane  30,  1891 1,449  84 

$2,019  34  $2,019  34 


DEDHAM  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate, $13,41601 

Steam  plant lt,724  24 

Electric  plant 19,963  73 

Lines,  meters,  lamps  and  globes, 48,232  30 

Due  for  electric  light  and  power, 1,232  82 

Fuel  on  band, 212  60 

Carbons  on  hand 12  00 

Oil  and  waste  on  band, 35  10 

Incandescent  lamps  on  hand, 110  40 

Glol)es  on  hand 21  00 

Horses,  wagons,  etc., 170  00 

Sundry  accounts  due  the  company, 797  36 

Office  furniture, 16  00 

Cash  on  band 1,180  91 

Investments, * 366  74 

Total  assets,  as  per  books  of  the  company $100,491  11 

Liabilities. 

Capital  stock,     .  * $60,000  00 

Notes  payable 31.448  02 

Unpaid  bills 6,995  39 

Interest  due  but  not  paid, 194  96 

Total  liabilities,  as  per  books  of  the  company $98,638  87 

Profit  and  loss  balance, 1,852  74 

$100,491  11 
Profit  and  Loss  Account. 

Da.  Cr. 

Balance  Jane  30, 1890 $1,089  90 

Balance  ofelectrlcmanafactaring  account,     ...  80179 

Wiring 2,034  23 

Guarantee  ftind, 648  30 

Dividends  declared $1,800  00 

Interest  paid 921  48 

Balance  Jane  30, 1891, 1,852  74 


$4,574  22        $4,574  22 
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DEDHAM  AND  HYDE  PARK  GAS  AND  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate 97,905  33 

Machinery  and  manufactaring  appliances, 12,352  98 

Street  mains 21,407  50 

Meters, 1,493  70 

Dne  for  ^as, 900  65 

Gas  coal  on  hand, 1,765  34 

Coke  on  hand, 35  80 

Tar  on  band. 329  00 

TT'       '^       •  «  ;        '       h     .  I 2.354  84 

Sttginea  and  gas  fixtnres  on  hand,  f 

Horses,  wagons,  etc., 345  28 

Office  famitnre, 156  70 

Cash  on  hand, 993  96 

Investments, 480  00 

Total  assets,  as  per  books  of  the  company,      .       .       .    '  .       .  $50,520  58 

Profit  and  loss  balance, 59,076  42 

$109,597  00 
Liabilities. 

Capital  stock $100,000  00 

Bonds  issued, 9,000  00 

Unpaid  bills *.       .  597  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $109,597  00 

Pkofit  and  Loss  Account. 

Dr.  Ca. 

Balance  June  30, 1890, $58,369  80 

Balance  of  gas  manafactnring  account,  .... 

Rents, 

Interest  paid, 

Construction  charged  off, 

Depreciation, 

Balance  June  30, 1891, 

$59,809  93  $59,809  93 


$595  76 

137  76 

563  37 

684  87 

191  89 

59,076  42 

DORCHESTER  GAS  LIGHT  COMPANY. 
Assets. 
Real  estate,       .... 


Machinery  and  manufiusturing  appliances,  |- $611,703  99 

Street  mains, J 

Meters 12.086  86 

Dne  for  gas 11,607  21 

Coke  on  hand, •       .       •  13  76 

Tar  on  hand, 176  00 

Enrichers  on  hand, 2  97 

Purifying  materials  on  hand, 298  85 

Other  gas  materials  on  hand, 4,716  52 

Gas  fixtures  on  hand 144  63 

Sundry  accounts  due  the  company, 8,972  67 

Cash  on  hand, 6,023  64 

Notes  receixable 21.260  00 

Total  assets,  as  per  books  of  the  company, $577,006  09 
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Liabilities. 

Capital  stock, ^400,000  00 

Unpaid  bills, 15,236  78 

Deposits, 404  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $115,64078 

Profit  and  loss  balance, 161,365  31 

9577,006  09 
Profit  and  Loss  Account. 

Db.  Ce. 

Balance  Jane  30,  1890, $161,269  67 

Balance  ofgas  man afacturing  account,    ....  30,14847 

Interest  received, 1,663  89 

Rents, 298  28 

Dividends  declared, $32,000  00 

Balance  June  30,  1891, 161.365  31 

$193,365  31  $193,365  31 


EAST  BOSTON  GAS  COMPANY. 
Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances. 

Street  mains, 

Meters, 

Due  for  gas, 

Oas  coal  on  hand, 

Coke  on  hand, 

Purifying  materials  on  band,    . 
Other  gas  materials  on  hand,    . 

Stoves  on  hand, 

Oas  fixtures  on  hand,  .... 
Horses,  wagons,  etc.,  .... 
Sundry  accounts  due  the  company, 

Cash  on  hand, 

Investments, 


$225,617  23 

6,032  26 

6,794  71 

214  00 

201  33 

900  00 

173  67 

1,505  59 

278  50 

313  88 

21,236  30 

38,275  00 

$301,542  47 

Total  assets,  as  per  books  of  the  company,      .... 

Liabilities. 

Capital  stock $220,000  00 

Unpaid  bills 2,442  44 

Deposits, 201  42 

Total  liabilities,  as  per  books  of  the  company $222,643  86 

Profit  and  loss  balance, 78,898  61 


Profit  and  Loss  Account. 


Balance  June  30,  1890,      . 
Balance  of  gas  manufacturing  account, 
Interest  received,       .... 
Other  items  of  Income,     . 

Dividends  declared 

Investments  charged  off,  . 
Balance  June  30,  1891,      . 


$301,542  47 

Ds. 

Ob. 

$74,446  70 

25,163  70 

2.603  00 

324  21 

$22,000  00 

1,638  00 

78,898  61 

$102,536  61    $102,536  61 
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EA.STHA.MPTON  GAS  COMPANY. 

Assets. 

Real  estate  (gas), $9,500  00- 

Machinery  and  manufactaring  appliances  (gas), 10,500  00 

Street  mains  (gas) 8,000  00 

Meters  (gas), 500  00 

Due  for  gas 802  48 

Gas  coal  on  band, •        .        .  463  50 

Coke  on  hand,   .        .      - ,       28  00 

Tar  on  hand, 19  50 

Enricbers  on  hand, 16  40* 

Parifying  materials  on  hand, 91  00 

Other  gas  materials  on  hand, 40  00 

Real  estote  (electric), 397  28 

Steim  plant  (electric), 630  84 

Electric  plant, ^  6  350  00 

lines,  meters,  lamps  and  globes  (electric),    j ' 

Doe  for  electric  light  and  power, 515  62 

Carbons  on  hand,      .       .       .     ") 
Oil  and  waste  on  hand,     .       .     j 

Incandescent  lamps  on  hand,  *     y 100  00 

Globes  on  hand, 

Other  electric  materials  on  hand. 

Sundry  acconnts  due  the  company, 200  00 

Cash  on  hand « 219  86 

Total  assets,  as  per  books  of  the  company,       .....      $37,374  48 

Liabilities. 

Capital  stock, $30,000  00 

Kotes  payable, 

Unpaid  bills, 

Total  liabilities,  as  per  books.of  the  company, 
Profit  and  loss  balance, 


Profit  akd  Loss  Account. 

Db. 

Balance  Jane  30,  1890, 

Balanceof  gas  manufacturing  account 

Balance  of  electric  manufacturing  account,     . 

Interest  received, 

Rents, 

Dividends  declared, $3,000  00 

Other  Items, 56  96 

Balance  June  30, 1891, 5,492  53 


1,000  00 

881  95 

$31,881  95 

5^492  53 

$37,374  48 

Cb. 

$4,665  77 

3,609  96 

50  34 

173  42 

50  00 

$8,549  49        $8,549  49 


THE  EDISON  ELECTRIC  ILLUMINATING  COMPANY   (BOSTON). 

Assets. 
Real  estate,       .... 
Steam  plant,      .... 

Electric  plant,   ....[-• $1,728,60797 

Lines,  meters,  lamps  and  globes, 

Patent  rights 

Doe  for  electric  light  and  power, 41,398  95 
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Sandry  accounts  doe  the  company, $2,697  34 

Cash  on  band 189,843  76 

Notes  receivable, 41,698  09 

■Investments, 61,021  95 

Total  assets,  as  per  books  of  tbe  company, $2,065,268  06 

Liabilities. 

Capital  stock $1,263,500  00 

Bonds  issued, 703,000  00 

Notes  payable, 10,000  00 

Unpaid  bills, 11,419  07 

Depreciation  fund, 39,000  00 

Amounts  due  from  tbe  company,  not  included  above,    ....  29,672  30 

Total  liabilities,  as  per  books  of  the  company $2,056,591  37 

Profit  and  loss  balance 8,676  69 

$2,065,268  06 
Pbofit  and  Loss  Account. 

db.  Cb. 

Balance  June  30, 1890, $17,901  45 

Balance  of  electric  manufacturing  account,     .       .       .  $132,758  49 

Dividends  declared, 63,800  00 

Interest  paid, 13,255  63 

Construction  charged  off, 2,124  72 

To  reserve  fund, 27,000  00 

Balance  June  30, 1891,      .       .       .    *  .       .       .       .  8,676  69 

$132,758  49  $132,758  49 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  BROCKTON. 

Assets. 

Arc  plant $31,691  77 

Real  estate 43,640  23 

Steam  plant, 26,642  73 

Electric  plant, 22,605  04 

Lines,  meters,  lamps  and  globes, 57,032  39 

Patent  rights, 16,500  00 

Carbons  on  band, 61  50 

Oil  and  waste  on  hand, 47  15 

Incandescent  lamps  on  hand, 558  89 

Other  electric  materials  on  hand, 2,234  22 

Motors  on  hand, 372  24 

Horses,  wagons,  etc., 8,772  61 

Sundry  accounts  due  the  company, 8,265  82 

Cash  on  hand, 897  06 

Notes  receivable 2,261  63 

Total  assets,  as  per  books  of  the  company, $221,583  28 

Liabilities. 

Capital  stock $92,500  00 

Bonds  issued 80,000  00 

Notes  payable, 31,511  07 

Interest  due  but  not  paid, 933  34 

Depreciation  fund, 16,638  87 

Total  liabilities,  as  per  books  of  the  company,         ....  $221,58328 
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Pbopit  and  Loss  Account. 

Db.  Cs. 

BalsDce  of  electric  manafiictaring  account,     .       .       .  $14,652  00 

DiTidends  declared $5,100  00 

Interest  paid, 6,850  00 

Depredation 2,394  31 

To  depreciation  fand 307  69 

$14,652  00      $14,652  00 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  FALL  RIVER. 

ASSBTS. 


$89,069  12 


Oas  fixtures  on  hand,  ' 
Real  estate. 
Steam  plant, 
Electric  plant,    .       .  j 

Lines,  meters,  lamps  and  globes, 6,866  90 

Patent  rigbu, 13,600  00 

Doe  for  electric  light  and  power, 1,319  30 

Incandescent  lamps  on  band, 2,176  47 

Other  electric  materials  on  hand 3,062  92 

Motors  on  band, 4,873  72 

Sundry  accounts  dne  the  company, 1,943  04 

Cash  on  band, 2,119  45 

ToUlasseU,  as  per  books  of  the  company $124,920  92 

Liabilities. 

Capital  stock $90,000  00 

Notes  payable 23,000  00 

Unpaid  bills 6,173  38 

Total  liabilities,  as  per  books  of  the  company, $119,173  38 

Profit  and  loss  balance, 5,747  54 

$124,920  92 
Pbopit  and  Loss  Account. 

Dk.  Ch. 

Balance  Jnne  30.  1890, $11,266  94 

Balance  of  electric  mannfkcturing  account,     .  .  15,806  65 

Other  items  of  income, 60  00 

Dividends  declared $5,980  00 

Interest  paid, 823  21 

Patent  rights  charged  off, 13,500  00 

Other  items, «  .  1,072  84 

Balance  June  30, 1891 5,747  54 

$27,123  59      $27,123  59 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  LAWRENCE. 

AsSBTS. 


$87,442  70 


Real  estate 

Steam  plant,  .... 
Electric  plant,  .... 
Lines,  meters,  lamps  and  globes, 

Dne  for  electric  light  anil  power 5,403  42 

Carbons  on  hand, 103  58 

Oil  and  waste  on  hand, 50>16         j 
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Incandescent  lamps  on  hand, $579  38 

Olobes  on  hand 33  53 

Other  electric  materials  on  hand, 1,348  02 

Motors  on  hand, *     2,693  87 

Municipal  plant, 20,459  37 

Sundry  accounts  due  the  company, 1,321  38 

Construction, 2,391  91 

Cash  on  hand, 2,985  66 

Investments, 2,882  04 

Total  assets,  as  per  books  of  the  company, $  127,695  02 

J^IABILITIES. 

Capital  stock $65,000  00 

Notes  payable, * 42,.V)0  00 

Unpaid  bills, 7,623  50 

Total  liabilities,  as  per  books  of  the  company $115,123  50 

Profit  and  loss  balance '    .       .  12,571  52 

$127,695  02 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1890, $2,668  42 

Balance  of  electric  manufacturing  account,     .        .       .  683  21 

Steam  heating, 1,332  75 

Rents, 330  00 

Other  items  of  income 97  80 

Jobbing, 7,755  13 

Interest  paid, $295  79 

Balance  June  30, 1891, 12,571  52 

$12,867  81  $12,867  31 


ELECTRIC  LIGHT  AND  PATENT  FLOORING  COMPANY  (AMESBURY). 

Assets. 

Real  estate, $11,000  00 

Steam  plant, 13.148  89 

Electric  plant, 20,978  14 

Lines,  meters,  lamps  and  globes, 7,807  50 

Patent  rights 4,000  00 

Due  for  electric  light  and  powei% 1,464  63 

Fuel  on  hand, 1,650  00 

Carbons  on  hand, 25  00 

Oil  and  waste  on  hand, 60  00 

Incandescent  lamps  on  hand 65  00 

Globes  on  hand, 8  18 

Other  electric  materials  on  hand, '     .  663  35 

Horses,  wagons,  etc., 175  00 

Sundry  accounts  due  the  company, 2,448  60 

Office  furniture 100  00 

Cash  on  hand 25  65 

Notes  receivable, 231  00 

Other  permanent  works, 47,237  85 

Total  assets,  as  per  books  of  the  company, $111,078  79 
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Liabilities. 

Capital  stock, $4^2,400  00 

Notes  payable, 63,000  00 

Unpaid  bills, 2,606  87 

Interest  due  bat  not  paid, 716  67 

Total  liabilities,  as  per  books  of  the  company, $108,723  54 

Profit  and  loss  balance, 2,355  26 


1111,078  79 
Profit  and  Loss  Account. 

Dx.  Ck. 

Balance  June  30, 1890, $2,396  37 

Balance  of  electric  mannfactorlng  account,     ...  41283 

Interest  received 26  77 

Bent, 50  00 

Rent  of  mill  and  power, 5,652  90 

Other  items  of  income 308  75 

Dividends  declared $1,143  00 

Interest  paid, 3,268  87 

Depreciation,  mill  machinery, 1,900  00 

Other  items, 180  60 

Balance  Jane  30, 1891, 2,356  25 

$8,847  62        $8,847  62 


FALL  RIVER  ELECTRIC  LIGHT  COMPANY. 

ASBBTS. 

Real  estate, $22,565  12 

Steam  plant, ' 23,950  96 

Electric  plant, 37,994  75 

Lines,  meters,  lamps  and  globes, 35,433  92 

Doe  for  electric  light  and  power, 3,384  09 

Cash  on  hand, 3,919  07 

Total  assets,  as  per  books  of  the  company, $127,247  91 

Liabilities. 

Capital  stock, $120,000  00 

Notes  payable,  ...     * 2,000  00 

Unpaid  bills, 1,623  33 

Total  liabilities,  as  per  books  of  the  company,         ....  $123,62333 

Profit  and  loss  balance 3,624  58 

$127,247  91 
Profit  and  Loss  Accol^t. 

Db.  Cr. 

Balance  Jane  30,  1890, $2,714  13 

Balance  of  electric  manufacturing  accoant,     .       .       .  .14,342  98 

Rents, 126  97 

DiTidends  declared, $5,850  00 

Interest  paid, 832  53 

Depreciation, 6,300  00 

Other  items, 576  97 

Balance  June  30,  1891, 3,624  58 

$17,184  08  $17,184  08       j 
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FALL  RIVEE  GAS  WORKS  COMPANY. 

Assets. 

Real  estate,               $139,169  97 

Machinery  and  manafacturing  appliances,      .       .       •       .       .       .  68,736  79 

Street  mains, 95,203  39 

Meters, 19,191  89 

Dae  for  gas, 3,169  39 

Oas  coal  on  band, 2,573  58 

Tar  on  hand 1,523  19 

Enrichers  on  band, 499  77 

Purifying  materials  on  hand, 16  60 

Other  gas  materials  on  hand, 5,910  38 

Oas  flxtares  on  band, 1,090  69 

Small  improvements, 2,425  32 

Oas  engines, 678  34 

Horses,  wagons,  etc., 86  40 

Sundry  accounts  due  the  company, 819  08 

Office  furniture 403  96 

Cash  on  hand, 20,062  09 

Total  assets,  as  per  books  of  the  company, $357,560  73 

Liabilities. 

Capital  stock, $288,000  00 

Unpaid  bills 12,276  48 

Deposits, 162  60 

Total  liabilities,  as  per  books  of  the  company, .   ,    .       .       .       .  $300,439  08 

Profit  and  loss  balance 57,121  65 

$367,560  73 
Profit  and  Loss  Account. 

Dx.  Cr. 

Balance  June  30,  1890, $50,341  57 

Balance  of  gas  manufacturing  account,   ....  30,606  03 

Interest  received, 869  83 

Rents 1,175  24 

Other  items  of  income, 48  98 

Dividends  declared $25,920  00 

Balance  June  30, 1891, 57,121  65 

$83,041  65  $83,041  65 

\ 


FITCHBURG  GAS  COMPANY. 
Assets. 

Real  estate  (gas) $8,500  00 

Machinery  and  manufacturing  appliances  (gas), 17,659  87 

Street  mains  (gas) 10,000  00 

Meters  (gas), 5,000  00 

Due  for  gas, 2,101  26 

Oas  coal  on  hand 800  00 

Enrichers  on  band, 280  00 

Water  works 8,184  24 
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Real  estate  (electric), $22,705  85 

Steam  plant  (electric), 8,000  00 

Electric  plant, 34,000  00 

Lines,  meters,  lamps  and  globes,      .       .               41,436  07 

Dae  for  electric  ligbt  and  power, 378  67 

Foel  on  band  (electric  Hgbt), 900  00 

Carbons  on  band, 100  00 

Incandescent  lamps  on  band, 186  90 

Globes  on  band, 52  19 

Otber  electric  materials  on  band, 182  52 

Sondry  accounts  doe  tbe  company, 483  05 

Casb  on  band, 4,364  38 

Notes  receivable,       .       .       .       .       r 2,185  00 

Total  assets,  as  per  books  of  the  company, $  167,500  00 

Liabilities. 

Capital  stock, $100,000  00 

Notes  payable, 66,000  00 

Depreciation  fand, 1,500  00 

Total  liabilities,  as  per  books  of  tbe  company,         ....  $167,500  00 

Profit  and  Loss  Account. 

Balance  of  gas  mannfactnring  account,   . 
Balance  of  electric  mannfactaring  account,     . 

Interest  receiTed, 

Other  items  of  income,     ...... 

Dividends  declared 

Interest  paid, 

Electric  light  construction  charged  off,    . 


Dr. 

Cr. 

$11,369  22 

6,817  76 

223  05 

814  57 

$10,000  00 

2,334  92 

6,889  68 

$19,224  60 

$19,224  60 

•      FRAMINGHAM  ELECTRIC    COMPANY. 
Assets. 

Real  estate, $12,882  82 

Steam  plant, «        .       .        .       .        26,286  48 

Electric  plant, 37,892  22 

Lines,  meters,  lamps  and  globes, 67,309  79 

Patent  rights 3,062  35 

Due  for  electric  light  and  power 1,990  44 

Fuel  on  hand 

Carbons  on  band, 

on  and  waste  on  hand,     . 

Incandescent  lamps  on  hand,   . 

Globes  on  hand. 

Other  electric  materials  on  hand, 

Motors  on  hand, 

Electric  fixtures  on  hand, . 

OlBoe  furniture, 168  00 

Total  assets,  as  per  books  of  the  company, $140,264  85 
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Liabilities. 

Capital  stock, $80,000  00 

Bonds  issued, 50.000  00 

Notes  payable, 4,466  39 

Unpaid  bills 1,015  69 

Amounts  due  fh)m  the  company,  not  included  above,    ....  1,863  88 

Total  liabilities,  as  per  books  of  the  company $137,345  86 

Profit  and  loss  balance 2,918  99 

$140,264  85 
Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1890, $1,156  48 

Balance  of  electric  manufacturing  account,     ...  5,13892 

Interest  paid, $3,000  00 

Other  items 376  41 

Balance  June  30,  1891, 2,918  99 

$6,295  40  $6,295  40 


FRAMINGHAM  GAS  FUEL  AND  POWER  COMPANY. 

Assets. 

Real  estate, $31,171  90 

Machinery  and  manufacturing  appliances,      ......  30,789  57 

Street  mains .*       .  24,756  08 

Meters, 2,076  13 

Due  for  gas, 252  51 

Oas  coal  on  band 230  70 

Purifying  materials  on  hand, 75  00 

Other  gas  materials  on  hand, 978  61 

!f°7'      ■'•;•;    \ 2.82680 

Gas  fixtures  and  materials  on  hand,    j 

Tools, 695  14 

Horses,  wagons,  etc., 216  76 

Sundry  accounts  due  the  company, 1*643  47 

Office  furniture, 1,039  46 

Cash  ori  hand 44  13 

Patent  rights  and  fhmchises 40,000  00 


Total  assets,  as  per  books  of  the  company $136,296  25 

Profit  and  loss  balance, 16,600  29 


$162,896  54 
Liabilities. 

Capital  stock, $75,000  00 

Bonds  issued 75,000  00 

Notes  payable, 400  00 

Unpaid  bills, 646  64 

Interest  due  but  not  paid, 1,950  00 


Total  liabilities,  as  per  books  of  the  company,        ....    $162,896  54 
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Pbofit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jane  30,  1890, $11,019  35 

Balance  ofgasmannfiictaring  account,    ....  3,53130 

Interest  receired, $60  00 

Otber  items  of  income, 876  65 

Interest  paid 2,250  00 

Other  items, 235  29 

Balance  June  30, 1891 16,600  29 

$17,035  94      $17,035  94 


FRANKLIN. 

t 

(See  Union  Elbctrio  Light  Company.) 


FRANKLIN  ELECTRIC  UOHT  COMPANY   (TURNER'S  FALLS). 

Assets. 

Electric  plant, $11,007  46 

Dne  for  electric  llglit  and  power, 91  27 

Carbons  on  hand,     . 

Oil  and  waste  on  hand,    . 

Incandescent  lamps  on  hand, 

Olobcfl  on  hand, 

Other^lectric  materials  on  hand,  . 

Cash  on  hand, 6  79 


60  00 


Total  assets,  as  per  books  of  the  company, $11,165  62 

Li  ABILITIES. 

CapiUl  Stock $10,000  00 

Notes  payable 400  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $10,400  00 

Profit  and  loss  balance, 765  62 


Pbofit  and  Loss  Account. 


$11,165  52 


Balance  June  30, 1890, 

Balance  of  electric  manufacturing  account. 

Dividends  declared, 

Interest  paid, 

Balance  June  30,  1891, 


Dr. 

Cr. 

$306  59 

1.017  61 

$400  00 

157  68 

766  52 

$1,323  10        $1,323  10 


GARDNER   ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate, $10,060  29 

Steam  plant, 13,204  23 

Electric  plant, 21,210  48 

Lines,  meters,  lamps  and  globes, 20,979  26 
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Dne  for  electric  light  and' power, $862  79 

Fael  on  band 121  80 

Carbons  on  hand, 43  26 

Oil  and  waste  on  band, 8  87 

Incandescent  lamps  on  band, 799  68 

Other  electric  materials  on  band, 1,116  79 

Electric  fixtures  on  hand, 207  18 

Horses,  wagons,  etc., 153  60 

Sundry  accoants  due  the  company, 798  38 

Office  fnmiture, 78  85 

Cash  on  handi 659  86 

Total  assets,  as  per  books  of  the  company, $70,304  62 

Profit  and  loss  balance 2,938  82 

*  $73,243  44 

LlABILITIBS. 

Capital  stock $28,700  00 

Notes  payable 43,900  00 

Unpaid  bills, 643  44 

Total  liabilities,  as  per  books  of  the  company, $73,243  44 

Pbofit  and  Loss  Account, 

Db.  Cb. 

Balance  Jane  30, 1890, $2,696  27 

Balance  of  electric  manafactnrlng  acoonnt,     .               .  $2,163  31 

Interest  paid 1,804  83 

Other  items, 692  63 

Balance  Jane  30,  1891 2,938  82 

$6,092  13  $6,092  13 


GARDNER  GAS  LIGHT  COMPANY. 

A80BT8. 

Real  estate, $2,600  00 

Machinery  and  mana&cturing  appliances, 1,600  00 

Street  mains, 14,200  00 

Meters, 1,300  00 

Due  for  gas, 360  11 

Enrichers  on  band, 260  00 

StoTes  on  hand, 26  00 

Gas  fixtures  on  hand, 40  00 

Horses,  wagons,  etc 400  00 

Office  fornitore 100  00 

Cash  on  hand 16  05 

Total  assets,  as  per  books  of  the  company,             .       .       ...  $20,681  16 

Profit  and  loss  balance 41,077  10 

$61,768  26 

LlABILITIBS. 

Capital  stock, $30,000  00 

Bonds  issued, 12,600  00 

Notes  payable, 10,360  00 

Unpaid  bills 4,189  82 

Amounts  due  from  the  company,  not  included  aboTe 4,718  44 

Total  liabilities,  as  per  books  of  the  company $61,768  26 
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Profit  and  Loss  Account.  _ 

Db.  Ce. 

Balance  Jane  30, 1890, $8,054  73 

Balance  of  gas  manufactoriiigaccoaDt,    ....  $2,24749 

Interest  paid, 1,136  17 

Revaluation  of  plant,       .       . 32,022  89 

Old  lUbllities  not  before  returned, 8,726  28 

Balance  June  30, 1891, *^»Q77  10 

$44,131  83      $44,131  83 


GLOUCESTER  ELECTRIC   COMPANY. 

Assets. 

Real  estate ^*^^  ^ 

Steam  plant, 6,694  76 

Electric  plant 1^1^  83 

Lines,  meten,  lamps  and  globes 18,382  06 

Due  for  electric  light  and  power, 2,133  46 

Fuel  on  hand, 1^  ^ 

Carbons  on  hand, 80  00 

Oil  and  waste  on  hand, 20  86 

Incandescent  lamps  on  hand, 444  71 

Globes  on  hand *9  ^ 

Sundry  accounts  due  the  company, 800  42 

OflBce  ftimlture  and  tools 126  20 

Cash  on  hand, 5,327  93 

Notes  receivable 12,980  00 

Unexpired  insurance, »       .       .     76  36 

Total  assets,  as  per  books  of  the  company, $60,864  69 

Liabilities. 

Capital  stock $88,700  00 

Notes  payable, *»674  44 

Unpaid  bills, 8,620  44 

House  construction, 106  46 

Total  liabilities,  as  per  books  of  the  company $62,101  34 

Profit  and  loss  baUnce, 8>768  26 

$60,864  69 
Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1890, $4,643  42 

Balance  of  electric  manufacturing  account,     .       .  4,233  36 

Rents 246  02 

Interest  paid $368  66 

Balance  June  30, 1891 8,763  26  

$9,121  80  $9,121  80 


GLOUCESTER  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate, $40,000  00 

Machineiy  and  manufacturing  appliances. 

Street  mains, \ 40,000  00 

Meters 


} 
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Dae  for  gas, $4,495  93 

Gasooalonhand, 1,706  40 

Coke  on  hand, 337  37 

Tar  on  hand, 569  50 

Purifying  materials  on  hand, UO  00 

Other  gas  materials  on  hand, 2,278  20 

Stoves  on  hand, 150  00 

Gas  fixtures  on  hand 500  00 

Sundry  accounts  due  the  company, 2,489  06 

Office  furniture, 150  00 

Cash  on  hand 3,710  93 

Notes  recelTable, 1,331  93 

Total  assets,  as  per  boolcs  of  the  company, $97,889  32 

LlABILITIBS. 

Capital  stock f80,000  00 

Unpaid  bills, 374  15 

Toul  liabilities,  as  per  books  of  the  company,         ....  $80,374  15 

Profit  and  loss  balance, 17,516  17 

$97,889  32 
Profit  akd  Loss  Acooumt. 

Dr.  Cr. 

Balance  June  30, 1890 $30,112  23 

Balance  of  gas  manufftcturing  account,  ....  12,805  01 

Rents, 2,244  34 

Interest  receired, 61  72 

Premium  on  stock  sold, 14,160  00 

Other  items  of  income, 800  39 

Dividends  declared, $8,538  00 

Construction  charged  off, 34,106  01 

Other  items, 22  51 

Balance  June  30, 1891 17,515  17 

$60,183  69  $60,183  69 


GREAT  BARRINGTON  ELECTRIC  LIGHT  COMPANY. 
Assets. 

Steam  plant, $5,530  28 

Electric  plant,   .       .       .       .   ^ 

Lines,  meters,  lamps  and  globes,  > 21,280  57 

Patent  rights,    '.       .       .       .   ) 

Due  for  electric  light  and  power, 760  78 

Fuel  on  hand,    .       .       • 76  98 

Carlwns  on  hand, 44  60 

Oil  and  waste  on  hand, 15  38 

Incandescent  lamps  on  hand, 241  65 

Globes  on  hand, 6  80 

Other  electric  materials  on  hand, 574  44 

Tools, 83  10 

Sundry  accounts  due  the  company,  .               . '      .       .       .       .       .  655  58 

Meters 44  13 

Cash  on  hand, 192  31 

Investments, l,lOO  00 


Total  assets,  as  per  books  of  the  company, $30,606  50 
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LXABILITIBS. 

Capital  stock, $23,800  00 

Notes  imyable, 4,600  00 

Unpaid  bills, 1,686  40 

Interest  dne  bat  not  paid, 81  25 

Total  IlabUities,  as  per  books  of  the  company,         ....  $30,067  65 

Profit  and  loss  balance 538  85 

$30,606  50 
Pbofit  and  Loss  Aoooumt. 

db.  cr. 

Balance  June  30, 1890, $261  98 

Balance  ofelectricmanufactaring  account,     .               .  525  87 

Interest  paid $249  00 

Balance  Jnne  80, 1891 538  85 

$787  85  $787  85 


GREENFIELD  ELECTRIC  LIGHT  AND    POWER   COMPANY. 

Assets. 

Real  estate $4,000  00 

Steam  plant, 10,030  07 

Electric  plant, 24,129  09 

Construction, 522  45 

Due  for  electric  light  and  power, 261  61 

Fuel  on  hand, 105  76 

Oil  and  waste  on  hand, 40  00 

Incandescent  lamps  on  hand, 350  20 

Other  electric  materials  on  hand, 766  53 

Sundry  accounts  due  the  company, 421  44 

Cash  on  hand, 636  08 

Total  assets,  as  per  books  of  the  company, $41,263  22 


LlABILITIBS. 

Capital  stock, $30,000  00 

Bonds  issued, 8,000  00 

Notes  payable, 2,000  00 

Unpaid  bills, 904  89 

Total  liabilities,  as  per  books  of  the  company, $40,904  89 

Profit  and  loss  balance, 358  33 

$41,263  22 

Profit  and  Loss  Account. 

Dr.  Cm. 

Balance  June  30, 1890, $119  42 

Balance  ofelectric  manufacturing  account,     ...  611  23 

Interest  pakl $372  32 

Balance  June  30, 1891 358  33 


$730  65  $730  65 
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GREENFIELD  GAS  LIGHT  COMPANY. 

ASBBTS. 

Real  estate $44,608  47 

Street  mains, 4»299  27 

Meters, I,fil3  71 

Due  for  gas 832  33 

Gas  coal  on  hand, 250  00 

Tar  on  band 36  00 

Enrichera  on  hand ' .       .  120  00 

Purifying  materials  on  hand, 80  10 

Other  gas  materials  on  hand, 96  54 

Stoves  on  hand,         .   ")  176  87 
Gas  fixtures  on  hand,  J 

Sundry  accounts  due  the  company, 188  98 

Cash  on  hand, 36  43 

Total  assets,  as  per  books  of  the  company, $52,237  70 

Profit  and  loss  balance, 103  11 

$52,340  81 

LlABILITIBS. 

Capital  stock, $60,000  00 

Notes  payable, 1,500  00 

Amount  due  from  the  company,  not  included  above,     ....  840  SI 

Total  liabilities,  as  per  books  of  the  company $52,340  81 

Profit  and  Loss  Account. 

Dr.  Cs. 

Balance  Jane  30, 1890 $1,03170 

Balance  of  gas  manufacturing  account,  ....              .  $1,226  69 

Dividends  declared, 120  00 

Interest  paid, 104  44 

Depreciation 72  66 

Balance  June  30, 1891,      .......  103  11 

$1,328  80  $1,328  80 


HAVERHILL  ELECTRIC  COMPANY. 

Assets. 

Electric  plant, $180,310  18 

Due  for  electric  light  and  power, 6,836  92 

Globes  on  hand, 2,465  17 

Sundry  accounts  due  the  company, 89  80 

Cash  on  hand, 2,038  79 

Total  assets,  as  per  books  of  the  company, $140,739  86 

Liabilities. 

Capital  stock, $85,000  00 

Notes  payable,  .        . ' 35,500  00 

Unpaid  bills 8,761  31 

Total  liabilities,  as  per  books  of  the  company, $124,251  31 

Profit  and  loss  balance 16,488  56 


$140,739  86 
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Pbofit  and  Loss  Account. 

Balance  Jane  30, 1890, 

Balance  of  electric  mannfactoring  accoant,     . 

Rente, 

DiYidends  declared, 

Interest  paid, 

Balance  Jane  30, 1891, 


Dr. 

CR. 

19,913  04 

13,813  83 

663  04 

16,800  00 

1,101  36 

16,488  55 

$24,389  91 

$24,389  91 

HAVERHILL  OAS  LIGHT  COMPANY. 

AB8BT8. 

Machineiy  and  manufacturing  appliances, $130,330  89 

Streetmains, 29,621  71 

Meters, 6,775  81 

Dne  for  gas, 8,224  13 

Oaa  coal  on  hand, 8,259  58 

Coke  on  hand, 315  00 

Tar  on  hand, 3,000  00 

Enrlcfaers  on  hand, 216  30 

Parifying  materials  on  hand, 500  00 

Lnngren  lamps, 8,350  42 

Sundry  accounts  due  the  company 1,808  29 

Cash  on  hand, 5,095  35 

Inreatments 18,400  00 

Total  assets,  as  per  books  of  the  company, $215,896  98 

Liabilities. 

Capital  stock, $75,000  00 

Notes  payable, 42,600  00 

Unpaid  bills, 4,514  25 

Total  liabilities,  as  per  books  of  the  company $122,014  25 

Profit  and  loss  balance, 93,882  73 

$215,896  98 
Pboyit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1890 '  $68,772  46 

Balance  of  gas  manufacturing  account,   ....  33,726  02 

Interest  receiTed 503  00 

Dividends  declared, $7,600  00 

Interest  paid, 1,618  75 

Balance  June  30,  1891, 93,882  73 

$103,001  48  $103,001  48 


HUDSON  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Steam  plant, $1,365  77 

Electric  plant, 6,772  63 

Lines,  meters,  lamps  and  globes, 8,427  20 
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Doe  for  electric  light  and  power, $291  18 

Cash  on  band, 605  81 

Investments 5,875  00 

Total  assets,  as  per  books  of  the  company, $23,337  69 

LlABILITIBS. 

Capital  stock $15,000  00 

Notes  payable, 7,000  00 

Total  liabilities,  as  per  books  of  the  company $22,000  00 

Profit  and  loss  balance 1,337  69 

$23,337  59 
Pbopit  and  Lose  Acooukt. 

Db.  Cb. 

Balance  June  30, 1890 $446  16 

Balance  of  electric  manafactnring  account,     .       .  1,266  29 

Oil  lamps, 620  00 

Interest  paid $373  86 

Oil  lamps, 520  00 

Balance  Jane  30, 1891, 1,337  59 

^,231  45  $2,231  46 


HYDE  PARK  ELECTRIC  LIGHT  COMPANY. 

A88BT8. 

Real  estate, $18,926  73 

Steam  plant 32,042  75 

Electric  plant, 49,962  06 

Lines,  meters,  lamps  and  globes, 42,610  49 

Patent  rights, 20,260  60 

Dne  for  electric  light  and  power 2,071  50 

Fuel  on  hand 380  00 

Carbons  on  hand 20  00 

Oil  and  waste  on  hand, 21  05 

Incandescent  lamps  on  hand, 321  00 

Globes  on  hand, 17  60 

Taxes  paid, 341  42 

Unexpired  insurance, 239  60 

Horses,  wagons,  etc., 128  00 

Sundry  accounts  due  the  company, 908  24 

OflSce  furniture, 60  30 

Cash  on  hand, 1,163  30 

Notes  receivable, 745  70 

Total  assets,  as  per  books  of  the  company, $166,100  14 

Liabilities. 

Capital  stock, $100,000  00 

Bonds  issued, 50,000  00 

Notes  payable, 4,277  96 

Unpaid  bill 5,362  25 

Total  liabilities,  as  per  books  of  the  company, $159,640  21 

Profit  and  loss  balance, 5,459  93 


$165,100  14 
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Pbopit  and  Lobs  Account. 

Db.  Cr. 

Balance  June  30, 1890 $3,480  56 

Balance  of  electric  manufactaring  accoant,     •       .       .  4,324  68 

Jobbing, 1,993  90 

Dividends  declared, $1,500  00 

Interest  paid, 2,839  21 

Balance  Jnue  30, 1891, 0,459  93 


$9,799  14       $9,799  14 


IPSWICH  GAS  UGHT  COMPANY. 

Real  estate, '. $3,700  00 

Machinery  and  mannfactoring  appliances, 2,000  00 

Street  mains, 5,100  00 

Meters, 1,800  00 

Due  for  gas, 167  62 

Coal  on  band, 60  00 

Oil  on  band, 100  00 


Total  assets,  as  per  books  of  the  company $12,917  62 

Profit  and  loss  balance, 13,502  44 


$26,420  06 
Liabilities. 

Capital  stock $16,000  00 

Bonds  issued, 8,000  00 

Notes  payable, 747  82 

Unpaid  bill 1,354  10 

Amounts  dae  from  the  company,  not  inclnded  above,   .       .       .       .  318  14 

Total  liabilities,  as  per  books  of  the  company, 

PbOFIT  AMD  Loss  ACCOUNT. 


Balance  June  30, 1890,      , 
Balance  of  gas  mannf  acturing  account. 
Error  in  bills  payable  June  30,  1890, 
Other  items  of  income,     . 

Interest  paid, 

Balance  June  30, 1891, 


.    ,     . 

$26,420  06 

Dr. 

Ce. 

$15,445  09 

$1,029  87 

1,229  68 

194  10 

511  00 

13,502  44 

$15,956  09      $15,956  09 


$267,293  94 


JAMAICA  PLAIN  GAS  LIGHT  COMPANY. 
Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances. 

Street  mains, 

Meters, 

Due  for  gas, 8,828  61 

Gas  coal  on  hand, 9,404  50 

Coke  on  band, 50  00* 

Enrichers  on  hand, 240  00* 

Other  gas  materials  on  hand, 2,190  60 

Horses,  wagons,  etc., 200  00* 

Sundry  accounts  due  the  company, 1,711  95- 

Office  furniture 750  00 

Cash  on  hand, 4,91136 

Investments, 3,134  20 


Total  assets,  as  per  books  of  the  company, $298,715  16 
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Liabilities. 

Capital  stock $200,000  00 

Notes  payable. 42,500  00 

Unpaid  bill h^^  29 

Deposits, 286^ 

Total  liabmUes,  as  per  books  of  the  company, |244,771  69 

Profit  and  loss  balance, 63,943  47 

$298,715  16 

PSOFIT  AND  Loss  ACCOUNT. 

Da.  Cr. 

Balance  June  30, 1890, $51,607  98 

Balance  of  gas  manufacturing  account,  ....  23,13616 

Rents 8100 

Dividends  decUred $18,000  00 

Interest  paid 1,9«  26 

Depreciation, 363  17 

Other  items, 470  24 

Balance  June  30, 1891 g3,943  47 

$74,72.5  13  $74,726  13 


$484,105  79 


LAWRENCE  GAS  COMPANY. 

Assets. 

Real  estate  (gas),  ■ 

Machinery  and  manufacturing  appliances  (gas). 

Street  mains  (gas) 

Meters  (gas) 

Due  for  gas, 8.009  74 

Oas  coal  on  hand, 29,496  41 

Coke  on  band 512  00 

Tar  on  hand, 1|155  00 

Enrlchers  on  hand 1,607  34 

Purifying  materials  on  hand, 2,235  65 

Other  gas  materials  on  hand, 10,329  02 

Aqua  ammonia, 3,075  U 

Stoves  on  hand, 436  72 

Oas  fixtures  on  hand, 8,602  27 

Unexpired  insurance 400  00 

Steam  plant  (electric), 15.262  88 

Electric  plant, 27,079  66 

Lines,  meters,  lamps  and  globes, 83,664  57 

Rents 176  00 

Due  for  electric  light  and  power, 2,147  66 

Fuel  on  hand  (electric  light) 6,398  02 

Carbons  on  hand, 66  00 

Oil  and  waste  on  hand, 68  30 

Globes  on  hand, 61  00 

Other  electric  materials  on  hand, 468  72 

Suspense  account,  new  work, 8,822  71 

Edison  electric  plant, 114,498  86 

Sundry  accounts  due  the  company, 808  44 

Expense, 800  00 

Cash  on  hand 8,936  81 

Interest 260  00 

Total  assets,  as  per  books  of  the  company, $763,841  96 
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Liabilities. 

Capital  stock $500,000  00 

Bonds  issued, 125,000  00 

Notes  payable, 75,000  00 

Unpaid  bills, 9.879  12 

Total  UaUUtlef,  as  per  books  of  the  company,         ....  $709,879  12 

Profit  and  loss  balance, 53,962  84 

$763,841  96 

Pkopit  and  Loss  Accoumt. 

db.  Cs. 

Balance  Jane  80, 1890 $63,076  08 

Balance  of  gas  manafactaring  accoant,    ....  27,903  25 

Balance  of  electric  manafactaring  account,     ...  7,19696 

Bents, 398  67 

Other  items  of  income 520  87 

DiTidends  declared, $40,000  00 

Interest  paid 4,831  99 

Other  items, 300  00 

Balance  June  80, 1891,        .       .       .       .       .       .       .         53,962  84 

$99139483  $99,394  83 


LEE  ELECTEIC  COMPANY, 

Assets. 

Real  estate  (gas), $1,500  00 

Machinery  and  manufacturing  appliances  (gas), 2,215  88 

Street  mains  (gas), 4,000  00 

Meters  (gas),     . 685  85 

Due  for  gas, ' 34  50 

Gas  coal  on  band, •       .       •  16  75 

Real  estate  (electric) 4,500  58 

Steam  plant  (electric), 4,488  74 

Electric  plant, 8,867  77 

Lines,  meters,  lamps  and  globes, 14,718  70 

Fuel  on  hand  (electric  light), .103  60 

Oil  and  waste  on  hand, 27  20 

Incandescent  lamps  on  hand, 221  80 

Other  electric  materials  on  hand, 82  18 

Horses,  wagons,  etc. 150  00 

Snndry  accounts  due  the  company, 1,021  56 

Total  assets,  as  per  books  of  the  company, $42,635  11 

Profit  and  loss  balance, 229  38 

$42,864  49 

Liabilities. 

Capital  stock $20,000  00 

Bonds  issued, 15,000  00 

Notes  payable 1,242  52 

Unpaid  bills, 6,621  97 

Total  liabilities,  as  per  books  of  the  company $42,864  49 
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Pbofzt  and  Lobs  Account. 

Balance  June  SO,  1890, 

Balance  of  gas  manafactoring  accoant,    . 
Balance  of  electric  mannfactaring  acconnt,     . 

Wiring, 

Interest  paid, 

Balance  Jane  30, 1891, 

f  1,080  35        $1,060  35 


Da. 

Ca. 

$472  43 

$511  62 

42  54 

348  54 

496  29 

229  38 

LEICESTER  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $4,500  00 

Electric  plant, 16,132  68 

Dae  for  electric  light  and  power, 1,041  31 

Fael  on  band, 15  00 

Oil  and  waste  on  band, 15  55 

Tools  and  electric  materials  on  band, 113  60 

Casb  on  band, 17  52 

Water  wheel, 1,516  82 

Total  assets,  as  per  books  of  the  company $23,352  48 

Profit  and  loss  balance, 7,473  80 

$30,826  28 
Liabilities. 

Capital  stock, $4,000  00 

Notes  payable 21,209  45 

Unpaid  bills, 5,6i6  83 

ToUl  liabilities,  as  per  books  of  the  company, $30,826  28 

Profit  and  Loss  Accouxt. 

Db.  Cr. 

Balance  Jane  30, 1890, $5,923  99 

Balance  of  electric  manafactoring  account,     .       .       .  $125  66 

Other  items  of  income, 5  55 

Interest  paid, 881  27 

Depreciation 799  75 

Balance  June  30, 1891 7.473  80 

$7,605  01  $7,605  01 


LEOMINSTER.  ELECTRIC  LIGHT  AND    POWER   COMPANY. 

Assets. 

Real  estate, $10,455  24 

Steam  plant, 9,547  33 

Electric  plant, 17,210  38 

Lines,  meters,  lamps  and  globes, 41,957  83 

Franchise 10,000  00 

Due  for  electric  light  and  power, 1,121  41 

Fuel  on  hand, 173  00 

Carbons  on  hand, 40  00 

Oil  and  waste  on  hand, 57  50 

Incandescent  lamps  on  hand, 160  20 

Globes  on  hand, 3  nO 
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Other  electric  materials  on  band,     . 

Honea,  wagona,  etc, 

Sandry  accounts  dae  the  company,  • 

Office  f  arnitore, 

Cash  on  hand, 

Notes  receivable, 

Unexpired  insurance,  interest  and  taxes. 

Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


9239  46 

69  60 

340  76 

33  15 

1,056  06 

20  00 

912  76 

f  93,388  08 

1,078  12 

$94,466  20 

LlABILITIBfi. 

Capital  stock, $50,000  00 

Notes  payable 38,775  04 

Unpaid  bills, 5,691  16 


Total  liabilities,  as  per  books  of  the  company, 


f9l,466  20 


Pbofit  and  Loss  Account. 


Balance  Jnne  30, 1890,      .... 
Balance  of  electric  manufacturing  account. 

Interest  paid, 

Balance  June  30, 1891,      .... 


Db. 

Ch. 

«436  92 

$82  81 

724  01 

1,078  12 

$1,160  93        $1,160  93 


LEOMINSTER  GAS  LIGHT  COMPANY. 

ASHBTS. 

Real  estate, \ 

Machinery  and  manufacturing  appliances,  [ $18,054  47 

Street  mains, J 

Meters, 

Due  for  gas, 

Enrichers  on  hand, 

Sundry  accounts  due  the  company, 

Cash  on  hand, 

Notes  receivable, 


1,945  63 

1,161  55 

168  30 

31  80 

971  94 

1,200  00 

Total  assets,  as  per  books  of  the  company, 


$53,533  59 


Liabilities. 
Capital  stock, $50,000  00 


Total  liabilities,  as  per  books  of  the  company, . 
Profit  and  loss  balance 


Pbofit  akd  Lobs  Accoimx. 


Balance  Jnne  30, 1890, 

Balance  of  gas  manufacturing  account, 

Bents, 

Other  items  of  income, 

Dividends  declared,  . 

Construction  charged  off. 

Other  items. 

Balance  June  30, 1891, 


$50,000  00 
3,533  59 


$53,533  59 

Db. 

Cr. 

$2,029  39 

2,431  27 

78  00 

62  43 

$1,000  00 

64  76 

2  75 

3,533  59 

$4,691  09        $4,591  09 
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LEXINGTON  GAS  LIGHT  COMPANY. 

ASSBTB.  * 

Real  estate, $1,514  95 

Machinery  and  manufactaring  appliances, 21,523  73 

Street  mains, 6,692  15 

Meters 683  87 

Due  for  gas 618  95 

Tar  on  band, ^    .  27  50 

Enrichers  on  hand, *    .  20  00 

Cash  on  hand, 1,132  42 

Notes  receivable, 546  00 

Total  assets,  as  per  books  of  the  oompanj $32,704  67 

Liabilities. 

Capital  stock, $20,000  00 

Notes  payable, 67  00 

Unpaid  bills, 244  50 

Total  liabilities,  as  per  books  of  the  company,        ....  $20,311  60 

Profit  and  loss  balance, 12,393  07 

$32,7041? 

Profit  and  Loss  Account. 

Db.  Ck. 

Balance  Jane  30, 1890, $11,329  10 

Balance  of  gas  manafactaring  account,    ....  1,58385 

Interest  received, 7  94 

Rents 10  00 

Other  items  of  income .  62  18 

Dividends  declared, $600  00 

Balance  June  30,  1891, 12,393  07 

$12,993  07  $12,993  07 


LOWELL   ELECTRIC   LIGHT  CORPORATION. 

ASSBTB. 

Real  estate, $26,954  67 

Steam  plant, 96,824  95 

Electric  plant, 108,642  48 

Lines,  meters,  lamps  and  globes, 210,390  25 

Inside  wiring, 6,212  60 

Dne  for  electric  light  and  power, 9,424  63 

Fuel  on  hand, 2,295  00 

Carbons  on  band, 406  00 

Oil  and  waste  on  hand 260  00 

Incandescent  lamps  on  hand, 265  50 

Globes  on  hand, 58  75 

Other  electric  materials  on  band, 5,966  78 

Horses,  wagons,  etc., 485  00 

Cash  on  band, 1,872  24 

Notes  receivable, 17,488  00 

Total  assets,  as  per  books  of  the  company, $487,001  85 
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Liabilities. 

Capltel  stock, 9274,600  00 

Notes  payable, 140,090  23 

Unpaid  bUls, 48,552  65 

Total  liabilities,  as  per  books  of  the  oompanj, 9463,242  88 

Proat  and  loss  balance, 23,758  97 

9487,001  85 
Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1890, 935,346  98 

Balance  of  electricmanafactaring  account,     .       .       .  13,691  19 

Omitted  from  assets  Jnne  30, 1890, 6,653  82 

Other  items  of  income, 385  00 

Dividends  declared, 916,878  00 

Interest  paid, 5,228  49 

Omitted  from  liabilities  June  30, 1890 10,211  53 

Balance  Jnne  30, 1891, 23,758  97 

956,076  99  956,076  99 


9425,000  00 


LOWELL  GAS  LIGHT  COMPANY. 

ASSBTS. 

Real  estate, 

Machinery  and  manufoctarlng  appliances. 

Street  mains 

Meters, j 

Doe  for  gas, 2,247  66 

Oaa  coal  on  hand, 31,913  69 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand, 

Poriiying  materials  on  hand,   • 

Stoves  on  hand, 

Cash  on  hand, 

Inrestments, 

Total  assets,  as  per  books  of  the»company, 9557,802  50 

Liabilities. 

Capital  stock 9500,000  00 

Notes  payable, 30,000  00 


917  00 

2,500  00 

153  80 

90  00 

13,250  00 

6,730  36 

75,000  00 

ToUlllabilities,  as  per  books  of  the  company,          ....    9530,00000 
Profit  and  loss  balance, 27,802  50 

9557,802  50 
Phofit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jnne  30, 1890, 949,801  72 

Balance  of  gas  manufkcturing  account,  ....  83,84208 

Renw, 3,496  96 

Dividends  declared, 960,000  00 

Interest  paid, 2,053  55 

Construction  charged  off, 27,832  23 

Depreciation, 18,452  48 

Balance  June  30, 1891, 27,802  50 


9136.140  76     9130,140  76    t 
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LYNN  GAS  AND  ELECTRIC  COMPANY. 

A88BT8. 

Real  estate  (gas), 9180,000  00 


Machinery  and  manafactaring  appliances  (gas), ' 

Street  mains  (gas), V        ....  120,000  00 

Meters, ) 

Dae  for  gas 17,133  24 

Gas  ooa!  on  band, 10,310  87 

Coke  on  hand, 160  00 

Tar  on  hand 500  00 

Stoves  on  hand, 109  91 

Real  estate  (electric), 24,122  79 

Steam  plant  (electric), 40J01  71 

Electric  plant 50,085  18 

Lines,  meters,  lamps  and  globes, 77,739  36 

Patent  rights, 15,000  00 

Due  for  electric  light  and  power, 11,187  63 

Carbons  on  hand 279  00 

Incandescent  lamps  on  hand, 184  00 

Sundry  accoants  due  the  company, 1,279  95 

Cash  on  hand, 1,020  62 

New  construction, 6,147  21 

Total  assets,  as  per  books  of  the  company, 9555,961  47 


Liabilities. 

Capital  stock, 9375,000  00 

Notes  parable, 103,500  00 

Unpaid  bills, 19,150  10 

Deposits, 80  66 

Unpaid  dividends, 625  00 

Total  liabilities,  as  per  books  of  the  company $498,355  76 

Profit  and  loss  balance, 57,605  71 

«655,961  47 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $59,172  18 

Balance  of  gas  manufacturing  account,    ....  40,626  99 

Balance  of  electric  manufacturing  account,     .       .       •  39,430  71 

Repts, 1,557  00 

Dividends  declared, 833,750  00 

Interest  paid *.        .        .  4,662  86 

Oas  construction  charged  off, 24,768  31 

Electric  construction  charged  off, 10,000  00 

Electric  depreciation, 10,000  00 

Balance  June  30, 1891 57.605  71 


$140,786  88    $140,786  88 
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MALDEN  ELECTRIC  COMPANY. 


A88BT8. 

Real  estate, $10,500  00 

Steam  plaDt, 'i 

Electric  plant, .       .       .  j-    •       •  218.268  87 

Linee,  meters,  lamps,  globes  and  oonstrnctlon  supplies,  •       .  J 

Patent  rights, 55,000  00 

Doe  for  electric  light  and  power 7,106  60 

Foel  on  hand, 8250 

Carbons  on  hand, 171  00 

Oil  and  waste  on  hand, 72  98 

Incandescent  lamps  on  hand, •       .  150  00 

Other  electric  materials  on  hand, 66  00 

Horses,  wagons,  etc.,       . 1,200  00 

Sondrf  acooonts  due  the  company, 2,477  63 

OlOoe  (bmiUire, 190  00 

Cash  on  hand 2,496  17 

loTCstments, 5,500  00 

Totalassets,  as  per  books  of  the  company, $303,28126 

LlABILITIBS. 

Capital  stock, $145,100  00 

Bonds  issued, 100,000  00 

Notes  payable, 86,099  17 

Unpaid  bUls, 2,655  23 

Total  liabilities,  as  per  books  of  the  company $283,854  40 

Profit  and  loss  balance, 19,426  85 

$303,281  25 

PjtOFiT  AND  Loss  ACCOUNT. 

Da.  Cb. 

Balance  Jnne  80, 1890,      .       .       •       .       .       .       .  $11.513  99 

Balance  of  electric  mannfactoring  account,  -   •       .       .  24,602  86 

Diridends  declared, $10,690  00 

Interest  paid 6,000  00 

BaUnce  June  80. 1891, 19,426  85 

$36,116  85  $36,116  86 


MALDEN  AND  MELROSE  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate. $242,612  70 

Street  mains, 3,264  79 

Doe  for  gas 13,944  68 

Gas  coal  on  hand 7,031  98 

Coke  on  hand 90  00 

Tar  on  band, 1,800  00 

Purifying  materials  on  hand, 96  25 

Other  gas  materials  on  hand, 28,026  04 

Stores  on  band 3,153  73 

Sundry  accounts  due  the  company, 4,174  37 

Cash  on  band, 172  04 

Total  assets,  as  per  books  of  the  company, $304,366  58 
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Liabilities. 

Capital  stock, $220,000  00 

Notes  payable 7,753  41 

Unpaid  bills, 104  90 

Unpaid  dividends 1,007  50 

Contingent  fund 12,625  00 

finndry  accounts 1,084  66 

Total  liabilities,  as  per  books  of  the  company,        ....  $242,575  47 

Profit  and  loss  balance, 61,791  11 

9804,366  58 

Pbofit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1890, $51,687  76 

.Balance  of  gas  mannfactnringaoconnt,    ....  29,08499 

Interest  received, 413  96 

Other  items  of  income, 188  60 

Dividends  declared $17,600  00 

Interest  paid, 238  19 

Other  items, 1,746  01 

)  June  30, 1891 61.79111 

$81,375  81  $81,375  31 


$19,804  99 


MANUFACTURERS'  GAS  LIGHT  COMPANY   (FALL  RIVER) 

Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances. 

Street  mains, 

Meters, 

Due  for  gas, 

Oas  coal  on  hand, 

Coke  on  hand 

Tar  on  hand, 

Enrichers  on  hand, 

Cash  on  hand,  ...... 

Total  assets,  as  per  books  of  the  company $54,429  37 


Total  liabilities,  as  per  books  of  the  company,         ....      $50,00000 
Profit  and  loss  balance, 4,429  37 


955  48 

900  00 

100  00 

51  00 

320  00 

2,297  90 

Profit  and  Loss  Account. 


Balance  June  30, 1890, 

Balance  of  gas  manufacturing  account, 

Rents, 

Dividends  declared,  .... 

Depreciation, 

Balance  June  SO,  1891, 


$54,429  37 

Ds. 

CB- 

$2,732  89 

6,724  8.1 

51  65 

$5,000  00 

80  00 

4,429  37 

$9,509  87        $9,509  37 
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MARBLEHEAD  GAS  AND  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  esUte $5,652  41 

Machinery  and  mannfactaring  appliances, 18,642  94 

Street  mains 10,500  00 

Meters. 1,607  25 

Dueforicas 1,261  14 

Gas  coal  on  hand, 1,615  34 

Coke  on  hand, 60  00 

Tar  on  band 20  00 

Other  gas  materials  on  hand, 214  91 

Stoves  on  hand, 100  06 

Office  famitnre, 200  00 

Cash  on  hand 83  26 

InTestmenU, 100  00 

Total  assets,  as  per  boolis  of  the  company, f  40,057  31 

Profit  and  loss  balance, 8,061  79 

948,119  10 

LlABtLITlES. 

Capitol  stock $40,000  00 

Notes  payable, 6,200  00 

Unpaid  bills 1,919  10 

Totol  liabilities,  as  per  books  of  the  company,        ....  f46,119  10 

PboFIT  AMD  Loss  AOOOUNT. 

Db.  Ca. 

Balance  Jnne  30,  1890, $8,698  97 

Balance  of  gas  mannfkctnring  account,  ....  $610  93 

Bento 261  25 

Interest  paid, 235  00 

Balance  June  30, 1891, 8,061  79 

$8,933  97  $8,933  97 


MARLBOROUGH  ELECTRIC    COMPANY. 

Assets. 

Realestote, $4,682  13 

Steam  plant, 10,062  40 

Electric  plant, 28,890  24 

Lines,  meters,  lapops  and  globes, 19,747  36 

Dae  for  electric  light  and  power, 698  47 

Fuel  on  hand, 179  00 

Carbons  on  hand, 54  00 

Oil  and  waste  on  hand, 38  25 

Incandescent  lamps  on  hand, 98  23 

Globes  on  hand,        * 32  08 

Cash  on  hand, 748  89 

Total  assets,  as  per  books  of  the  company, $65,235  65 
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Liabilities. 

Capital  stock, $30,000  00 

Bonds  issaed 22,000  00 

Notes  payable, .  5,600  00 

Unpaid  bilU 1,343  92 

Total  liabilities,  as  per  books  of  the  companj,        .       .       .       • '  $58,8i3  92 

Profit  and  loss  balance, 6,391  63 

165,235  55 
Profit  and  Loss  Account. 

Dl.  Cr. 

Balance  June  80, 1890, |3,733  59 

Balance  of  electric  manufactnring  account,     •       .       .  5,063  86 

Dividends  declared, $900  00 

Interest  paid,     .       • 1,505  82 

Balance  June  30,  1891 6,391  63 

$8,797  45  $8,797  45 


MARLBOEOUGH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $5,590  00 

Machinery  and  manafactaring  appliances, 53,507  51 

Street  mains 7,702  96 

Meters 1,247  23 

Dae  for  gas, 1,142  87 

Gas  coal  on  hand, 3,243  81 

Purifying  materials  on  hand, 30  96 

Other  gas  materials  on  hand, 194  03 

Stoves  on  hand,        .    )  i  fi27  ai 

Gas  fixtures  on  hand,     / i,o^/ oi 

Sundry  accounts  due  the  company, 314  20 

Cash  on  hand 2.252  12 

Total  assets,  as  per  books  of  the  company,      .       •       .       .       .  $76,853  32 


Liabilities. 

Capital  stock, $50,000  00 

Notes  payable, 20  15 

Unpaid  bill 978  21 

Total  liabilities,  as  per  books  of  the  company,        ....  $50,998  36 

Profit  and  loss  balance 25,854  96 

$76,853  32 

Pbofit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1890, $24,516  66 

Balance  of  gas  manufacturing  account,  •       •       .       •  1,324  81 

Other  items  of  income,      .......  48  38 

Sundry  items, $34  89 

Balance  June  30, 1891 25,854  96 


$25,889  85      $25,889  85 
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MIDDLEBOROUGH  GAS  AND  BLECTRIC  COMPANY. 

A88BT8. 

Real  estate  (gas), |1 1,000  00 

Machinery  and  manafactaring  appliances  (gas), 14,717  02 

Street  mains  (gas), 8,023  55 

Meters  (gas), 3,247  74 

Dne  for  gas, •  8  44 

Otber  gas  materials  on  hand, 113  70 

Stoyes  on  hand, 39  20 

Real  estate  (electric)  and  water  power, 16,875  71 

Steanr  plant  (electric) 61,669  29 

Electric  plant, 26,360  58 

Lines,  meters,  lamps  and  globes, 28,729  85 

Franchise, 4,530  52 

Dne  for  electric  light  and  power, 9  00 

Carbons  on  band, 77  60 

Oil  and  waste  on  hand 21  80 

Incandescent  lamps  on  band, 675  00 

Globes  on  hand, 5  25 

Snndry  accounts  dne  the  company, 1,628  95 

Office  fhmitare, 16  75 

Cash  on  hand,    .       .       .       .    ' 131  10 

Tools, 68  36 

Total  assets,  as  per  books  of  the  company, f  167,749  31 

Proat  and  loss  balance, 9,947  32 

9177,696  63 

LlABILITIBS. 

Capital  stock f  80,000  00 

Bonds  issued, 80,000  00 

Unpaid  bills, 16,096  63 

Interest  dne  bnt  not  paid 1,600  00 

Total  liabilities,  as  per  books  of  the  company,        •       •       •       .  $177,696  63 

PbOPXT  AVD  Loss  ACCOUHT. 

Dk.  Ck. 

Balance  June  30, 1890, , f  4,040  36 

Balance  of  gas  mannfkctnring  account 121  56 

Balance  of  electric  mannfacturing  account,     •       •       .  1,754  99 

Interest  receiyed, 4,050  00 

Sundry  items $19  59 

Balance  June  80, 1891, 9,947  32 

$9,966  91  $9,966  91 


MILFORD   ELECTRIC  LIGHT  AND  POWER  COMPANY. 
Assets. 


$52,827  67 


Real  estate,  .... 
Steam  plant,        .       • 
Electric  plant, 
Lines,  meters,  lamps  and  globe. 

Due  for  electric  light  and  power, '•         1,796  64 

Fuel  on  hand, 485  98 

Carbons  on  hand, 85  70 
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Oil  and  waste  on  hand, ^26  75 

Incandescent  lamps  on  hand, ) 291  01 

Globes  on  hand,  J 

Tools 1,002  73 

Sundry  accounts  dae  the  company, 475  13 

Cash  on  hand, 296  72 

Unexpired  insurance, 303  11 

Total  assets,  as  per  books  of  the  company f  57,042  44 

Liabilities. 

Capital  stock, |40,000  00 

Notes  payable, 14,500  00 

Unpaid  bUIs, 1,338  39 

Kescrve  fund, 219  89 

Total  liabilities,  as  per  books  of  the  company $56,058  28 

Profit  and  loss  balance, 984  16 

$57,042  44 
Pbofit  Ain>  Loss  Acooumt. 

Db.  Cr. 

Balance  June  SO,  1890, f  1,019  89 

Balance  of  electric  manafSEu:turing  account,     •       •       •  1,275  58 

Other  items  of  income, $143  46 

Dividends  declared, ;       •  800  00 

Interest  paid, 434  88 

Reserve  fund, 219  89 

Balance  June  30, 1891, 984  16 

■                              $2,438  93  $2,438  93 

MILFORD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $3,450  00 

Machinery  and  manufkcturing  appliances, 64,366  61 

Street  mains, 31,596  74 

Meters, 2,500  00 

Due  for  gas, 1,356  52 

Gas  coal  on  hand, 3,794  94 

Coke  on  hand 195  00 

Tar  on  hand, 668  60 

Purifying  materials  on  hand, '      •       •  58  00 

Other  gas  materials  on  hand, 408  75 

Stoves  on  hand, 168  76 

Gas  fixtures  on  hand, 1,500  00 

Sundry  accounts  due  the  company, 124  34 

Office  furniture, 50  00 

Cash  on  hand, 3,049  39 

Total  assets,  as  per  books  of  the  company $113,287  55 

Liabilities. 

Capital  stock, $72,300  00 

Unpaid  bills, 58  43 

Unpaid  dividend 3,615  00 

Depreciation  fund 35,800  00 

Total  liabilities,  as  per  books  of  the  company $111,773  43 

Profit  and  loss  balance, 1,514  12 

$113,287  56 
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PROPIT  AND  Loss  ACCOUNT. 

Dk.  Cb. 

Balance  Jane  30, 1890, 97,877  79 

Balance  ofgaanuinafackuing  account,   ....  8,47624 

Diridenda  declared, f  7,280  00 

Depredation, 6,009  91 

To  depredation  Aind, 2,000  00 

Balance  Jane  30, 1891 1,614  12 

916,364  08    sioiseToi 


MILLBURT  ELECTRIC  COMPANY. 
AaaBTS. 

Real  estate, 9^,511  99 

Steam  plant, 6,298  46 

Electric  plant, 6,100  00 

Llnea,  meters,  lamps  and  globes 14,632  79 

Dae  for  electric  light  and  power 1,004  98 

Foel  on  band, 746  20 

Other  electric  materials  on  hand, 163  05 

Electric  fixtures  on  hand, 662  90 

Cash  on  hand, 426  62 

Tools, 103  00 

Total  assets,  as  per  books  of  the  company 933,648  88 

Liabilities. 

Capital  stock, 916,000  00 

Notes  payable, 16,000  OQ 

Unpaid  bills, 1,604  01 

Reserre  fund, 833  66 

Toul  liabilities,  as  per  books  of  the  company,         ....  933,437  66 

Profit  and  loss  balance 206  32 

933,643  88 

PEOFIT  AND  Loss  ACCOUNT. 

Db.  Cb. 

Balance  June  SO,  1890, 9367  32 

Balance  of  electric  manufacturing  account,     .       .  1,166  32 

Interest  paid, 9960  00 

Other  item 367  32 

Balance  June  30, 1801 206  32 

91,633  64  91,633  64 


MILTON  LIGHT  AND  POWER  COMPANY. 

ASSSTS. 

Real  esute, 95,811  70' 

Steam  plant, 8,258  08 

Electric  plant, 9,136  44 

Lines,  meters,  lamps  and  globes, •       •  19,707  54 

Fael  on  hand, 25  00 
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Oil  and  waste  on  hand, 990  00 

Cash  on  hand, 24  U 

Total  assets,  as  per  books  of  the  company, f43,051  90 

Profit  and  loss  balance,    ..•....•••  456  75 


943,508  65 


Liabilities. 


Notes  payable, 9500  00 

Unpaid  bills, 31,320  88 

Deposits, 11,687  77 

Total  liabilities,  as  per  books  of  the  company,         •       •       .       •  943,508  65 


NANTUCKET   GA.8   LIGHT   COMPANY. 

Absbts. 

Real  estate, 93,000  00 

Machinery  and  manufacturing  applianoes 20,000  00 

Street  mains, 9.540  53 

Meters, 4,000  00 

Dne  for  gas, 322  84 

Oas  coal  on  hand 1,381  76 

Coke  on  hand, 20  00 

Tar  on  hand, 16  00 

Purifying  materials  on  hand,   . 9  00 

Cash  on  hand, 133  35 

Notes  receivable, 2,000  00 

Investments, 368  00 

Total  assets,  as  per  books  of  the  company, 940,791  48 

Liabilities. 

Capital  stock, 936,000  00 

Total  liabilities,  as  per  books  of  the  company,        ....  936,000  00 

Profit  and  loss  balance 4,791  48 

940,791  48 

Peofit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1890, 95,572  90 

Balance  of  gas  manufacturing  account,   ....  48584 

Interest  received,       ..••••..  139  37 

-Other  items  of  income 33  37 

Dividends  declared, 91,440  00 

Balance  June  80, 1891, 4,791  48 


96,231  48       96,231  48 
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NATICK  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate,       .       .       .' .       .  $24,847  73 

Steam  plant, 30,365  17 

Electric  plant, 23.593  03 

Lines,  meters,  lamps  and  globes, 82,415  53 

Wiring 10,942  19 

Dae  for  electric  light  and  power, 1,672  10 

Electric  materials  on  band, 1,004  82 

Cash  on  hand, 253  75 

Total  assets,  as  per  books  of  the  company, $175,094  32 

Profit  and  loss  balance, 5,170  33 

$180,264  63 
Liabilities. 

Capital  stock, $40,000  00 

Bonds  issaed, 35,000  00 

Notes  payable, 49,837  00 

Unpaid  bUls, 65,427  65 

Total  liabilities,  as  per  books  of  the  company,        ....  $180,264  65 

Pbofit  and  Lobs  Account. 

Dit.  Cb, 

Balance  Jane  30, 1890, $2,898  51 

Balance  of  electric  mannfacturing  acconnt,     ...  $2,141  76 

Interest  paid, 4,413  58 

Balance  Jan«  30, 1891, 5,170  33. 


$7,312  09       $7,312  09- 


NATICK  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $16,67038 

Machinery  and  manufacturing  appliances,  ^ 

Street  mains, [  .       i       .       .       .       .  22,554  69 

Meters J 

Doe  for  gas 1,238  25 

Gas  coal  on  hand, 143  93 

Tar  on  hand, 230  75 

StOTes  on  hand, 827  33 

Gas  fixtures  on  hand, 320  50 

Cash  on  hand, 815  76 


Total  assets,  as  per  books  of  the  company, $42,301  49* 

Liabilities. 

Capital  stock $20,000  00* 

Bonds  issaed, 8,600  00> 

Unpaid  bills 256  22: 

Total  liabilities,  as  per  books  of  the  company,        ....  $28,755  22 

Profit  and  loss  balance, 13,546  27; 


Peopit  and  Loss  Account. 


$42,301  49* 


Balance  June  30, 1890,      . 

Balance  of  gas  mannfkcturing  account, 

Interest  paid, 

Balance  Jane  30, 1891,      . 


Da. 

Cr. 

$13,017  10 

1,000  67 

$471  50 

13,546  27 

$14,017  77      $14,017  77 
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NEW  BEDFORD  GAS  LIGHT  COMPANY. 

A8SRT8. 

Real  estate  (gas) 9164,195  73 

Machinery  and  mannfacturing  appliances  (gas),    .....  6,56187 

Street  mains  and  services  (gas) 135,968  80 

Meters  (gas), 17.474  73 

Due  for  gas, 4,535  83 

Gas  coal  on  hand, 2,796  23 

Coke  on  band, 1,125  00 

Tar  on  band, 72  50 

Enrichers  on  hand, 1  20 

Purifying  materials  on  hand, 555  50 

Other  gas  materials  on  hand, 2,937  U 

Stoves  on  hand, 8,988  26 

Gas  and  electric  fixtures  on  hand, 3,536  72 

Real  estate  (electric) 57,763  86 

Steam  plant  (electric) 68,664  88 

Electric  plant > 212,077  09 

Lines,  meters,  lamps  and  globes,  / 

Patent  rights, 17,000  00 

Due  for  electric  light  and  power, 6,857  96 

Fuel  on  hand  (electric  light), 2,842  99 

Carbons  on  hand, 1,478  03 

Oil  and  waste  on  hand, 193  05 

Incandescent  lamps  on  hand, 904  73 

Globes  on  hand, 120  47 

Other  electric  materials  on  hand, 15,275  31 

Motors  on  hand 11,535  00 

Horses,  wagons,  etc., 713  26 

Sundry  acconnts  due  the  company 17,178  24 

Office  furniture, 1,585  25 

Cash  on  hand 1,010  47 

Notes  receivable, - 545  29 

Tools  and  supplies, 7,284  00 

Toul  assets,  as  per  books  of  the  company, 9771,768  89 

Liabilities. 

Capital  stock, $r)59,000  00 

Notes  payable 165,300  00 

Unpaid  bills,      .        .        .        .       ^ 9,704  63 

Deposits, 166  00 

Interest  dae  but  not  paid 942  33 

Insurance  fVind, 2,214  80 

Depreciation  fund, 29,953  78 

Total  liabilities,  as  per  books  of  the  company,         ....  f  758,281  44 

Profit  and  loss  balance, 13.487  45 

•771,768  89 
Profit  and  Loss  Account. 

Dr.  Ci. 

Balance  June  30, 1890, 917.322  72 

Balance  of  gas  manufacturing  account, 25,753  45 

Balance  of  electric  manufacturing  account, 19,554  00 

Jobbing  and  fixture  accounts, 2,948  20 
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^"*«» $342  05 

Other  items  of  Income, 171  84 

Divldendfl  declared, $38,600  00 

Interest  paid, 8.436  01 

Wiring  account, X  268  26 

Depredation 1,119  81 

Other  items, '      644  99 

Itednction  of  constraction  account  for  error,    .       .  2,635  74 

Balance  June  30, 1891, 13^487  45 

$66,092  20      $66,092^0 


NEWBURYPORT  GAS  AND  ELECTRIC  COMPANY. 
Assets. 

Real  estate  (gas), ...  $1,13243 

Machinery  and  manofiicturing appliances  (gas), 75,000  00 

Street  mains  (gas), 5,169  37 

Meters  (gas), Ij02  71 

Du«  for  gas, 3^71  55 

Gas  coal  on  hand, 3  147  46 

Coke  on  hand, 150  qq 

Tar  on  hand, 212  50 

Enrichers  on  hand,   .       .      1 

Purifying  materials  on  hand,  J        '       ' ^^^  ^ 

Other  gas  materials  on  hand, 92  36 

Well, 418  42 

Gas  fixtures  on  band,       . 294  42 

Real  estate  (electric),  1 

Steam  plant  (electric),  > 60,000  00 

Electric  plant.   •       .  J 

Lines,  meters,  lamps  and  globes, 12,465  46 

Power  plant 730  03 

Due  for  electric  light  and  power, 2,297  01 

Fuel  on  hand  (electric  light), 135  30 

Carbons  on  hand, 60  00 

Oil  and  waste  on  hand, 16  25 

Incandescent  lamps  on  hand, 90  00 

Globes  on  hand, ' 66  00 

Motors  on  hand, 1,060  26 

Electric  fixtures  on  hand, 415  00 

Wagons,  tools  and  apparatus, 482  00 

Sundry  accounts  due  the  company, 1,334  06 

Office  Aimiture, 46  22 

Cash  on  hand, 1,747  jq 

Total  assets,  as  per  books  of  the  company, $171,577  54 

Liabilities. 

Capital  stock, $140,000  00 

Notes  payable, 16,000  00 

Unpaid  bills, 358  03 

Unpaid  dividends, 549  50 

Total  liabilities,  as  per  books  of  the  company,        ....  $156,90753 

Profit  and  loss  baUnoe, 14,670  01 

$171,577  54 
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Pbopit  and  Loss  Accocyr. 

Dm.  Ck. 

Balance  Jnne  30, 1890, 910,882  15 

Balance  of  gas  manufacturing  acoonnt,   ....  6,29330 

Balance  of  electric  manufacturing  acconnt,      .       .       .  6,928  50 

Bad  debts  collected, 39  12 

Rents, 200  00 

DiTidends  declared, f  8,400  00 

Interest  paid, 1,004  25 

Bad  debts, 268  81 

Balance  June  30, 1891, 14,670  01 

124,343  07      124,343  07 


NEWTON  AND  WATERTOWN  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas) 973,000  00 

Machinery  and  manufacturing  appliances  (gas) 93,255  54 

Street  mains  (gas), * 165,973  36 

Meters  (gas) 15,584  08 

Due  for  gas, 20,769  25 

Oas  coal  on  hand, 10,033  17 

Coke  on  hand, 830  00 

Tar  on  hand, ^ 2,100  00 

Purifying  materials  on  hand, 60  00 

Other  gas  materials  on  band, 1,350  00 

StoTes  on  hand, 455  17 

Gas  fixtures  on  hand, 1,600  00 

Real  estate  (electric) 20,139  36 

Steam  plant  (electric), 27,057  20 

Electric  pUnt 25,257  61 

Lines,  meters,  lamps  and  globes 74,885  56 

Due  fur  electric  light  and  power, 8,644  50 

Fuel  on  hand  (electric  light), 74  25 

Carbons  on  hand, 65  00 

Oil  and  waste  on  hand, 13  50 

Incandescent  lamps  on  hand, 573  56 

Other  electric  materials  on  hand 2,165  67 

Horses,  wagons,  etc.,        .       .       .    ^ 318  00 

Sundry  accounts  due  the  company, 4,558  18 

Oflloe  furniture, 447  65 

Cash  on  hand, 1,595  90 

Notes  receivable, 234  39 

Investments, 10,395  27 

Total  assets,  as  per  books  of  the  company, 9555,826  17 

Liabilities. 

Capital  stock, 9200,000  00 

Bonds  issued, 100,000  00 

Notes  payable, 61,000  00 

Unpaid  bills 12,066  02 

Deposits, 60  00 

Unpaid  dividends, 928  00 

Contingent  account, 25,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....  9399,054  02 

Profit  and  loss  balance, 166,772  15 

9555,826  17 
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Pkofit  ahd  Lo68  Account. 

Ds.  Cl. 

BftUnce  Jnne  30,  1890 9128,070  67 

Balance  of  gaa  numaCactoring  accoant,  ....  39,536  86 

Balance  of  electric  mannfactariog  aocoant,      .       .       .  10,957  50 

Benta, 1,520  00 

Divldendfl  declared, f  16,000  00 

Interest  paid, 6,777  73 

Other  items, 1,535  15 

Balance  Jane  30, 1891, 156,772  15 

f  180,085  03    1180,085  03 


'•} 


NORTH  ADAMS  GAS  LIGHT  COMPANY. 

A88BTR. 

Real  estate  (gas), 

Machinery  and  manafactnring  appliances  (gas),  }-••..  |60,000  00 

Street  mains  (gas), 

Meters  (gas), 4,486  80 

Dne  for  gas 2,145  12 

Gas  coal  on  band, 687  00 

Bnrichers  on  hand, 200  00 

Other  gas  materials  on  hand, 60  00 

Stoves  on  hand,  .       .\  1704  73 

Gas  fixtures  on  hand,  / ''      ' 

Real  estate  (electric), ' 5.700  00 

Steam  plant  (electric), 10,000  00 

Electric  plant, 7,300  00 

Lines,  meters,  lamps  and  globes, 17,000  00 

Dae  for  electric  light  and  power, 793  22 

Carbons  on  hand, 102  00 

Incandescent  lamps  on  hand 375  00 

Globes  on  hand 75  00 

Other  electric  materials  on  hand, 1,000  00 

Horses,  wagons,  etc 753  50 

Sandry  accounts  due  the  company, 2,449  66 

Office  furniture, 885  00 

Cash  on  hand, «...  3G8  90 

Notes  receivable 4,159  26 

Investments 7,500  00 

Total  assets,  as  per  books  of  the  company, 9127,735  19 

Liabilities. 

Capital  stock 950,000  00 

Notes  payable 45,800  00 

Total  liabilities,  as  per  books  of  the  company,        ....  995,80000 

Profit  and  loss  balance, 31,935  19 

9127,735  19 
Profit  and  Loss  Account. 

Dr.  Ci. 

Balance  June  30, 1890, 925.800  25 

Balance  of  ga«  manufacturing  account,    ....  4,918  39 

Balance  of  electric  manufacturing  account,     .       .       •  5,536  98 

Dividends  declared, 93,000  00 

Interest  paid, 1,320  43 

Balance  June  30, 1891, 31,935  19 

936,255  62  936,25562 
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NORTHAMPTON  ELECTRIC  LIOaTING  COMPANY. 

A88£TB. 

Real  estate 914,108  43 

^??/T';) 88,208  39 

Electric  plant,  j  ' 

Lines,  lamps  and  globes 29,041  88 

Meters 999  27 

Unexpired  insurance, 100  00 

Horses,  wagons,  etc., 285  20 

Sundry  accounts  due  the  company 1,244  22 

Office  furniture  and  tools, 182  18 

Cash  on  hand, '    .        .        .       .  990  25 

Total  assets,  as  per  books  of  the  company, $85,159  82 

L1A.BILITIE8. 

Capital  stock $58,700  00 

Bonds  Issued, 7,000  00 

Notes  payable 15,951  82 

Unpaid  bills, 819  19 

Total  liabilities,  as  per  books  of  the  company,         ....  $82,471  01 

Proflc  and  loss  balance,     .      ^ 2,688  81 

$85,159  82 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1890 $2,538  75 

Balance  of  electric  manufacturing  account,    .        .       .  4,196  60 

Rents, 336  50 

Other  items  of  income, 30  91 

Dividends  declared, $2,935  00 

Interest  paid 1,478  95 

Balance  June  30, 1891 2,688  81 

$7,102~76  $7,102^6 


NORTHAMPTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $24,900  00 

Machinery  and  manufacturing  appliances 3,000  00 

Street  mains 20,000  00 

Due  for  gas 1,982  18 

Gas  coal  on  hand, '    .  3,253  77 

Coke  on  hand 16  60 

Tar  on  hand, 46  00 

Enrichers  on  hand 475  38 

Purifying  materials  on  hand 50  00 

Other  gas  materials  on  hand, 804  70 

Stoves  on  hand, 108  85 

Spent  lime, 20  00 

New  holder  construction, 1,337  75 

Sundry  accounts  due  the  company, 992  84 

Cash  on  hand, 2,445  95 

Investments, 5,375  50 

Total  assets,  as  per  books  of  the  company, $64,809  42 
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LlABlLITIBS. 

Capital  stock, ^50,000  00 

Keserve  fund, 6,418  60 

Total  liabilities,  as  per  books  of  the  company,         ....  f  66,418  60 

Profit  and  loss  balance, 9,390  92 

^64,809  42 
Pbofit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jane  30, 1890 86,290  16 

Balance  ofgasmannfactoring  account,    ....  4,70486 

Interest  received, 426  01 

Renu, 206  25 

Sale  of  bonds, 2,000  00 

Dividends  declared, $4,000  00 

Other  items,       .  • 235  36 

BalanceJune30, 1891, 9,390  92 


f  13,626  27      913,626  27 


NORTH  ATTLEBOROUOH  GAS  LIGHT  COMPANY. 

ASSBTS. 

Real  estate ■ $47,474  72 

Machinery  and  manufacturing  appliances, 24,981  42 

Street  mains, 27,278  93 

Meters, 4,665  51 

Due  for  gas 1,290  80 

Gas  coal  on  hand, 3,374  98 

Coke  on  hand 122  88 

Tar  on  hand, 192  62 

Enrichers  on  hand, 310  16 

Purifying  materials  on  hand, 62  76 

Other  gas  materials  on  hand, 664  30 

Stoves  on  hand, 626  37 

Gas  fixtures  on  hand,       .       .       .   ' 856  21 

Sundry  accounts  due  the  company, 297  26 

Office  furniture,       ' 262  60 

Cash  on  hand, 13,168  68 

Total  assets,  as  per  books  of  the  company $126,4o9  98 

Liabilities. 

CapiUl  stock $68,100  00 

Bonds  issued, 47,670  00 

"Unpaid  bill 101  17 

Unpaid  dividends, 2,013  00 

Interest  due  but  not  paid, 715  05 

Total  liabilities,  as  per  books  of  the  company $118,629  22 

Profit  and  loss  balance, 6,780  76 


8125,409  98 
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Propit  and  Loss  Account. 

1>L  Cb. 

Balance  Jane  30, 1890, ^9,509  65 

Balanceof  gas  manafacturlngacoonnt,   ....  11,87217 

Interest  received 403  94 

Rents 209  Al 

Other  items  of  income, 109  32 

Dividends  declared, f  4,086  00 

Interest  paid 2,860  20 

Depreciation, 8,303  74 

Other  Item 73  89 

Balance  Jane  30, 1891, 6,780  76 


122,104  59      $22,104  59 


NORTH  ATTLEBOROUQH  STEAM  AND  ELECTRIC    COMPANY. 

Assets. 

Real  esute $18,375  00 

Steam  plant, 24,047  00 

Electric  plant, 32,001  04 

Lines,  meters,  lamps  and  globes, 36,613  31 

Dae  for  electric  light  and  power, 1,510  71 

Fael  on  hand, 6,242  86 

Carbons  on  hand 36  00 

Oil  and  waste  on  hand, 90  00 

Incandescent  lamps  on  hand, 231  24 

Globes  on  hand, 9  86 

Other  electric  materials  on  hand, 2,650  00 

Motors  on  hand 3,000  00 

Electric  fixtures  on  hand, 513  87 

Sundry  accounts  due  the  company, 2,407  79 

Office  fnmltare, 52  76 

Cash  on  hand, 398  16 

Notes  receivable, 21  06 

Total  assets,  as  per  books  of  the  company,      .       .       .       .       .  $127,200  63 

Liabilities. 

Capital  stock, $80,000  00 

Bonds  issued, 30,000  00 

Notes  payable '  .        .     •  .        .  9.353  36 

Unpaid  bills, 6,374  10 

Amounts  due  from  the  company  not  included  above,    ....  930  82 

i  

Total  liabilities,  as  per  books  of  the  company,         ....  $126,658  28 

Profit  and  loss  balance, 542  35 

$127,200  63 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $8,153  11 

Balance  of  electric  manufacturing  account,     .       .       .  1,684  89 

Rents 325  67 

Dividends  declared $6,160  00 

Interest  paid 2,515  28 

Depreciation, 946  04 

Balance  June  30, 1891 542  35 

$10,163  67  $10,163  67 
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NORTH  SHORE  ELECTRIC  COMPANY   (REVERE). 

A88ET8. 

Real  estate, ^15,274  65 

Steam  plant, 39,774  00 

Electric  plant, 86,988  35 

Lines,  meters,  lamps  and  globes 75,527  25 

Patent  rights, 10,000  00 

Dne  for  electric  light  and  power, 3,848  06 

Fuel  on  hand, 88  00 

Carbons  on  hand, 20  00 

Oil  and  waste  on  hand, 87  20 

Incandescent  lamps  on  hand, 216  10 

Olobes  on  hand 28  50 

Other  electric  materials  on  hand» 513  16 

Horses,  wagons,  etc, 320  50 

Sundry  accounts  due  the  company, 81  14 

Office  furniture, 187  30 

Cash  on  hand, 1,158  32 

Notes  receiTable, 276  44 

Unexpired  insurance,  taxes  and  interest, 3^8  15 

Totalassets,  as  per  books  of  the  company $234,667  12 

Profit  and  loss  balance, 323  31 

$234,990  43 
Liabilities. 

Capital  stock $125,000  00 

Bonds  issued 75,000  00 

Notes  payable, 2o,269  02 

Unpaid  bills 7,928  61 

Interest  due  but  not  paid, 1,792  80 

Total  liabilities,  as  per  books  of  the  company $234,990  43 

Pbofit  and  Loss  Account. 

Dr.     *  Cb. 

Balance  June  30,  1890, $481  17 

Beraluation  of  lines, $400  00 

Balance  of  electric  manufacturing  account,     .       .       .  2,009  95 

Construction  charged  twice, 627  39 

Expense  items  charged  twice, 6,013  11 

Interest  paid, 8,892  59 

Balance  June  30, 1891, 323  31 

$9,373  76  $9,373  76 


NORWOOD  GAS  LIGHT  COMPANY. 
Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances,  1 

Street  mains j-    *       .       .       . 

Meters, 

Due  for  gas, 

Gas  coal  on  hand, 

Cash  on  hand, 


$3,000  00 

8,118  57 

834  91 

570  30 

114  00 

519  87 

Total  assets,  as  per  books  of  the  company, $13,157  65 
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LlABILITIBfl. 

Capital  stock, f  12,000  00 

TotaIllabiliUe8,as^per  books  of  the  company, 912,000  00 

Profit  and  loss  balance, 1,167  65 

913,157  65 
Pkopit  and  Loss  Acoount. 

Db.  Cr. 

Balance  June  30, 1890 f932  82 

Balance  of  gas  manafacturing  account,   ....  93106 

Other  items  of  income, 256  89 

Balance  Jane  30, 1891, 1,167  65 

91,189  21  91,189  21 


ORANGE    ELECTRIC   LIGHT  COMPANY. 

Assets. 

Real  estate,        .       .  ' 91,600  00 

8team  plant, 8,4i7  89 

Electric  plant, 4,970  40 

Lines,  meters,  lamps  and  glol)es, 20,032  22 

Dne  for  electric  light  and  power, 660  48 

Fuel  on  hand, 286  00 

Carbons  on  hand, 10  00 

Oil  and  waste  on  hand, 28  95 

Incandescent  lamps  on  hand, 9  00 

Globes  on  hand, ■    •       .       .       •  3  50 

Other  electric  materials  on  hand 377  15 

Cash  on  hand, 905  00 

Tools, HI  99 

Interest  and  taxes  unexpired 293  04 

•  ■  ■ ' 

Totalassets,  as  per  books  of  the  company, 987,635  62 

Profit  and  loss  balance 6,267  36 

942,902  98 
Liabilities. 

Capital  stock 925,000  00 

Bonds  issued 15,000  00 

Unpaid  bills, 2,902  98 

Total  liabilities,  as  per  books  of  the  company 912,902  98 


Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, 93,872  66 

Balance  ofelectric  manufacturing  account,     .       .       .  91^*^18^ 

Error  in  return  of  previous  year,      ,        .       .        .       .  1,762  79 

Interest  paid '   .        .        .        .  750  00 

Balance  June  30,  1891,      . 5,267  36 


96,385  45        96,385  45 
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PALMER  BLECTRIC  COMPANY. 
Assets. 

Real  estate, 96/297  06 

Steam  plant, 11,144  74 

Electric  plant, 18,761  75 

Lines,  meters,  lamps  and  globes, 23,259  65 

Patent  rights, 6,000  00 

Due  for  electric  light  and  power, 2,200  94 

Fael  on  hand, 173  25 

Carbons  on  hand 15  00 

Oil  and  waste  on  hand, 42  00 

Incandescent  lamps  on  hand, 187  60 

Cash  on  hand, 12  46 

Totalassets,  as  per  books  of  the  company, 968,094  35 

LlABILITIBS. 

Capital  stock, 930,000  00 

Bonds  issued, 20,000  00 

Notes  payable, 300  00 

Unpaid  bills, 16.153  64 

Total  liabilities,  as  per  books  of  the  company, 966,458  64 

Profit  and  loss  balance 1,640  71 

968,094  35 
Pbofit  aKd  Loss  ACOOfNT. 

Diu  Cr. 

Balance  Jane  30, 1890, 91,075  70 

Balance  of  electric  mannfkcturing  account,     ...          .  1,166  22 

Other  items  of  income, 607  09 

Interest  paid, 91,208  30 

Balance  Jane  30, 1891, 1,640  71 

92,849  01  92,849  01 


PITTSFIELD  ELECTRIC  COMPANY. 

Assets. 

Real  estate, 932,967  46 

8team  plant, 24,034  67 

Electric  plant 54,316  97 

Lines,  meters,  lamps  and  globes, 23,273  28 

Dae  for  electric  light  aiid  power 4,037  07 

Fuel  on  hand 480  01 

Carbons  on  hand, 34  45 

Oil  and  waste  on  hand, 177  66 

Incandescent  lamps  on  hand, 120  21 

Globes  on  hand, 55  53 

Other  electric  materials  on  hand, 381  15 

Tools, 678  42 

Office  furniture, 459  66 

Cash  on  hand. 351  90 

Unexpired  insurance  and  interest, 678  42 

Total  asseu,  as  per  books  of  the  company, 9141,946  86 
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LlABILITIBS. 

Capital  Btock 9100,000  00 

Notes  payable, 29,602  39 

Unpaid  bills, 8,0A8  47 

Amonnts  due  from  the  company,  not  inclnded  above,   ....  706  51 

Total  liabilities,  as  per  books  of  the  company, 9138,867  37 

Profit  and  loss  balance, 3,079  49 

9141,946  86 
Phofit  and  Lots  ACCOVKT. 

DB.  Cr. 

Balance  of  electric  manafacturing  acooant,     .       .       .  93,432  05 

Interest  received, 26  49 

Rents, 481  25 

Other  items  of  income, 10  00 

Interest  paid, 9726  49 

Other  items, 143  81 

Balance  Jane  30, 1891, 3,079  49 

93,949  79  93,949  79 


PITTSFIELD  COAL  GAS  COMPANY. 

Assets. 

Real  estate 9^,650  85 

Machinery  and  manufacturing  appliances, 30,906  12 

Street  mains, 19,110  00 

Meters, 6,540  00 

Due  for  gas, 3,603  54 

Oas  coal  on  hand 2,680  19 

Enrichers  on  hand, 306  25 

Stoves  on  hand, 25  00 

Snndry  accounts  due  the  company, 16  75 

Cash  on  hand, 1,047  36 

Notes  receivable,       .       .  * 45,702  00 

Investments, 3,550  00 

'n>tal  assets,  as  per  books  of  the  company, 9144,138  06 

LlABIUTIES. 

Capital  stock, 962,500  00 

Notes  payable 26.500  00 

Unpaid  bills, 4,231  52 

Reserve  fund, 40,000  00 

Total  liabilities,  as  per  books  of  the  company, 9133,23152 

Profit  and  loss  baUnce, 10,906  54 

9144,138  06 
Profit  and  Lobs  Account. 

Balance  June  30, 1890, 99,718  71 

Balance  of  gas  manufacturing  account,    ....  9,12355 

Interest  received, 479  28 

Dividends  declared, 97,500  00 

Interest  paid, 915  00 

Balance  June  30, 1891, 10,906  54 

919,321  54  919^321  54 
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PLYMOUTH  ELECTRIC  LIGHT  COMPANY. 

A8BET8. 

Real  estate 97,951  06 

Steam  plant, 24,881  61 

Electric  plant, 84,047  88 

Linea,  meters,  lamps  and  globes 27,458  97 

Franchise, 8,000  00 

Dae  for  electric  light  and  power, 2,251  78 

Fnel  on  hand, 4  76 

Carbons  on  band, 47  26 

Oil  and  waste  on  hand, 38  25 

Incandescent  lamps  on  hand> 116  60 

Globes  on  hand, 9  00 

Motors  on  hand, 275  00 

Sandry  accounts  doe  the  company, 847  08 

Office  fbmitnre, 77  00 

Cash  on  hand, 686  18 

Unexpired  insaranoe  and  taxes, 203  17 

Total  assets,  as  per  books  of  the  company,. 9106,894  48 

Liabilities. 

Capital  stock,    . 940,000  00 

Bonds  issued, 80,000  00 

Unpaid  bills, 35,711  81 

Interest  doe  but  not  paid 734  64 

Total  liabilities,  as  per  boo^s  of  the  company, 9106,445  95 

Profit  and  loss  balance, 448  53 

9106,894  48 
Profit  and  Loss  Accovnt. 

Db.  Cr. 

Balance  June  30, 1890, 9348  14 

Bahinoe  of  electric  maonfkctnring  account,     ...  1,15518 

Amount  of  old  accounts  payable  of  July  1,  1890,  and 
Dec.  31,  1890,  since  paid  and  charged  to  the  several 

construction  and  expense  accounts  In  error,        .       .  7,958  49 

Amount  of  office  ftimiture  and  fixtures  received  in  pay- 
ment of  lighting  bill  previous  to  June  30, 1890,  and  not 

credited, 77  00 

Interest  paid, 96,033  23 

Amount  of  old  accounts  receivable  July  1,  1890,  eince 
received  and  credited  to  the  several  income  accounts 
in  error 8,057  05 

Balance  June  30, 1891 448  53 

81  99,538  81 


PLYMOUTH  GAS  LIGHT  COMPANY. 
Absbts. 

Real  estate,  

Machinery  and  manufacturing  appliances* 

Street  mains, 

Meters, 

Due  for  gas,      .       .       •       . 1,768  12 


940,000  00 
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Gas  coal  on  band, f893  48 

Coke  on  hand, - 90  00 

Tar  on  band, 90  00 

Enricbers  on  band 17  40 

Otber  gas  materials  on  band, 244  41 

Stoves  on  band 82  00 

Oas  fixtures  on  band, 1,353  90 

Sundry  accounts  due  tbe  company, 254  71 

Casb  on  band, 872  28 

Total  assets,  as  per  books  of  the  company $45,166  30 


Liabilities. 

Capital  stock, f40,000  00 

Unpaid  bills, '    \  803  80 

Unpaid  dividends, 71  50 

Amounts  due  firom  tbe  company,  not  included  above,    ....  246  30 

Total  liabilities,  as  per  books  of  tbe  company, $41,120  60 

Profit  and  loss  balance, 4,045  70 

$45,166  30 
Phofit  and  Loss  Account. 

Db.  Cb. 

Balance  Jone  30, 1890, $4,268  27 

Balance  of  gas  mannfactnring  account,   ....  2,27743 

Dividends  declared, $2,000  00 

Depreciation, 600  00 

Balance  June  30, 1891 4,045  70 

$6,646  70  $6,645  70 


QUINCY  (see  Citizen's  Gas  Light  Compani). 


QUINCY  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 


Real  estate, $9,588  14 

Steam  plant,      ,       .       ,       ,   \ 

Electric  plant I 92,358  62 

Lines,  meters,  lamps  and  globes,  J 

Due  for  electric  ligbt  and  power, 2,030  42 

Fuel  on  band, 400  00 

CarlK)ns  on  band, 25  00 

Oil  and  waste  on  band, 42  40 

Incandescent  lamps  on  band, 284  03 

Globes  on  band, 35  92 

Other  electric  materials  on  band, 63  60 

Electric  fixtures  on  band, 218  80 

Horses,  wagons,  etc., 275  00 

Office  furniture, 108  45 

Casb  on  band, 731  65 

Total  assets,  as  per  books  of  tbe  company $106,161  83 
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LlABILITIBS. 

Capitalstock 9d7»500  00 

Notes  payable, 33,364  79 

Unpaid  diTldends 230  00 

Total  liabilities,  as  per  books  o  the  company f  101,094  79 

Profit  and  loss  balance, .  0,067  04 

f  106,161  83 

Profit  and  Loss  Acoovnt. 

db.  Cb. 

BaUnce  Jane  30, 1890 f  1,980  06 

Balance  ofelectricmanafactnring  account,    .       .       .  6,915  55 

Rents, 110  25 

Other  items  of  income,     ...'....  1700 

DiYidends  declared, |2,500  00 

Interest  paid 1,248  66 

Other  items, 243  16 

Balanoe  Jnne  30, 1891, 5,067  04 

99,058  86  99,058  86 


ROXBURY  GAS  LIGHT  COMPANY. 
Assets. 

Real  estate fl  16,365  91 

Machinery  and  mannfactnring  appliances, 304,663  30 

Street  mains, '..'...  322,948  31 

Meters, 77,286  41 

Dae  for  gas 25,909  17 

Gascoalonhand, 6,03137 

Enricfaers  on  hand, 19  50 

Purifying  materials  on  hand, 639  68 

Other  gas  materials  on  hand, 3,704  01 

Patent  rights, 50,000  00 

Sundry  accounts  due  the  company, 2,105  19 

Cash  on  hand, 62,920  73 

Notes  reoeiyable, 32,000  00 

Gas  on  hand, 1,099  63 

Total  assets,  as  per  books  of  the  company, $1,005,492  21 


LlABILmSfl. 

Capital  stock, $600,000  00 

Unpaid  bills, 787  65 

Deposits 4,401  00 

Amounts  dae  ftom  the  company,  not  included  abore,    ....  2,460  01 

Total  liabilities,  as  per  books  of  the  company,        ....  $607,648  66 

Profit  and  loss  balance, 397,843  55 


91,005,492  21 
Digitized  by  VjOOQ IC 


192  GAS  COMMISSIONERS.  [Jan. 


Pbofxt  and  Loss  Acooxjmt. 

db.  Cb. 

Balance  Jnne  30, 1890, $423,480  48 

Balance  of  gas  mannfactoring  account,  ....  34,900  79 

Interest  received, 2,530  31 

Rents, 1,567  09 

Dividends  declared, $60,000  00 

Depreciation,     .       • 4.625  12 

Balance  June  30, 1891, 897,843  56 

$462,468  67    $462,468  67 


SALEM  ELECTRIC  LIGHTING  COMPANY. 

Assets. 

Real  estate, $44,000  00 

Steam  plant,       .    '  .       .       .  ^ 

Electric  plant,     ....>- 152,000  00 

Lines,  meters,  lamps  and  globes,  J 

Franchise, 10,000  00 

Due  for  electric  light  and  power,  jobbing,  etc., 7,527  71 

Fuel  on  band 1,772  50 

Carbons  on  hand, 100  00 

Globes  on  hand, 55  13 

Other  electric  materials  on  hand, 259  56 

Sandry  accounts  due  the  company, 442  99 

Furniture  and  fixtures, 700  00 

Cash  on  hand, 8,347  43 

Sinking  fund,     .        .       ^ 1>000  00 

Total  assets,  as  per  books  of  the  company,      .       •       •       .       •  $221,205  32 

LlABILITIBS. 

Capital  stock $140,000  00 

Bonds  issued, 40,500  00 

Unpaid  bills, 724  84 

Surplus  fund, •  10,000  00 

Total  liabilities,  as  per  books  of  the  company, $191,224  84 

Profit  and  loss  balance, 29,980  48 

$221,205  32 
Profit  and  Loss  Acootrnx. 

Db.  Cb. 

Balance  June  30, 1890, $18,242  93 

Jobbing  account, 1,129  49 

Balance  ofelectric  manufacturing  account,     .       .       .  35,362  25 

Premiums  on  bonds 62  00 

Rents 298  98 

Other  items  of  income, 163  41 

Dividends  declared,  .       .......  $8,40000 

Interest  paid 2,510  70 

Depreciation, 4,867  88 

Surplus  account, 10,000  00 

Bahince  June  30, 1891, 29,980  48 

$55,269  06  $55,25706 
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SALEM  GAS  LIGHT  COMPANY. 

A8BBT8. 

Real  estate, 

Macbinerj  and  manafactaring  appliances, 

Street  mains, 

Meters, 

Doe  for  gas, 

Gas  coal  on  band, 

Enricbers  on  hand, 

Porifying  materials  on  hand,    . 
Other  gas  materials  on  band,    . 

Stores  on  hand, 

Gas  fixtnres  on  band 

Horse,  wagons,  etc.,  .... 

Sondry  acooants  due  the  company, . 

Office  fbmiture, 

Cash  on  hand, 

Investments 


$338,615  23 


10,751  U 

8,814  20 

7  65 

187  34 

1,573  61 

189  71 

732  53 

660  00 

518  00 

200  00 

7.629  79 

3,885  25 

Total  assets,  as  per  books  of  the  company, 9373,664  42 

LlABILITIBS. 

Capital  stock $300,000  00 

Deposits, 447  00 

Depreciation  fand, 20.000  00 

Amoaots  dne  from  the  company,  not  Included  above,    ....  5,502  39 

Total  Mabllities.  as  per  books  of  the  company, 
Profit  and  loss  balance 


PeOFXT  AMD    Loss  ACCOUKT. 

Db. 

Balance  Jnne  30, 1890, 

BahiDoe  of  gas  mannfactnring  account,  .... 

Interest  received, 

Rents, 

Dividends  declared, $19,500  00 

Constroction  charyted  oflT,  . 3,758  67 

Balance  Jnne  30,  1891, 47,715  03 


$325,949  39 
47,715  03 

$373,664  42 

Ci. 

$53,226  52 

17.424  06 

160  87 

162  25 

$70,793  70     $70,793  70 


80MERVILLE    ELECTRIC  LIGHT   COMPANY. 

A«8BT8. 

Real  esUte $20,957  43 

Sieam  plant, 33,294  67 

Electric  pUnt» 41,172  57 

Lines,  meters,  lamps  and  globes, 117.119  04 

Dae  for  electric  light  and  power, 4,706  32 

Pael  on  band 2,210  00 

Carbons  on  hand 247  87 

Otl  and  waste  on  hand, '  .       .  72  95 

Incandescent  lamps  on  hand, 977  41 

Globes  on  band, 29  08 

Other  electric  materials  on  hand, 786  40 
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Belting, .  $809  17 

Apparatus  and  machinery, 624  81 

Horfes,  wagODS,  etc., 650  00 

Sandry  accounts  due  the  company, 1,273  82 

Office  furniture, 395  66 

Cash  on  band, 528  64 

Total  assets,  as  per  books  of  the  company, $225,656  74 

LlABILZTIBB. 

Capital  stock, $1^1,400  00 

Notes  payable, 65,000  00 

Unpaid  bills, 1,438  83 

Total  liabilities,  as  per  books  of  the  company $217,838  83 

Profit  and  loss  balance, 7,816  91 

$225,655  74 
Profit  and  Loss  Account. 

de.  Ck. 

Balance  June  80,  1890, $5,746  74 

Balance  of  electric  manufacturing  account,    .       .       .  13,037  04 

Dividends  declared $8,208  00 

Interest  paid 2,757  87 

Balance  June  30,  1891, 7,816  91 

$18,782  78  $l8,782li 


$200,945  76 

277.609  16 

19.877  12 

7.924  97 

5,702  51 

1,491  00 

143  18 

390  00 

SOUTH  BOSTON  GAS  LIGHT  COMPANY. 

A88VT8. 

Real  estate, 

Machinery  and  manufacturing  appliances,  ^ 

Street  mains J 

Meters,      . 

Due  for  gas 

Gas  coal  on  hand,      . 

Coke  on  hand, 

Gas  on  hand 

Purifying  materials  on  hand. 

Other  gas  materials  on  hand, 1,230  12 

Patent  rights 25.000  00 

Horses,  wagons,  etc.. 1,454  00 

Sundry  accounts  due  the  company. 2,417  34 

Cash  on  hand 21,574  33 

Investments, 26,000  00 

Total  assets,  as  per  books  of  the  company $591,769  48 

Liabilities. 

Capital  stock, $440,000  00 

Notes  payable, 48,000  00 

Unpaid  bills, 1,346  23 

Deposits 1,988  95 

Amounts  due  fVom  the  company,  not  included  al>ove 784  61 


Total  liabilities,  as  per  books  of  the  company, $492,119  79 

Profit  and  loss  balance, 99.639  69 
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Profit  a.nd  Loss  Account. 

Db.  Or. 

Balance  June  80, 1890, $79,195  12 

Bakuoe  of  gas  manufactnrfng  aocount,  ....  45,412  96 

Bents, 1,660  00 

DiTidends  declared, $22,000  00 

Interest  paid, 4,275  87 

Depredation, 352  51 

Balance  Jane  30, 1891 99,639  69 

$126,268  07    $126,268  07 


80UTHBRIDGE  GAS  AND  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate  (gas) $5,515  49 

Machinery  and  mannfactoring  appliances  (gas) 1,04183 

Street  mains  (gas), 7,056*00 

Meters  (gas),    ' 1,416  93 

Dae  for  gas, 164  45 

Gas  coal  on  hand, 6  13 

Tar  on  hand, 22  00 

Enrichers  on  hand, 190  11 

Other  ffas  materials  on  hand, 228  35 

Gas  fixtures  on  hand, 135  26 

Real  estate  (electric), 3,622  91 

Steam  plant  (electric), 9,351  59 

Electric  plant, 10.773  87 

Lines,  meters,  lamps  and  globes, 14,418  46 

Franchise, 2,650  00 

Due  for  electric  light  and  power 43  39 

Fuel  on  hand  (electric  light), 308  70 

Carbons  on  hand, 43  42 

Oil  and  waste  on  hand, 38  13 

Incandescent  lamps  on  hand, 16  80 

Other  electric  materials  on  hand 79  60 

Horses,  wagons,  etc., 235  00 

Office  f^rnitnre, 125  50 

Cash  on  'band, 785  64 

Total  assets,  as  per  books  of  the  company, $58,269  46 

Liabilities. 

Capital  stock, $40,000  00 

Notes  payable, 13,500  00 

Unpaid  bills,. 11  69 

Total  liabilities,  as  per  books  of  the  company, $53,511  69 

Ftoflt  and  loss  balance, 4,757  77 

$58,269  46 
Pbofit  and  Loss  Account. 

Db.  Cr. 

Balance  June  80, 1890, $2,574  82 

Balance  of  gas  mannfacturing  account,    ....  65743 

Balance  of  electric  manafactaring  account,     .       .       .  3,967  03 
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Revalnation  of  plant, $1,038  04 

Di?ideDds  declared, $2,200  00 

Interest  paid, 666  50 

Depreciation, 613  05 

Balance  June  30, 1891, 4,757  77 


$8,237  32       $8,237  32 


SOUTH   HADLBY   FALLS  ELECTRIC  LIGHT  COMPANY. 

A88BT8. 

Steam  plant, $1,249  71 

Electric  pUnt 4,950  00 

Lines,  meters,  lamps  and  globes, 3,661  00 

Dne  for  electric  light  and  power 696  93 

Incandescent  lamps  on  hand, 65  00 

Other  electric  materials  on  hand, 64  70 

Total  assets,  as  per  books  of  the  company, $10,687  34 

Liabilities. 

Capital  stock, $7,000  00 

Amounts  dae  from  the  company,  not  indaded  abore,    ....  3,687  34 

Total  liabilities,  as  per  books  of  the  company $10,687  34 

Profit  and  Loss  AccoiJifT. 

Dr.  Cr. 

fialanoeof  electric  mannfactoring  account,     .       .       .  $723  62 

Interest  paid, $150  00 

Depreciation, 573  62 

$723  62  $723  62 


SPENCER  OAS  COMPANY. 

Assets. 

Real  estate  (gas), $22,440  01 

Machinery  and  manuflicturing  appliances  (gas) 74,265  64 

Street  mafais  (gas), 35,866  68 

Meters  (gas) 3,636  08 

Due  for  gas 2,565  59 

Gas  coal  on  hand, 87  60 

Coke  on  hand, 4  00 

Tar  on  hand, 24  00 

Enrichers  on  hand 145  20 

Purifying  materials  on  hand, 6  00 

Stoves  on  hand, 1,343  44 

Gas  fixtures  on  hand, 520  84 

Steam  plant  (electric), 3,369  50 

Electric  ptant,.        '       '       '\ 24,462  17 

Lmes,  meters,  lamps  and  globes,  /  ' 

Patent  rights, 484  47 

Carbons  on  band, 23  00 
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Oil  and  wBSts  on  hand, $42  00 

Pipe  and  fittings, 485  06 

Gas  engine, 800  00 

Tools, 450  00  • 

Meter  proven, 25  00 

Sundry  accoants  dne  the  company, 4,531  41 

Office  fhrnitnre 150  00 

Motes  receivable, 250  00 

Total  assets,  as  per  books  of  the  company, $175,977  69 

Profit  and  loss  bahwce 10,548  30 

$186,525  99 
Liabilities. 

CaplUl  stock $85,000  00 

Bonds  issued 85,000  00 

Unpaid  bills, 1,377  26 

Interest  dne 2,560  00 

Amoants  due  ftx>m  the  company,  not  included  above,    ....  12,598  73 

Total  liabilities,  as  per  books  of  the  company,        ....  $186,525  99^ 

Profit  and  Loss  Account. 

Dr.  Cr. 
BaUnoe  Jnne  30, 1890,      .       .       ...       .       .       .         $9,615  55 

Balance  of  gas  manufacturing  account,  .... 

Balance  of  electric  mannfactoring  account,     . 

Gain  on  sale  of  gaa  engine, 

Rents,        .       .       .       .' 

Interest  paid,     .........  5,100  00 

Balance  June  30, 1891, 


$2,270  82 
926  43 
200  00 
770  00 

10,548  30 


$14,715  55      $14,715  55 


SPRINGFIELD  (see  United  Electric  Light  Company). 


SPRINGFIELD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas) $166,206  69 

Machinery  and  manuAictnring  appliances  (gas), 209,537  08 

Street  mains  and  services  (gas), 196,018  83 

Meters  (gas), 29,308  19 

Dne  for  gas 13,008  27 

Gas  coal  on  hand, 6,117  56 

Tar  on  hand, ...  1,600  00 

Enricbers  on  hand 614  37 

Purifying  materials  on  hand, 275  75 

Gas  engine  and  other  gas  materials  on  hand, 676  14 

Stoves  on  hand, 675  75 

Gas  bnmers  on  hand, 813  24 

RealesUte  (steam). 

Steam  pUint,     .       .       .\ 79,198  81 

Steam  meters  and  fittings. 


} 

Digitized  by  VjOOQ IC 


198                     GAS  COMMISSIONERS.  [Jan. 

Dae  for  steam, $3,02940 

Horses,  wagons,  etc., 2,500  00 

Sundry  accoants  due  the  company, 1,725  98 

'  Office  famiture ' 1,365  10 

Cash  on  hand, 13,729  64 

Notes  receivable, 670  20 

Total  assets,  as  per  books  of  the  company,      .  '     .       .       .       .  $726,971  06 


Liabilities. 

Capital  stock $500,000  00 

Notes  payable, 50,000  00 

Deposits, 679  34 

Amoants  doe  ftx>m  the  company,  not  included  above 3,277  08 

ToUl  liabilities,  as  per  books  of  the  company,        ....  $553,956  42 

Profit  and  loss  balance, '  .       .  173,014  64 

$726,971  06 

Propit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1890, $156,303  92 

Balance  of  gas  mann factoring  acconnt,  ....  59,332  36 

Interest  received, 693  20 

Rente, 1,340  72 

Dividends  declared, $40,000  00 

Interest  paid, 2,953  86 

Depreciation, 1,701  70 

Balance  June  30, 1891, 173,014  64 

$217,670  20  $217,670  20 


STOUGHTON   GAS  AND  ELECTRIC  COMPANY. 

ASSBTB. 

Real  estate  (gas), $1,000  00 

Machinery  and  mannfactnrlng  appliances  (gas), 4,400  00 

Street  mains  (gas), 6.600  00 

Steam  plant  (electric) 3,000  00 

Electric  plant )         ...                ...  900000 

Lines,  meters,  lamps  and  globes,  f         •.••*•  , 

Cash  on  hand 110  20 

Total  asseto,  as  per  books  of  the  company, $24,110  20 


LlABILITIBS. 

Capital  Etock, $24,000  00 

Total  liabilities,  as  per  books  of  the  company, $24,000  00 

Profit  and  loss  balance 110  20 


$24,110  20 
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SUBURBAN   LIOHT  AND  POWER  COMPANY. 
Ambts. 


,1 


Steam  plant. 

Electric  plant,   ....}- $18,910  17 

Lines,  meters,  lamps  and  globes,  i 

Franchise 75,000  00 

Dae  Tor  electric  light  and  power, 1,475  20 

Sundry  aocoants  dne  the  company, 125  25 

Total  assets,  as  per  books  of  the  company, f  95,510  62 

Profit  and  loss  balance, 15,187  88 

$110,698  00 

LlABILITIBS. 

Capital  stock $83,000  00 

Notes  payable, 12,792  52 

Unpaid  bills, 7,385  32 

Interest  ac^ned, 683  77 

Amounts  dne  from  the  company,  not  incladed  above,    ....  6,836  89 

Total  liabilities,  as  per  l)ooks  of  the  company $110,698  50 


Pbofit  and  Lobs  Account. 

Dr:  Ci. 

Balance  Jane  30, 1890, $5,890  88 

Balance  of  electric  manafactaring  account,     .  8,416  26 

Interest, 683  77 

Other  items, 196  97 

Balance  June  30, 1891, $15,187  88 

$15,187  88      $15,187  88 


TAUNTON  ELECTRIC  LIGHTING  COMPANY. 
Assets. 

Real  estat $11,198  21 

Steam  plant, 18,177  46 

Electric  plant, 23,997  34 

Lines,  meters,  lamps  and  globes, 12,947  16 

Due  for  electric  light  and  power, 1,793  36 

Fuel  on  hand, 30  00 

Carbons  on  hand, 50  00 

Oil  and  waste  on  hand, 20  00 

Incandescent  lamps  on  hand 60  00 

Globes  on  hand, 25  00 

Other  electric  materials  on  hand, 50  00 

cash  on  hand, 79  96 

Total  assets,  as  per  books  of  the  company, $68,418  49 
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Liabilities. 

Capital  stock, $40,000  00 

Notes  payable, 12.500  00 

Unpaid  bills, 1,294  03 

Total  liabilities,  as  per  books  of  the  dompany,        ....  ^3.794  03 

Profit  and  loss  balance, 14,624  46 

968,418  49 
Profit  and  Loss  Account. 

Db.  Cr. 

Balance  Jane  30, 1890,      .       .       .       .       .       .       .  19,2-57  72 

Gain  on  unpaid  bills, 605  61 

Gain  on  bills  for  lighting, 295  70 

Balance  ofelectric  manufacturing  account,             .       .  6,491  90 

Wiring, 130  47 

Insurance, 843  25 

Other  Items  of  income, 332  63 

Dividends  declared, $2,800  00 

Interest  paid, #      .       .       .       .  632  82 

Balance  June  30, 1891 14,624  46  ' 


$17,957  28      $17,957  28 


TAUNTON  GAS  LIGHT    COMPANY. 
Assets. 

Real  estate, $26,500  00 

Machinery  and  manufacturing  appliances,      ......  53,500  00 

Due  for  gas, 10,736  47 

Gas  coal  on  hand 2,540  00 

Coke  on  hand,     . 14  00 

Tar  on  hand, 195  00 

Enrlchers  on  band, 17  40 

Purifying  materials  on  hand, 51  75 

Gas  on  hand, 224  00 

Stoves  on  hand, 1,566  71 

Gas  fixtures  on  hand 3,319  62 

Sundry  accounts  due  the  company, 2,823  23 

Cash  on  hand, 5,542  41 

Lungren  lamps, 911  83 

Total  assets,  as  per  books  of  the  company, $107,912  42 


Liabilities. 

Capital  stock, $80,000  00 

Deposits, 197  00 

Totsl  liabilities,  as  per  books  of  the  company,         ....  $80,197  00 

Profit  and  loss  balance, 27,745  42 


$107,942  42 
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Pbopitand  Loss  Account. 

Dh.  Cr. 

Balance  June  30,  1890, $26,993  36 

Balance  or  gas  manafactoiing  account,    ....  19,060  10 

Rents 150  00 

Dividends  declared, f  8,000  00 

Constraciion  charged  off, 9,832  69 

Depredation, «       .  625  35 

Balance  Jone  30,  1891 27,745  42 


$46,203  40      $46,203  46 


TURNER'S  FALLS  (see  Franklin  Electbic  Light  Company). 


UNION  ELECTRIC  LIGHT  COMPANY. 

AmsTS. 

Real  estate,        ! $5,282  47 

Steam  plant, 9,421  67 

Electric  plant, 17,889  09 

Linee,  meters,  lamps  and  globes 20,128  50 

Dae  for  electric  light  and  power 889  22 

Fuel  on  hand, 14  40 

Carbons  on  hand, 29  09 

Oil  and  waste  on  hand, 20  77 

Incandescent  lamps  on  hand, 98  94 

Olobes  on  hand, 4  00 

Other  electric  materials  on  hand, 27  91 

Tools, 149  30 

Horses,  wagons,  etc., 200  00 

Sandrj  acoonnts  due  the  company, 221  59 

Oflioe  fnmitnre, 50  00 

Cash  on  hand, 1,292  08 

Taxes  and  unexpired  insurance 98  22 

Total  assets,  as  per  books  of  the  company, $55,817  15 

Profit  and  loss  balance, 3,064  67 

$58,881  82 

Liabilities. 

Capital  stock, $20,000  00 

Bonds  issned, 30,000  00 

Unpaid  bills, 7,98182 

Interest  due  but  not  paid, 900  no 

Total  liabilities,  as  per  books  of  the  company, $58,881  82 
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Phofit  a^d  Lo0S  Account. 

Db.  Cs. 

Balance  Jone  30, 1890, $2,016  15 

Balance  of  electricmanofactaringaccoant,     ...  $6*0  17 

Other  items  of  income 131  31 

Interest  paid, 1,800  00 

BaUnce  Jane  30, 1891 3,064  67 


$3,816  15       $3,816  15 


UNITED  ELECTRIC  LIGHT  COMPANY  (SPRINGFIELD). 

ASSBTS. 

Real  estate $a'5.150  50 

Steam  plant, 93,932  87 

Electric  plant, 146,980  72 

Lines,  meters,  lamps  and  globes, 114,327  66 

Doe  for  electric  light  and  power, 6,992  95 

Fuel  on  band, 4,354  61 

Carbons  on  hand, 1,792  24 

Oil  and  waste  on  hand, 104  26 

Incandescent  lamps  on  band, ,  .  663  87 

Globes  on  band, 340  59 

Other  electric  materials  on  hand, 2,595  89 

Motors  on  hand, 14,411  75 

Electric  fixtures  on  hand, 180  45 

Horses,  wagons,  etc., 440  00 

Sundry  accounts  due  the  company 9,284  39 

Office  furniture 622  72 

Cash  on  hand 6,083  28 

Total  assets,  as  per  books  of  the  company $497,158  75 

Liabilities. 

Capital  stock, $372,700  00 

Notes  payable, 103,000  00 

Unpaid  bills 12,429  27 

Amounts  due  from  the  company,  not  included  above,    ....  208  07 

Total  liabilities,  as  per  books  of  the  company, $488,337  34 

Profit  and  loss  balance 8,821  41 

$497,158  75 

Profit  and   Loss  Account. 

Dr.  Cr. 

Balance  of  electric  manufacturing  account,     .       .       .  $32,586  15 

Rents 1,248  02 

Dividends  declared $18,000  00 

Interest  paid, 5,395  31 

Other  items, 1,617  45 

Balance  June  30, 1891, 8,821  41 


$33,834  17      $33,834  17 
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UXBRIDGE  AND  NORTHBRIDGE  ELECTRIC  COMPANY. 

A88BT8. 

Real  estate, $6,363  63 

Steam  plant, 8,039  46 

Electric  plant 8,427  62 

Lines,  meters,  lamps  and  globes,      .       .      ^ 28,562  99 

Fuel  on  hand 340  00 

Carbons  on  hand, 30  00 

Oil  and  waste  on  hand, 92  22 

Other  electric  materials  on  hand, 1,295  73 

Electric  fixtures  on  band, 197  84 

Horses,  wagons,  etc., 308  07 

Sundry  accounts  due  the  company, 965  40 

Office  furniture, 39  03 

Cash  on  band 1  81 

Totalassets,  as  per  books  of  the  company, $54,663  80 

LlABILITIBS. 

Capital  stock $34,200  00 

Motes  payable 19,000  00 

Unpaid  bills, 1,217  09 

Total  liabilities,  as  per  books  of  the  company,        ....  $54,41709 

Profit  and  loss  balance, 246  71 

$54,663  80 
Pbofit  and  Loss  Account. 

Dl.  Cr, 

Balance  of  electric  manufiictnring  account,    .       .       .  $852  96 

Interest  paid, $606  25 

Balance  June  30, 1891, 246  71 

$852  96  $852  06 


WAKEFIELD  (see  Citizens'  Gas  Light  Company). 


WALTHAM  GAS  LIGHT  COMPANY. 
Assets. 

Real  estate  (gas) $31,868  84 

Machinery  and  manufacturing  appliances  (gas),     .....  80,08449 

Street  mains  (gas), 49,800  00 

Meters  (gas) 6,500  00 

Due  for  gas, 7,515  89 

Gas  coal  on  hand, 610  20 

Coke  on  hand, 4  50 

Tar  on  band, 496  15 

Purifying  materials  on  hand, 104  00 

Other  gas  materials  on  hand, 1,250  74 

Stoves  on  hand, 150  69 

Gas  fixtures  on  hand, 1,234  12 

Steam  plant  (electric), 25,834  33 
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Electric  plant, $25,059  66 

Lines,  meters,  lamps  and  globes, 27,401  84 

Due  for  electric  light  and  power, 3,690  23 

Carbons  on  hand, 101  12 

Oil  and  waste  on  band, 52  31 

Incandescent  lamps  on  hand, 236  85 

Olobcs  on  hand, 15  37 

Other  electric  materials  on  hand 1,579  25 

Horses,  wagons,  etc., 979  18 

Sundry  accounts  due  the  company 2,601  08 

Office  furniture, 765  98 

Cash  on  hand, 306  71 

Total  assets,  as  per  books  of  the  company, $267,246  53 


Liabilities. 

Capital  stock, $140,000  00 

Bonds  issued, 20,000  00 

Notes  payable, 29,000  00 

Total  liabilities,  as  per  books  of  the  company, $189,000  00 

Profit  and  loss  balance, ....  78,246  63 

$267,246  53 
Profit  and  Loss  Account. 

Dr.  Or. 

Balance  June  30, 1890, $62,779  71 

BHlance  of  gas  manufacturing  account,     ....  22,78405 

Balance  of  electric  manufacturing  account,              .       .  5,29198 

Other  Items  of  income, 65  43 

Dividends  declared, $9,800  00 

Interest  paid, 2,390  11 

Depreciation, 424  63 

Balance  June  30,  1891 78,246  53 

$90,861  17  $90,861  17 


WALWORTH  LIGHT  AND  POWER  COMPANY  (BOSTON). 

ASBBTS. 

Steam  plAnt, $17,945  86 

Electric  plant, 8,852  81 

Lines,  meters,  lamps  and  glubes,       . 6,201  25 

Due  for  electric  light  and  power, 1,259  86 

Motors  on  hand, 200  00 

Office  furniture 241  39 

Cash  on  hand, 532  69 

Total  assets,  as  per  books  of  the  company, $35,233  86 

Liabilities. 

Capital  stock, $15,000  00 

Bonds  issued, 9,625  00 

Notes  payable, 600  00 
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Unpaid  bills f  657  44 

Interest  due  bat  not  paid 20626 

Depreciation  ftind, 3,567  66 

Amounts  due  from  the  company,  not  included  above,     ....  687  50 

Total  liabilities,  as  per  books  of  the  company, f  30,233  86 

Profit  and  loss  balance, 6.000  00 

135,233  86 
Pbofxt  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1890, f  *.062  56 

Balance  of  electric  manufacturing  acconnt,       .       .       .  2,10125 

Income  from  other  business 3,383  08 

Interest  paid, f  645  66 

Depreciation, 8,901  23 

Balance  June  30, 1891, 5,000  00 

19,546  89  $9,546  89 


WARE  ELECTRIC  COMPANY. 
Assets. 

Real  estate. $6,605  23 

Steam  plant,    1  12  467  00 

Electric  plant,  > *-*»*^'  ^ 

Lines,  meters,  lamps  and  globes, 16,115  32 

Due  for  electric  light  and  power, 485  22 

Fuel  on  hand, 500  00 

Electric  materials  on  band, 266  78 

Tools, 450  28 

Cash  on  hand, 221  5S 

Total  assets,  as  per  books  of  the  company,      .....  f37,011  41 


LlABTLITITS. 

Capita]  stock f20,000  00 

Kotes  payable, 15,500  00 

Unpaid  bills, 37  50 

Interest  accrued, 826  67 

Total  liabilities,  as  per  books  of  the  company,        ....  $35,864  17 

Profit  and  loss  balance, 1,147  24 

$37,011  41 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jan.  10, 1891, $352  17 

Balance  ofelectricmanofkcturing  account,       ...  90282 

Old  bills  collected, .       .  245  90 

Other  items  of  income, 3  52 

Interest  accrued, $357  17 

Balance  June  30, 1891 1,147  24 


$1,604  41        $1,504  41 
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WEBSTER  ELECTBIC  COMPANY. 

A88BT8. 

Real  estate  (gas), 

$30,469  90 


Machinery  and  manafacturlng  appliances  (gas),  I 


Street  mains  (gas) , 

Meters  (gas), j 

Due  for  gas, 338  97 

Gas  coal  on  hand 875  £2 

Coke  on  band, 12  00 

Oas  on  hand, 25  00 

Other  gas  materials  on  hand, 21  75 

Stoves  on  band, 30  20 

Real  estate  (electric),.       .       .  1 

Steam  plant  (electric),       •       •    [  ±7  am  vi 

Electric  plant,     .        .        .        .    j -I7,48»  33 

Lines,  meters,  lamps  and  globes,  ) 

Due  for  electric  light  and  power,       .••.••.•  783  64 

Fuel  on  hand  (electric  light), 59864 

Carbons  on  hand,      ...........  63  OO 

Oil  and  waste  on  hand, 51  00 

Incandescent  lamps  on  band, ■.       .  55  50 

Globes  on  band, 4  60 

Other  electric  materials  on  band, 1,404  70 

Sundry  accoants  dae  the  company,  ...       ^       ...       .  75  12 

Office  fumitnre, 131  .M) 

Cash  on  hand, 937  26 

Total  assets,  as  per  books  of  the  company, $83,366  63 


Liabilities. 

Capital  stock, $i5,000  00 

Bonds  issued, 30,000  00 

Notes  payable, 2.454  24 

Unpaid  bills 1,428  62 

Interest  dae  bat  not  paid, 69  00 

Total  liabilities,  as  per  books  of  the  company, $78,951  86 

Profit  and  loss  balance, 4,414  77 


PaopiT  AND  Loss  Account. 

Balance  Jane  30, 1890, 

Balance  of  gas  manufactaring  account,     .... 
Balance  of  electric  manufactaring  accoant. 

Interest  received, 

Interest  paid, 

Balance  June  30, 1891, 


$83.366  63 

DB. 

Cr. 

$3,102  49 

1,115  47 

2,066  09 

12  00 

$1,881  28 

4,414  77 

$6,296  05        $6,296  05 
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WESTBOROUGH  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

AS8BT8. 

Real  estate, $5,768  38 

Steam  plant, 7,005  10 

Electric  plant, 10,805  45 

Lines,  meters,  lamps  and  gIol)e8, 14,682  76 

Franchise 4,600  00 

Dae  for  electric  liKht  and  power, 745  22 

Other  electric  materials  on  hand 883  72 

Sundry  acoonnts  due  the  company 135  12 

Cash  on  hand, 6  75 

Total  assets,  as  per  books  of  the  company, f  44,532  50 

Profit  and  loss  balance,) 45  18 

144,577  68 
Liabilities. 

Capital  stock, f  25.000  00 

Notes  payable,     . ' 18,800  00 

Unpaid  bills, 777  68 

ToUl  liabilities,  as  per  books  of  the  company $44,577  68 


Profit  and  Los^  Account. 

Balance  Jane  30, 1890, 

Balance  of  electric  mannfacturing  account, 

Rents, 

Dividends  declared, 

Interest  paid, 

Other  items, 

Balance  Jane  30, 1891, 


Dr. 

Cb. 

$93  25 

1,181  31 

240  00 

$250  00 

1,179  56 

130  18 

45  18 

$1,559  74       $1,559  74 


WESTFIELD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas) .  $2,430  00 

Machinery  and  mannfacturing  appliances  (gas) 29,69117 

Street  mains  (gas), 13,583  51 

Meters  (gas),      .       .        .      ' 1,489  11 

Due  for  gas, 2,313  30 

Gas  coal  on  hand, 1,077  14 

Serrlces, 1,668  88 

Enrichers  on  hand, 265  22 

Pnrifying  materials  on  hand, 1  80 

Stores  on  hand, 65  04 

Gas  flxtares  on  band, 118  08 

Real  estate  (electric), 9,406  01 

Steam  plant  (electric), 6,476  71 

Electric  plant, 4,804  70 

Lines,  meters,  lamps  and  globes, 10,772  78 
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Converters, f  l,5iM)  43 

Dae  for  electric  light  and  power 891  78 

Fnel  on  hand  (electric  light), 248  69 

Carbons  on  hand, 68  14 

Oil  and  waste  on  hand, 84  73 

Globes  on  hand, 15  55 

Electric  supplies  on  hand, 17  45 

Sundry  accounts  doe  the  company 236  75 

Cash  on  hand 4,608  40 

Total  assets,  as  per  books  of  the  company, f91,785  27 


Liabilities. 

Capital  stock, $64,000  00 

Notes  payable, 21,500  00 

Depreciation  fund 2,767  46 

Total  liabilities,  as  per  books  of  the  company, $78,267  46 

Profit  and  loss  balance 13,517  81 


Profit  and  Loss  Account. 

Db. 
Balance  Jane  30, 1890,        .       .       .  •    . 
Balance  of  gas  manufactaring  account,     .... 
Balance  of  electric  ma nufacturing  account, 

Bents 

Other  items  of  income, 

Dividends  declared, S4,320  00 

Interest  paid 1.176  00 

To  depreciation  fund, 2,767  46 

Balance  June  30, 1891, 13,517  81 


$91,785  27 

c«. 

$11,974  OS 

6,160  87 

3,613  23 

31  32 

80 


$21,780  27      $21,780  27 


WEYMOUTH  LIGHT  AND  POWER  COMPANY. 

ASSBTS. 

Real  estate $11,905  41 

Steam  plant, 16,455  93 

Electric  plant, 26,824  50 

Lines,  meters,  lamps  and  globes, 78,256  69 

Due  for  electiic  light  and  power, 3,013  16 

Fuel  on  hand, 611  25 

Carlx>ns  on  hand, *        .       .  28  60 

Oil  and  waste  on  hand,     ...               41  04 

Incandescent  lamps  on  hand, ^    169  60 

Globes  on  hand,        ....               *       2  40 

Other  electric  materials  on  band, 1,617  00 
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Hones,  wagont,  etc, f  259  00 

Office  fhrnitnre, 50  00 

Cuh  on  hand, 227  82 

Total  assets,  as  per  books  of  the  company,              .                      .  $139,352  66 


Lllbilitibs. 

Capital  stock, 160,000  00 

Bonds  issued, 60,000  00 

Notes  payable, 26,000  00 

Unpaid  bills 10,442  02 

Total  liabiUUes,  as  per  books  of  the  company $185,442  02 

Profit  and  loss  bahince, 3,910  53 

$139,352  66 


WHITMAN  ELECTRIC  COMPANY. 

A88BT8. 

Real  estate, $218  39 

Steam  plant, * 1,894  91 

Electric  plant, 5,103  00 

Lines,  meters,  lamps  and  globes, 17,304  20 

Dne  for  electric  light  and  power,  * 236  86 

Carbons  on  hand, ' 70  00 

Oil  and  waste  on  hand,     • 36  50 

Incandescent  lamps  on  hand, 29  00 

Globes  on  hand, 1  75 

Other  electric  materials  on  hand, 164  28 

Horses,  wagons,  etc., 160  00 

Snndry  accoants  dne  the  company, 11  41 

Office  famitnre, 14  00 

Cash  on  hand,  . 982  37 

Total  assets,  as  per  books  of  the  company, S26»206  67 

Profit  and  loss  balance, 1,109  16 

$27,315  82 

LlABILITIBS. 

Capital  stock, $20,000  00 

Unpaid  bills, 7,315  82 

Total  liabilities,  as  per  books  of  the  company. 


Pbofit  and  Loss  Account. 


Balance  June  30, 1890,      .... 
Balance  of  electric  manufacturing  aooonnt, 
Assets  duplicated  in  former  balance, 
Unpaid  bills  omitted  in  former  balance,  . 
Balance  June  30, 1891,      .... 


. 

$27,315  82 

Da. 

Ck. 

$907  38 

290  62 

$1,399  77 

907  38 

1,109  15 

$2,307  15       $2,307  15 
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WILLIAM8T0WN  OAS  COMPANY. 

A88BT8. 


)• 


Real  estate, 

Machinery  and  manaflictiiring  appliances,      '     \*  •  ^,06101 

Street  mains, 

Meters, 250  96 

Dae  for  gas, 618  42 

Fuel  on  hand, 64  00 

Street  lamps, 60  00 

Tools 70  00 

Oil  on  band, 130  00 

Pipe  and  fittings, 396  64 

Other  gas  materlais  on  hand, 10  60 

Oas  flxtores  on  hand, 78  96 

Sundry  accounts  doe  the  company, 148  49 

Cash  on  hand, 80  79 

Total  assets,  as  per  books  of  the  company, 981,859  65 

Profit  and  loss  balance 1,125  19 

932,984  84 

LlABILITIBS. 

Capital  stock, f  20,000  00 

Bonds  issued, 10,000  00 

Notes  payable, 1,508  60 

Unpaid  bills, 581  24 

Interest  due  but  not  paid, 900  00 

Total  liabilities,  as  per  books  of  the  company, $82,984  84 

Profit  avs  Loss  Account. 

Balance  June  80, 1890, 

Balance  of  gas  manufocturing  account,    .... 

Street  lamps, 

Service  pipe  and  fittings 

Other  items  of  income,      . 

Interest  paid,     ......... 

Depreciation 

Other  items, 

BaUince  June  30, 1891, 

$1,823  87        91,823  37 


Db. 

Cr. 

961  63 

460  32 

90  17 

104  61 

I  46 

9906  22 

911  69 

646 

1,126  19 

WINCHENDON  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Steam  plant, 9216  48 

Electric  plant, 7,689  29 

Lines,  meters,  lamps  and  globes, 9,341  9S 

Due  for  electric  light  and  power, 260  40 

Fuel  on  hand, 5  00 
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Carbons  on  band, $5  00 

Oil  and  waste  on  hand, 22  50 

Other  electric  materials  on  hand, 795  96 

Sundry  accounts  doe  the  company, -     .  220  06 

Cash  on  band, 183  88 

Total  assets,  as  per  books  of  the  company f  18,695  00 

Profit  and  loes  balance, 886  64 

f  19,581  64 
LiABiLinss. 

Capital  stock, $12,000  00 

Unpaid  bills, 7.581  64 

Total  liabilities,  as  per  books  of  the  company, f  19,581  64 

Profit  and  Loss  Acoount. 

Dr.  Cr. 

Balance  Jane  30, 1890, f  145  58 

Balance  of  electric  manufacturing  account,      ...  741  06 

Balance  June  30,  1891, $886  64 

$886  04  $886  64 


WOBURN  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Real  estate, $22,640  53 

Steam  plant, 30,367  83 

Electric  plant,     . 50,970  05 

Lines,  meters,  lamps  and  globes, 135,736  05 

Patent  rights, 21,000  00 

Due  for  electric  light  and  power, 2,809  19 

Fuel  on  hand, 122  50 

Carbons  on  hand, 50  00 

Oil  and  waste  on  hand, 26  50 

Incandescent  lamps  on  hand, 236  00 

Globes  on  hand, 29  33 

Other  electric  materials  on  hand, )                  ...              .  4  832  71 

Electric  fixtures  on  hand, .       .  i * 

Horses,  wagons,  etc., 580  05 

Sundry  accounts  due  the  company, 42  02 

Office  furniture, 195  60 

Cash  on  hand, 236  55 

Notes  recelrable, 8,577  17 

ToUl  assets,  as  per  books  of  the  company, $278,452  08 

Profit  and  loss  balance, 2,720  76 

$281,172  84 

LlABIUTIBB. 

Capital  stock, $120,000  00 

Bonds  issued, 100,000  00 

Notes  payable, 56,387  69 

Unpaid  bUls, 4,785  16 

Totailiabilities,  as  per  books  of  the  company, $281,172  84 
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Pbopit  and  Loss  Aocx>unt. 

Dr.  Cs. 

Balance  Jane  30, 1890, .  f  1,480  52 

Balance  of  electric  manofiictnriogaooonnt,       .       .       .  3,599  20 

Other  items  of  income, 202  39 

Dividends  declared, $1,800  00 

Interest  paid, 6,202  87 

Balance  Jane  30, 1891, 2,720  76 

f  8,002  87  18,002  87 


WOBXTRN  GAS  LIGHT  COMPANY. 

ASSBTS. 

Real  esUte, $9,600  00 

Machinery  and  manafactoring  appliances, 28,000  00 

Street  mains, 28,000  00 

Meters, 3.000  00 

Due  for  gas 1,897  45 

Gas  coal  on  hand, 3,250  00 

Coke  on  hand, 30  00 

Tar  on  hand, 221  13 

Enricbers  on  hand, 33  84 

Purifying  materials  on  hand 50  00 

Gas  fixtures  on  hand 235  00 

Office  famitare 140  25 

Cash  on  hand, 768  93 

Investments, 12,300  00 

Total  assets,  as  per  books  of  the  company $87,426  60 

Liabilities. 

Capital  stock, $45,100  00 

Deposits, 5  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $45,105  00 

Profit  and  loss  balance, 42,321  60 

$87,426  60 
Profit  and  Loss  Account. 

Dr.  Cs. 

Balance  Jane  30, 1890, $41,680  40 

Balance  of  gas  manafactoring  account 3,847  40 

Interest  received, 577  03 

Other  items  of  income, 174  77 

Dividends  declared, $3,608  00 

Other  items, ,    350  00 

Balance  June  30, 189;, 42,321  60 

$46,279  60  $46,279  6U 


WORCESTER  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Real  estate, $80,037  65 

Steam  plant, .       .       .       •        55,119  94 

Electric  plant 61,886  09 
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Lines,  meters,  lamps  and  globes, $67,880  60 

Dne  for  electric  ligbt  and  power 7,255  78 

Fuel  on  hand, 101  20 

Carbons  on  hand, 859  60 

Oil  and  waste  on  band, 54  68 

Incandescent  lamps  on  hand, 490  63 

Globes  on  hand, 429  13 

Other  electric  materials  on  hand, 2,249  16 

Blectric  fixtures  and  tools  on  hand, 2,070  10 

Sundry  accounts  dne  the  company, 1,003  78 

Office  furniture, 1,061  87 

Cash  on  hand, 13,026  99 

Total  assets,  as  per  books  of  the  company, $293,527  06 


LlABILITIBS. 

Capital  stock, .  $200,000  00 

Notes  payable, 75,000  00 

Unpaid  bills 1,651  58 

Totalllabllities,  as  per  books  of  the  company, $276,65158 

Profit  and  loss  balance, 16,875  47 

$293,527  05 
^Pbofit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1890 $19,174  34 

Balance  of  electric  manufacturing  account,     .       .       .  26,074  63 

Rents, 313  50 

Other  Items  of  income, 244  57 

Dividends  declared, $16,000  00 

Interest  paid, 3,426  19 

Depreciation, 9,505  38 

Balance  June  30,  1891, *    16,875  47 

$45,807  04  $45,807  04 


WORCESTER  GAS  LIGHT  COMPANY. 
Assets. 

Real  esute $126,000  00 

Machinery  and  manufacturing  appliances, 179,207  75 

Street  mains, 225,648  69 

Meters, * 20,854  31 

Dne  for  gas, '  .       .  792  19 

Gas  coal  on  hand, 21,254  93 

Coke  on  hand, 600  00 

Tar  on  band, 2,798  25 

Enricbers  on  hand, 779  97 

Other  gas  materials  on  hand, 5,805  69 

Stoves  on  hand, .       .   ) 1.357  02 

Gas  fixtures  on  hand,    3 

Cash  on  hand, 3,33674 

Inrestments 3,352  50 

Total  assets,  as  per  books  of  the  company, $591,788  04 
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LIABILITIB8. 

Capital  stock. $500,000  00 

Notes  pajable, 40.000  00 

Deposits, 1,696  00 

Unpaid  diridends 10,050  00 

Total  liabilities,  as  per  books  of  the  oompany, $551,746  00 

Profit  and  loss  balance, 40,042  04 

$501,788  04 

PaOTIT  AND  Loss  ACOOUMT. 

Dr.  Cr. 

Balance  June  30, 1890, $36,881  79 

Balance  of  gas  mannfitctmlng  aooonnt,     ....  71,217  67 

Interest  receired, 434  44 

Other  items  of  Income, 103  65 

Dividends  declared,    . $40,000  00 

Interest  paid, 1,829  28 

Constrnctlon  chaiiged  off, 26,658  20 

Other  items, 112  98 

Balance  June  30, 1891, 40,042  04 

$108,687  45    $108,637  45 


ANDOYEB  ELECTRIC  COMPANY.* 
•  Assets. 

Real  estate, $12,380  80 

Steam  plant, '  10,387  8^ 

Electric  plant, 18,451  96 

Lines,  meters,  lamps  and  globes, 13,417  62 

Dne  for  electric  light  and  power, 622  99 

Fuel  on  hand, 60  00 

Carbons  on  hand, 18  00 

Oil  and  waste  on  hand,      .       .       *       • 13  00 

Incandescent  lamps  on  hand, 100  00 

Globes  on  hand,        ...    * .  3  00 

Horses,  wagons,  etc, 150  00 

Office  flimitnre, 95  00 

Cash  on  hand, 3,469  39 

Total  assets,  as  per  books  of  the  company, $59,169  64 


LlABILITIBS. 

Capital  stock, $30,000  00 

Bonds  issned 15,500  00 

Notes  payable, 10,993  75 

*  Corrected  too  Ute  for  insertion  in  the  proper  place. 
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Unpaid  bfllf, f485  01 

Interest  Accrned, 173  20 

Total  liabilities,  as  per  booics  of  the  company,        ....  $57,151  96 

Profit  and  loss  balance, 2,017  68 

$69,169  64 

PBOriT  ANB  Loss. 

DS.  Cb. 

Balance  Jone  30, 1890, $323  70 

Wiring  and  Jobbing, 77  68 

Balance  of  electric  mannfactnring  account,  $198  78 

Interest  receiyed, 139  09 

BeTaination  of  office  fanitnre, 96  00 

Gain  on  notes  payable, 2,400  00 

Interest  paid, 765  82 

Depredation, 144  50 

Otber  items, 81  41 

Balance  Jnne  30, 1891 2,017  68 

$8,116  78  $8,116  78 
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APPENDIX  B. 


[Chap.  860,  Acts  of  1891.] 

An  Act  authorizing   the   commissioner   of   corporations  to 
change  the  names  of  corporations. 

Be  It  enacted,  etc.,  as  follows : 

Section  1.  The  conimissioner  of  corporations  may  authorize 
any  corporation  subject  to  the  provisions  of  chapters  one  hundred 
and  six,  one  hundred  and  seven,  one  hundred  and  eight,  one  hun- 
dred and  nine,  one  hundred  and  ten,  one  hundred  and  twelve,  one 
hundred  and  thirteen,  one  hundred  and  fourteen,  one  hundred  and 
fifteen,  one  hundred  and  sixteen,  one  hundred  and  seventeen,  one 
hundred  and  eighteen  and  one  hundred  and  nineteen  of  the  Public 
Statutes,  and  acts  amendatory  of  any  of  said  chapters,  to  change 
its  name,  upon  notice  and  hearing,  as  hereinafter  set  forth :  pro- 
videdj  such  corporation  shall,  previously  to  its  application  to  the 
commissioner  of  corporations  for  change  of  its  name,  at  a  meeting 
called  for  that  purpose  have  voted,  by  a  vote  of  two-thirds  of  the 
stockholders  present  and  voting  at  the  meeting,  to  change  its 
name  and  adopt  a  new  one. 

Sect.  2.  Before  authorizing  a  change  of  name,  as  provided  in 
section  one,  the  commissioner  shall  require  public  notice  of  the 
application  therefor  to  be  given,  that  all  persons  may  appear  to 
show  cause,  if  any  they  have,  why  the  application  should  not  be 
granted. 

Sect.  3.  When  such  change  of  name  shall  have  been  author- 
ized by  the  commissioner  of  corporations,  a  certified  copy  of  his 
authorization  of  the  same,  together  with  a  certificate  setting  forth 
the  vote  of  the  corporation  to  so  change  its  name  and  adopt  a  new 
one,  signed  and  sworn  to  by  the  president,  treasurer  and  a  majority 
of  the  directors,  shall  be  filed  in  the  ofi9ce  of  the  secretary  of  the 
Commonwealth.  And  the  commissioner  shall  require  public  notice 
to  be  given  of  the  change  so  authorized ;  and  on  receipt  of  proof 
thereof  the  secretary  of  the  Commonwealth  may  grant  a  certificate 
of  the  name  which  the  corporation  shall  bear,  and  which  shall 
thereafter  be  its  legal  name,  subject  however  to  the  provisions  of 
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chapter  two  hundred  and  fifty-seven  of  the  acts  of  the  year  eighteen 
handred  and  ninety-one. 

Sect.  4.  A  corporation  under  its  new  name  shall  have  the  same 
rights,  powers  and  privileges,  and  be  subject  to  the  same  duties, 
obligations  and  liabilities  as  before  such  change,  and  may  sue  and 
be  sued  by  its  own  name  ;  but  any  action  brought  against  it  by  its 
former  name  shall  not  be  defeated  on  that  account,  and,  on  motion 
of  either  party,  the  new  name  can  be  substituted  therefor  in  the 
action. 

Sect.  5.  The  secretary  of  the  Commonwealth  shall  prepare 
and  submit  to  the  general  court,  together  with  the  abstract  of  cer- 
tificates required  by  section  two  of  chapter  one  hundred  and  six 
of  the  Public  Statutes,  a  statement  of  *all  names  of  the  corpora- 
tions changed  under  the  provisions  of  this  act. 

Sect.  6.  In  the  case  of  corporations  not  having  a  capital  stock, 
a  two  thirds  vote  of  the  persons  legally  qualified  to  vote  in  meet- 
ings of  the  corporation,  and  present  and  voting  on  the  question  of 
change,  shall  be  sufi9cient,  in  lieu  of  the  vote  of  the  stockholders 
required  by  section  one  of  this  act ;  and  in  the  case  of  corporations 
not  having  a  president,  treasurer  and  directors,  the  certificate  of 
the  vote  of  the  coiporation  required  by  section  three  of  this  act 
shall  be  sufiScient  if  signed  and  sworn  to  by  the  presiding  and  the 
financial  ofidcer  and  a  majority  of  its  other  officers  having  the  power 
of  directors,  by  whatever  name  called.    [^Approved  May  28 ^  1891. 


[Chap.  370,  Acts  of  1891.] 

An  Act  to   enable   cities   and   towns  to   manufacture   and 
distribute  gas  and  electricity. 

Be  it  enacted,  elc.j  as  follows : 

Section  1.  Any  city  or  town  may,  under  the  limitations  of 
this  act,  construct,  purchase,  lease  or  establish,  and  maintain 
within  its  limits  one  or  more  plants  for  the  manufacture  or  dis- 
tribution of  gas  or  electricity  for  furnishing  light  for  municipal 
use,  and  for  the  use  of  such  of  its  inhabitants  as  may  require  and 
pay  for  the  same  as  herein  provided.  Such  plants  may  include 
suitable  land,  structures,  easements,  water  privileges,  stations, 
gasometers,  boilers,  engines,  dynamos,  tools,  machinery,  pipes, 
conduits,  poles,  conductors,  burners,  lamps  and  other  apparatus 
and  appliances  for  making,  generating,  distributing  and  using  gas 
or  electricity  for  lighting  purposes. 

Sect.  2.  No  city  shall  exercise  the  authority  conferred  in  sec- 
tion one  until  a  vote  that  it  is  expedient  to  exercise  such  authority 
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shall  have  passed  each  branch  of  its  city  council  by  a  two  thirds 
vote  and  received  the  approval  of  the  mayor  in  each  of  two  con- 
secutive municipal  years,  and  thereafter  have  been  ratified  by  a 
majority  of  the  voters  present  and  voting  thereon  at  an  annual 
municipal  election.  When  such  a  vote  has  failed  to  secure  such 
ratification  no  similar  vote  shall  be  submitted  for  ratification  until 
after  the  expiration  of  five  years  thereafter. 

Sect.  3.  No  town  shall  exercise  the  authority  conferred  in 
section  one  until  after  a  vote  that  it  is  expedient  to  exercise  such 
authority  shall  have  been  passed  by  a  vote  of  not  less  than  two 
thirds  of  the  votera  present  and  voting  at  each  of  two  legal  town- 
meetings  duly  called  for  the  purpose,  of  which  meetings  the  second 
shall  be  held  at  an  intervaf  of  not  less  than  two  nor  more  than 
thirteen  months  after  the  first.  At  such  meetings  such  vote  shall 
be  taken  by  written  or  printed  ballot  and  by  the  use  of  the  check- 
list. When  such  a  vote  has  failed  of  passage  as  hereinbefore  pro- 
vided at  the  second  of  said  meetings,  no  similar  vote  shall  be 
passed  until  after  the  expiration  of  two  years  thereafter. 

Sect.  4.  Any  city  or  town  establishing  or  purchasing  a  plant 
within  its  limits  as  provided  in  this  act,  or  reconstructing,  extend- 
ing or  enlarging  the  same  as  provided  in  section  five,  may  pay  for 
the  same  by  the  issue  of  bonds,  payable  in  a  term  not  exceeding 
thirty  years  and  bearing  interest  at  a  rate  not  exceeding  five  per 
cent.,  which  shall  not  be  disposed  of  for  less  than  par  and  accrued 
interest,  and  the  indebtedness  thereby  created  shall  not  be  included 
in  the  limit  of  indebtedness  of  such  city  or  town  provided  by  law ; 
but  such  bonds  shall  not  be  issued  until  a  vote  authorizing  the 
same  has  been  passed  by  the  vote  required  by  section  seven  of 
chapter  twenty-nine  of  the  Public  Statutes,  and  the  whole  amount 
of  bonds  so  issued  by  a  city  or  town,  and  outstandlAg,  shall  not 
exceed  at  their  par  value  the  amount  of  five  per  cent,  of  the  total 
valuation  of  estates  therein  in  the  case  of  a  town,  or  two  and  one 
half  per  cent,  of  such  valuation  in  the  case  of  a  city  according  to 
the  last  preceding  state  valuation.  The  interest  on  such  bonds 
and  a  sinking  fund  to  meet  the  same  at  maturity  shall  be  provided 
for  as  required  by  section  nine  of  said  chapter  twenty-nine.  No 
indebtedness  shall  be  incurred  by  any  city  or  town  in  connection 
with  such  plant  except  as  aforesaid,  and  excepting  further  that 
money  may  be  borrowed  under  the  provisions  of  section  six  of 
said  chapter  twenty-nine  as  amended,  to  pay  the  operating  expenses 
thereof.  All  receipts  from  the  sale  of  gas  or  electricity  shall  be 
paid  over  to  the  treasurer  of  such  city  or  town.  The  gross 
expenses  of  running  such  plant  and  conducting  such  business  of 
supplying  gas  or  electric  light,  including  interest  on  such  bonds 
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and  requirement  of  the  sinking-fund  as  aforesaid,  shall  be  included 
in  the  appropriations  made  annually  or  from  time  to  time  by  such 
city  or  town,  and  shall  be  paid  out  of  the  treasury  thereof. 

Sect.  5.  Any  city  or  town  owning  a  plant  for  the  manufacture 
or  distribution  of  gas  or  electricity  may  reconstruct,  extend  or 
enlarge  the  same,  but  no  such  reconsti-uction,  extension  or  enlarge- 
ment beyond  the  necessary  and  ordinary  maintenance,  repair  and 
replacement  thereof,  except  such  increased  appliances  for  the 
distribution  of  gas  and  electricity  as  may  be  necessary  to  furnish 
the  same  to  new  takers,  shall  be  undertaken  or  made  except  by 
the  vote  provided  by  section  four  in  case  of  the  issue  of  bonds. 

Sect.  6.  Any  city  or  town  obtaining  a  plant  may  provide  by 
ordinance,  if  a  city,  or  by  by-laws,  if  a  town,  for  the  equitable 
assessment  upon  the  owner  or  occupant  of  any  premises  of  any 
part  or  the  whole  of  the  cost  of  laying  and  maintaining  upon  such 
premises,  pipes,  conduits,  conductors  or  other  appliances  for  the 
distribution  of  gas  or  electricity  to  the  occupants  thereof.  Pay- 
ment of  such  assessments  shall  not  be  obligatory,  but  shall  be 
made  a  condition  precedent  to  the  supply  of  gas  or  electricity  to 
the  occupants  of  such  premises,  and  may  be  exacted  before  pro- 
viding any  such  appliances  for  such  distribution. 

Sect.  7.  Any  city  or  town  having  obtained  a  plant  for  the 
purpose,  as  provided  in  this  act,  may  manufacture,  generate  and 
distribute  gas  or  electricity  for  furnishing  light  for  municipal 
use  or  for  the  use  of  its  inhabitants,  under  such  regulations  as  it 
may  establish.  No  city  or  town  shall  be  compelled  to  furnish  gas 
or  electricity  to  any  person  or  corporation  except  upon  order  of 
the  gas  and  electric  light  commissioners  and  after  payment  of 
any  assessment  provided  for  in  section  six.  Any  person  or  cor- 
poration aggrieved  by  the  refusal  of  any  city  or  town  supplying 
gas  or  electricity  under  the  authority  of  this  act  to  furnish  the 
same  may  appeal  to  such  commissioners,  setting  foi-th  in  such 
appeal  what  is  required  of  the  city  or  town,  in  such  detail  as  the 
commissioners  may  require. 

Sect.  8.  Whenever  any  city  or  town  shall  obtain  a  plant  as 
provided  in  section  one,  the  operation,  control,  management  and 
repair  thereof,  the  manufacture,  generation  and  distribution  of  gas 
and  electricity  thereby,  including  the  purchase  of  supplies,  the 
hiring  and  discharge  of  employees,  and  all  business  relating  to 
such  manufacture,  generation  and  distribution,  to  the  methods, 
amounts,  times,  prices  and  quality  of  the  supply  to  each  person 
and  corporation;  the  collection  of  bills,  the  keeping  of  accounts 
and  custody  of  moneys  received  for  gas  or  electricity  or  otherwise, 
and  the  payment  of  bills  incurred  in  said  business,  shall  be  entrusted. 
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subject  to  any  ordinances  establidhed  by  the  city  council  in  a  city, 
or  the  by-laws  or  regulations  established  in  a  town,  to  one  officer, 
who  shall  be  appointed  and  may  be  removed  by  the  mayor  in  a 
city,  and  by  the  selectmen  in  a  town.  Such  officer  shall  be  known 
as  manager  of  gas,  manager  of  electric  light,  or  manager  of  gas 
and  electric  light,  according;  as  a  plant  for  one  or  both  may  be 
under  Ms  charge.  In  cities,  the  compensation  of  such  officer  shall 
be  annually  fixed  by  the  city  council,  and  in  towns  by  the  select- 
men. Before  entering  upon  the  duties  of  his  office  he  shall  give 
bond  to  the  city  or  town  for  the  faithful  performance  of  his  duties 
in  such  sum  and  form  and  with  such  sureties  as  the  mayor  or 
selectmen  shall  approve.  He  shall  at  the  end  of  each  municipal 
year  render  to  the  mayor  or  selectmen  such  detailed  statement  of 
his  doings  and  of  the  business  and  financial  matters  in  his  charge 
as  the  gas  and  electric  light  commissioners  may  prescribe.  He 
shall  also  at  any  time,  when  required  by  the  mayor  or  selectmen, 
make  to  him  or  them  a  statement  of  his  doings,  business,  receipts, 
disburaements,  balances,  and  of  the  indebtedness  of  the  city  or 
town  in  his  department,  in  the  detail  required ;  and  he  shall  pay 
over  to  the  treasurer  of  the  city  or  town  all  receipts  collected. 

Sect.  9.  The  books  and  accounts  pertaining  to  the  business 
authorized  by  this  act  shall  be  kept  in  a  form  to  be  prescribed  by 
the  board  of  gas  and  electric  light  commissioners,  and  the  accounts 
shall  be  closed  on  the  thirtieth  day  of  June  in  each  year  so  that  a 
balance  sheet  of  that  date  can  be  taken  therefrom  and  included  in 
the  return  to  said  board,  which  return  shall  be  for  the  year  ending 
the  thirtieth  day  of  June.  The  mayor  or  selectmen  and  manager 
shall  annually,  on  or  before  the  second  Wednesday  of  September 
in  each  year,  make  a  return  to  said  board  in  a  form  prescribed  by 
it,  setting  forth  the  financial  condition  of  said  business,  the  amount 
of  indebtedness  authorized  or  existing  on  account  thereof,  a  state- 
ment of  income  and  expenses  in  such  detail  as  the  board  may 
require,  with  a  list  of  salaried  officers  employed  in  said  business 
and  the  amount  of  salary  paid  to  each.  Said  return  shall  be  signed 
and  sworn  to  by  the  mayor  or  a  majority  of  the  selectmen,  and  in 
both  cities  and  towns  by  the  manager.  The  mayor  of  a  city  or 
the  selectmen  of  a  town  may  direct,  in  addition,  any  additional 
returns  to  be  made  at  such  time  and  in  such  detail  as  they  may 
order.  The  mayor  or  selectmen  and  manager  shall  also  at  all 
times,  on  request,  submit  said  books  and  accounts  for  the  inspec- 
tion of  said  board,  and  furnish  any  statement  or  information  re- 
quired by  the  board  concerning  the  condition,  management  and 
operation  of  said  business. 

Sect.  10.     The  price  to  be  charged  for  gas  or  electricity  to  per- 
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BODB  and  corporations  shall  be  fixed,  and  shall  not  be  changed 
oftener  than  once  in  three  months.  Any  change  shall  take  effect 
on  the  first  day  of  a  month,  and  the  new  price  adopted  shall, 
before  the  change  shall  take  effect,  be  advertised  in  some  news- 
paper published  in  the  city  or  town  where  the  plant  is,  if  any  is 
published  therein.  Such  price  shall  not,  except  with  the  written 
consent  of  the  gas  and  electric  light  commissioners,  be  fixed  at  less 
than  cost,  in  which  shall  be  included  in  addition  to  all  operating 
expenses,  interest  on  the  net  investment  in  plant  made  by  the  city 
or  town,  less  assessments  collected  under  section  six,  at  the  rate 
paid  upon  the  bonds  above  provided  for,  together  with  the  require- 
ments of  the  sinking  fund  established  to  meet  such  bonds,  and  also 
depreciation  of  the  plant,  to  be  reckoned  at  not  less  than  five  per 
cent,  per  annum  of  its  cost,  and  losses ;  but  any  losses  exceeding 
three  per  cent,  of  the  investment  in  plant  may  be  charged  in  dif- 
ferent years  at  not  more  than  such  three  per  cent,  per  annum. 
Such  price  shall  not  be  greater  than  shall  allow  above  such  cost 
a  profit  of  eight  per  cent,  per  annum  to  the  city  or  town  upon  its 
net  investment.  In  fixing  such  cost  to  establish  the  price  to  be 
charged  to  persons  and  corporations  the  gas  and  electricity  used 
by  the  city  or  town  shall  be  charged  to  it  at  cost.  A  sufficient 
deposit  to  secure  the  payment  for  gas  or  electricity  for  three 
months  may  be  required  in  advance  from  any  taker,  and  the  supply 
may  be  shut  off  from  any  premises  until  all  arrearages  for  gas  or 
electricity  furnished  thereon,  to  whomsoever  furnished,  shall  be 
paid.  After  three  months  default  in  the  payment  of  such  arrear- 
ages all  appliances  for  distribution  belonging  to  the  city  or  town 
on  such  premises  may  be  removed,  and  after  such  removal  shall 
not  be  restored  except  on  payment  of  all  such  arrearages,  and  a 
safiScient  sum  to  cover  all  expenses  caused  by  removal  and  restora- 
tion. 

Sect.  11.  Any  city  operating  a  plant  under  this  act  may  pass 
ordinances,  and  any  town  operating  a  plant  under  this  act  may, 
subject  to  the  approval  of  the  superior  court,  adopt  by-laws 
imposing  penalties  not  exceeding  fifty  dollars  to  protect  its  plant, 
control  its  use,  prevent  accidents  from  gas  or  electricity  supplied 
by  such  city  or  town,  and  govern  consumers  in  their  use  thereof. 

Sect.  12.  When  any  city  or  town  shall  decide  as  hereinbefore 
provided  to  establish  a  plant,  and  any  pei-son,  firm  or  corporation 
shall  at  the  time  of  the  first  vote  required  for  such  decision  be 
engaged  in  the  business  of  making,  generating  or  distributing  gas 
or  electricity  for  sale  for  lighting  purposes  in  such  city  or  town, 
Bach  city  or  town  shall,  if  such  person,  firm  or  corporation  shall 
elect  to  sell  and  shall  comply  with  the  provisions  of  this  act,  pur- 
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chase  of  such  person,  firm  or  corporation  before  establishing  a 
public  plant  such  portion  of  his,  their  or  its  gas  or  electric  plant 
and  property  suitable  and  used  for  such  business  in  connection 
therewith  as  lies  within  the  limits  of  such  city  or  town.     If  in  such 
city  or  town  a  single  corporation  owns  or  operates  both  a  gas  plant 
and  an  electric  plant,  such  purchase  shall  include  both  of  such 
plants,  but  otherwise  such  city  or  town  shall  only  be  obliged  to 
purchase  the  existing  gas  plant  or  plants  if  it  has  voted  only  to 
establish  a  gas  plant,  and  shall  only  be  obliged  to  purchase  the 
existing  electric  plant  or  plants  if  it  has  only  voted  to  establish  an 
electric  plant.     If  the  main  gas  works,  in  the  case  of  a  gas  plant, 
or  the  central  lighting  station,  in  the  case  of  an  electric  light  plant, 
lie  within  the  limits  of  the  city  or  town  which  has  voted  to  estab- 
lish a  plant  as  aforesaid,  such  city  or  town  shall  purchase  as 
herein  provided  the  whole  of  such  plant  and  property  used  in  con- 
nection therewith,  lying  within  its  limits,  and  the  price  to  be  paid 
therefor  shall  be  its  fair  market  value  for  the  purposes  of  its  use, 
no  portion  of  such  plant  to  be  estimated,  however,  at  less  than  its 
fair  market  value  for  any  other  purpose,  including  as  an  element 
of  value  the  earning  capacity  of  such  plant  based  upon  the  actual 
earnings  being  derived  from  such  use  at  the  time  of  the  final  vote 
of  such  city  or  town  to  establish  a  plant,  and  also  any  locations  or 
similar  rights  acquired  from  private  persons  in  connection  there- 
'  with,  plus  the  damages  suffered  by  the  severance  of  any  portion  of 
such  plant  lying  outside  of  the  limits  of  such  city  or  town,  and 
minus  the  amount  of  any  mortgage  or  other  encumbrance  or  lien 
to  which  the  plant  so  purchased,  or  any  part  thereof,  may  be  sub- 
ject at  the  time  of  transfer  of  title ;  but  such  city  or  town  may 
require  that  such  plant  and  property  be  transferred  to  it  free  and 
clear  from  any  mortgage  or  lien,  unless  the  commissioners  ap- 
pointed under  the  provisions  of  section  thirteen  of  this  act  shall 
otherwise  determine.      Such  value  shall    be  estimated  without 
enhancement  on  account  of    future  earning  capacity,   or  good 
Ifiil,  or  of  exclusive  privileges  derived  from  rights  in  the  public 
streets.     When  any  capital  has  been  paid  in,  in  property  instead 
of  in  cash,  the  valuation  placed  upon  such  property  in  estimating 
it  as  paid  in  capital  shall  not  be  conclusive  in  estimating  its  value 
under  the  foregoing  provisions,  but  may  be  disputed  by  a  city  or 
town,  and  if  shown  to  have  been  excessive  may  be  reduced  by  the 
authority  fixing  the  price  of  the  plant  and  property  as  hereinafter 
provided.     If  the  main  gas  works  or  central  lighting  station  of 
such  a  plant  do  not  lie  within  the  limits  of  the  city  or  town  which 
has  voted  as  aforesaid,  then  such  city  or  town  shall  only  purchase 
that  portion  of  such  plant  and  property  which  lies  within  its  limits, 
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paying  therefor  upon  the  basis  of  value  above  established,  but 
without  allowance  of  damages  on  account  of  severance  of  plant. 
No  city  or  town  shall  be  obligated  by  this  section  to  buy  any 
apparatus  or  appliances  covered  by  letters  patent  of  the  United 
States  or  embodying  a  patentable  invention  unless  a  complete 
right  to  nse  the  same  and  all  other  apparatus  or  appliances  neces- 
sary for  such  use  within  the  limits  of  such  city  or  town  to  such 
extent  as  such  city  or  town  shall  reasonably  require  such  right, 
shall  be  assigned  or  granted  to  such  city  or  town  at  a  cost  as  low 
as  the  cost  of  such  right  would  be  to  the  person,  firm  or  corpora- 
tion whose  plant  is  purchased. 

Sect.  13.  Any  person,  firm  or  corporation  desiring  to  enforce 
the  obligation  of  any  city  or  town  under  section  twelve  to  purchase 
any  property  shall  file  with  the  clerk  of  such  city  or  town,  within 
thirty  days  after  the  passage  of  the  final  vote  whereby  such  city  or 
town  shall  have  decided  to  establish  a  plant,  a  detailed  schedule 
describing  such  property  and  stating  the  terms  of  sale  proposed. 
If  the  parties  fail  to  agree  as  to  what  shall  be  sold,  or  what  the 
terms  of  sale  and  delivery  in  accordance  with  the  provisions  of  this 
act  shall  be,  either  party  may  within  sixty  days  after  the  filing  of 
the  schedule  apply  by  petition  to  the  supreme  judicial  court,  or  any 
justice  thereof,  setting  forth  the  facts  and  praying  an  adjudication 
between  the  parties,  and  thereafter  such  court  or  justice  shall, 
after  giving  both  parties  an  opportunity  to  be  heard,  appoint  a 
special  commissioner  or  commissioners,  who  shall  give  the  parties 
an  opportunity  to  be  heard,  and  shall  thereafter  adjudicate  what 
property,  real  or  personal,  including  rights  and  easements,  shall 
be  sold  by  the  one  and  purchased  by  the  other,  in  accordance 
with  the  provisions  of  this  act,  and  what  the  price,  time  and  other 
conditions  of  the  sale  and  delivery  thereof  shall  be.  Such  com- 
missioner or  commissioners  shall  file  his  or  their  award  in  the 
supreme  judicial  court  for  revision  or  confirmation  by  said  court. 

Sect.  14.  Any  party  aggrieved  by  tlie  award  of  the  commis- 
sioner or  commissioners  may  within  fourteen  days  after  its  filing, 
or  within  such  longer  time  as  the  court  may  allow,  file  objections 
thereto,  and  apply  to  the  court  for  a  hearing  on  such  award  rela- 
tive to  any  matter  of  fact  or  law  pertaining  to  the  same,  and  there- 
upon the  court  shall  order  a  trial  to  be  had  before  said  court  or  a 
justice  thereof,  after  due  notice  to  all  parties  interested  in  the 
matter  of  said  award,  in  the  manner  of  hearings  in  equity.  The 
decree  of  the  court  upon  said  award  shall  be  final  and  binding  and 
said  court  shall  have  jurisdiction  in  equity  to  compel  compliance 
therewith,  and  may  also  issue  and  enforce  such  interlocutory 
decrees  and  orders  as  justice  may  require. 
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Sect.  1 5 .  Whenever  the  existing  gas  plant  or  electric  plant  of  any 
person  or  corporation  shall  have  been  acquired  by  any  city  or  town 
pursuant  to  the  provisions  of  this  act,  the  powers  and  rights  of  such 
person  or  corporation  in  relation  to  the  manufacture  and  distribu- 
tion of  gas  or  electricity  within  the  limits  of  such  city  or  town 
shall,  from  and  after  the  date  of  such  acquirement,  cease  and 
determine. 

Sect.  16.  Any  city  or  town  owning  or  operating  a  plant  or 
plants  for  the  manufacture  or  distribution  of  gas  or  electricity  for 
furnishing  light  under  this  act,  shall  be  responsible  for  any  injury 
or  damage  to  persons  or  property,  happeniug  or  arising  by  reason 
of  the  maintenance  or  operation  of  the  same,  in  the  same  manuer 
and  to  the  same  extent  as  though  the  same  were  owned  and  oper- 
ated by  an  individual  or  private  corporation ;  but  nothing  in  this 
act  shall  be  construed  to  include  damages  to  any  existing  gas  or 
electric  plant  in  a  city  or  town  by  reason  of  the  establishment  of 
a  competing  line  or  plant  under  authority  of  this  act. 

Sect.  17.  All  general  laws  of  the  Commonwealth,  and  all 
ordinances  or  by-laws  of  any  city  or  town  availing  itself  of  the 
provisions  of  this  act,  relative  to  the  manufacture,  use,  generation 
or  distribution  of  gas  or  electricity,  or  the  quality  thereof,  or  plant 
or  the  appliances  therefor,  shall  apply  to  such  city  or  town,  so  far 
as  the  same  may  be  applicable  and  not  inconsistent  with  this  act,  in 
the  same  manner  as  the  same  apply  to  persons  and  corporations 
engaged  in  making,  generating  or  distributing  gas  or  electricity 
therein. 

Sect.  18.  Nothing  herein  shall  be  construed  to  take  away, 
restrict  or  impair  any  rights  of  any  city,  town  or  other  authority 
which  may  now  exist  to  revoke  locations  of  wires,  poles,  conduits 
or  pipes  in,  over  or  under  their  streets  or  ways  :  provided,  however^ 
that  no  city  or  town  having  within  its  limits  the  main  gas  works, 
in  the  case  of  a  gas  plant,  or  the  central  lighting  station,  in  the 
case  of  an  elettric  light  plant,  or  the  major  portion  of  the  wires, 
poles,  conduits  or  pipes  used  in  connection  with  any  such  works 
or  plants,  shall,  except  for  a  violation  of  the  terms  or  conditions 
upon  which  the  same  were  granted  or  for  a  violation  of  law  respect- 
ing the  exercise  thereof,  revoke  any  rights  heretofore  granted,  or 
which  may  hereafter  be  granted,  to  any  person  or  corporation 
engaged  in  the  business  of  making,  generating  or  distributing  gas 
or  electricity  for  sale  for  lighting  purposes,  after  the  first  passage 
by  the  city  councU,  in  the  case  of  a  city,  of  the  vote  provided  for 
by  section  two,  or  while  such  vote  is  pending  in  either  branch 
thereof,  or  in  the  case  of  a  town,  after  the  passage  of  the  first  vote 
provided  for  in  section  three,  or  after  the  calling  of  a  town-meet- 
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ing  at  which  the  passage  of  such  vote  is  incladed  in  the  warrant : 
provided^  however^  that  in  case  in  either  a  city  or  town  the  second 
vote  provided  for  by  this  act  shall  fail  of  passage  or  in  a  city  shall 
fail  to  receive  the  approval  of  the  mayor  or  the  ratification  of  the 
voters  in  accordance  with  this  act,  then  such  city  or  town  may 
exercise  all  rights  of  revocation,  if  any,  which  it  possessed  prior 
to  the  passage  of  such  first  vote  until  such  first  vote  is  again 
passed,  or  pending  or  included  in  the  warrant  as  above  provided. 
And  after  the  passage  and  ratification  of  both  votes  as  provided 
in  section  two,  by  a  city,  and  after  the  passage  of  both  votes  as 
provided  by  section  three,  by  a  town,  no  such  city  or  town  shall, 
except  as  hereinbefore  provided,  revoke  any  rights,  locations  or 
licenses  granted  to  any  such  person  or  corporation.  The  pro- 
visions of  this  section  shall  apply,  in  the  case  of  a  city,  whether 
such  revocation  shall  be  made  by  both  branches  of  the  city  govern- 
ment or  by  either  branch  thereof. 

Sect.  19.    This  act  shall  take  effect  upon  its  passage.     [Jp- 
proved  June  4, 1891. 
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Ornov  OF  the  Seckbtart,  Boston,  Jan.  31,  1893. 

Hod.  William  £.  Barrett,  Speaker,  House  of  Representaiivea, 

Sir  :  —  I  have  the  honor  to  transmit,  for  the  use  of  the 
Legislature,  the  eighth  annual  report  of  the  Board  of  Gas 
and  Slectric  Light  Commissioners. 

Very  respectfully, 

WM.  M.  OLIN, 

Secretary, 
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The  Board  of  Gas  and  Electric  Light  CommiBsionero  respectfolly 
sabmits  its  Eighth  Annual  Report. 

Another  change  occurred  in  the  membership  of  the  Board  in 
July  last,  Col.  J.  W.  Coveney,  after  a  year  of  valuable  service, 
having  resigned  to  assume  other  public  duties.  Mr.  Walter  S. 
Allen,  the  clerk  of  the  Board«  resigned  his  Dosition  in  the  same 


found  in  the  Appendix.  As  a  result  of  this,  there  have  been 
fewer  delinquent  companies  than  ever  before,  and  eighty-seven 
returns  were  filed  in  the  office  within  the  time  fixed  by  law.  Of  the 
forty-four  others,  twenty-eight  were  filed  within  seven  days  and 
all  but  one  within  thirty  days  thereafter.  This  has  enabled  the 
Board  to  present  its  report  earlier  than  would  have  been  otherwise 
possible. 

But  few  changes  of  importance  in  the  affairs  of  the  companies 
have  taken  place  during  the  year. 

The  property  of  the  Gardner  Gas  Light  Company  has  been  sold 
under  foreclosure  by  the  mortgagees,  and  was  purchased  by  Mrs. 
Maria  L.  Ruggles  of  Worcester.  Since  the  sale,  the  company 
has  supplied  no  gas,  has  held  no  visible  property,  and  the  plant 
has  been  managed  and  the  business  conducted  in  the  name  of 
Mrs.  Ruggles. 
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Page  46.    Marblehead,  $80,000  should  be  $8,000. 

Page  50.    Total  of  $1,975,968.74  should  be  $1,976,968.74. 

Page  86.    Suburban,  Boston,  $174,400  should  be  $159,400. 
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The  Board  of  Gas  and  Electric  Light  CommiBBionerB  respectfully 
sabmits  its  Eighth  Annual  Report. 

Another  change  occurred  in  the  membership  of  the  Board  in 
July  last,  Col.  J.  W.  Coveney,  after  a  year  of  valuable  service, 
having  resigned  to  assume  other  public  duties.  Mr.  Walter  S. 
Allen,  the  derk  of  the  Board,  resigned  his  position  in  the  same 
month.  Mr.  Allen  had  been  with  the  Board  since  its  creation,  and 
through  his  familiarity  with  its  work,  his  scientific  attainments  and 
his  fidelity  in  the  discharge  of  his  ofiftcial  duties,  rendered  specially 
valuable  service  to  the  Board  and  the  public. 

There  are  now  one  hundred  and  thirty-six  companies,  towns 
and  individuals  engaged  in  business  under  the  supervision  of  the 
Board;  twenty-six  of  these  supply  both  gas  and  electric  light, 
sixty-three  only  electric  light  and  forty-seven  only  gas. 

Chapter  263  of  the  Acts  of  1891  imposed  a  per  diem  penalty  for 
delay  in  filing  the  annual  returns  to  the  Board  ;  a  copy  of  it  will  be 
fouud  in  the  Appendix.  As  a  result  of  this,  there  have  been 
fewer  delinquent  companies  than  ever  before,  and  eighty-seven 
returns  were  filed  in  the  ofiSoe  within  the  time  fixed  by  law.  Of  the 
forty-four  others,  twenty-eight  were  filed  within  seven  days  and 
all  but  one  within  thirty  days  thereafter.  This  has  enabled  the 
Board  to  present  its  report  earlier  than  would  have  been  otherwise 
possible. 

But  few  changes  of  importance  in  the  affairs  of  the  companies 
have  taken  place  during  the  year. 

The  property  of  the  Gardner  Gas  Light  Company  has  been  sold 
nnder  foreclosure  by  the  mortgagees,  and  was  purchased  by  Mrs. 
Maria  L.  Ruggles  of  Worcester.  Since  the  sale,  the  company 
has  supplied  no  gas,  has  held  no  visible  property,  and  the  plant 
has  been  managed  and  the  business  conducted  in  the  name  of 
Mrs.  Ruggles. 
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The  coQBolidation  of  the  Lawrence  Gas  Company  and  the  Edison 
Electric  Illuminating  Company  of  Lawrence  has  been  completed, 
and  on  Jane  30,  1892,  only  the  former  corporation  was  engaged  in 
bnsinesB.  The  plants  of  both  companies  up  to  that  date,  however, 
were  managed  as  distinct  properties,  with  separate  accounts,  and 
separate  data  concerning  them  is  frequently  given  in  the  statisti- 
cal portion  of  this  report. 

Reference  was  made  in  the  last  report  to  the  case  against  the 
Walworth  Light  and  Power  Company,  which  was  then  pending  in 
the  supreme  judicial  court.  A  decision  has  since  been  given,  and 
the  court  held  that  the  prohibition  in  the  statute  extended  to  all 
the  wires  involved  in  the  case,  and  ordered  an  injunction  to  issue 
against  the  use  of  them  by  the  Walworth  Company.  As  this 
decision  has  an  important  relation  to  the  work  of  the  Board,  and 
is  of  general  interest  to  the  companies  and  the  public,  the  opinion 
of  the  court  is  given  in  full  in  the  Appendix.  In  consequence  of 
this  decision  the  company  has  transferred  its  plant  and  business 
to  the  Suburban  Light  and  Power  Company  of  Boston,  which  since 
July  1,  1892,  has  operated  its  plant. 

During  the  year,  by  change  of  corporate  title,  under  chapter  360, 
Acts  of  1891,  the  Beverly  Gas  Light  Company  has  become  the  Bev- 
erly Gas  and  Electric  Company,  the  Charlestown  Gas  Company, 
the  Charlestown  Gas  and  Electric  Company,  the  Palmer  Electric 
Company,  the  Palmer  and  Monson  Electric  Company.  The  two 
former  changes  occurred  prior  to,  the  last  since,  June  30. 

New  corporations  with  authority  to  distribute  electricity  for 
light  have  been  organized  during  the  year  as  follows :  Quinsig- 
amond  Electric  Power  and  Light  Company  of  Worcester,  capital 
$10,000 ;  Hull  Electric  Light  and  Power  Company  of  Hull,  capital 
$10,000 ;  Eliot  Falls  Electric  Light  Company  of  Natick,  capital 
$30,000 ;  Hawks  Electric  Company  of  Boston,  capital  $12,000. 

The  Lexington  Gas  Light  Company  made  the  only  application 
which  the  Board  received  during  the  year  for  leave  to  engage  in 
the  supply  of  electric  light  under  chapter  385  of  the  Acts  of  1887. 

During  the  year  covered  by  the  returns  the  companies  in  New 
Bedford,  Haverhill  and  Chicopee  have  erected  water-gas  apparatus, 
and  have  begun  to  distribute  a  mixture  of  coal  and  water  gas. 
The  Athol  company  has  returned  to  its  former  practice  of  distrib- 
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oting  only  water  gas.  Daring  a  portion  of  the  year  the  company 
in  Marlborough  has  manuf aotored  gas  from  wood  enriched  with 
oil,  bat  it  has  recently  abandoned  that  process.  The  MiUis  Com- 
pany has  added  to  its  other  basiness  the  sapplying  of  electric  lights 
in  Millis. 

The  works  of  the  Roxbary  aad  Dorchester  companies  remain 
closed.  For  most  of  the  year  ending  Jane  30,  1892,  these  com- 
panies distribnted  a  gas  which  they  parchased  of  the  Boston  Gas 
Light  Company,  but  since  March,  1892,  they  have  bought  directly 
from  the  Bay  State  Gas  Company.  Extensive  alterations  have 
been  made  at  the  North  end  station  of  the  Boston  Gas  Light 
Company,  and  a  water-gas  plant  of  large  capacity  is  nearly  ready 
for  use.  It  is  understood  to  be  the  intention  of  this  company  to 
distribute  only  water  gas  in  the  near  future.  During  the  year  the 
Bay  State  Gas  Company  has  begun  to  supply  private  consumers 
with  gas  direcdy  from  its  own  mains,  but  the  output  for  this  pur- 
pose has  not  been  large. 

Wakefield  Petition. 

Early  in  the  year  the  Board  received  from  the  selectmen  of 
Wakefield  a  complaint  that  the  Citizens'  Gas  Light  Company  of 
Beading,  South  Reading  and  Stoneham  was  distributing  to  its 
consumers  gas  of  an  impure  and  inferior  quality,  and  a  request 
that  such  orders  be  made  as  would  secure  its  improvement.  An 
investigation  was  begun  immediately,  and  a  public  hearing  was 
given  in  Wakefield. 

The  usual  analysis  of  the  gas  and  test  for  candle-power  and 
imparities  revealed  no  extraordinary  conditions,  and  no  violation 
of  the  statutory  requirements  except  in  the  presence  of  sulphu- 
retted hydrogen.  The  gas  had  an  unusually  strong  and  offensive 
odor,  which  upon  further  examination  appeared  to  be  due  to  a 
particularly  poor  and  sulphurous  lot  of  coal  which  the  company 
had  been  using,  without  fully  appreciating  its  troublesome  quali- 
ties. In  view  of  the  fact  that  immediately  upon  notice  of  the 
complaint  the  company  arranged  to  abandon  the  use  of  this  coal 
and  of  the  further  fact  that  the  cause  of  the  complaint  soon  after- 
ward disappeared,  no  order  upon  the  petition  .was  considered 
necessary. 
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Appsal  of  Wakefield  Elbctbic  Light  and  Power  Cohpant. 
This  was  an  appeal  by  the  Wakefield  Eleotrio  Light  and  Power 
Company  from  the  decision  of  the  selectmen  of  Wakefield,  refus- 
ing it  permission  to  erect  poles  and  mn  wires  in  the  streets.  No 
steps  were  taken  to  bring  the  case  to  a  hearing,  and  upon 
suggestion  by  the  appellants  the  appeal  was  dismissed. 

Appeal  of  Phcebus  H.  Alexander  et  cU. 
This  was  an  appeal  entered  by  Phoebus  H.  Alexander  and  Fred. 
P.  Barnes  from  the  decision  of  the  selectmen  of  Peabody,  refusing 
them  permission  to  erect  poles  and  run  wires  in  the  streets  of  said 
town.  Since  the  appeal  was  taken  the  town  has  constructed  its 
own  plant.  With  the  consent  of  the  appellants  the  appeal  has 
been  dismissed. 

Appeals  of  the  Consumers'  Gas  Company  of  New  Bedford. 

These  were  appeals  from  the  mayor  and  board  of  aldermen  and 
from  the  board  of  public  works  of  the  city  of  New  Bedford. 

The  Consumers'  Gas  Company,  regularly  organized  under  the 
laws  of  this  Commonwealth,  applied  to  the  mayor  and  aldermen 
of  'New  Bedford  for  leave  to  open  about  five  miles  of  the  prin- 
cipal streets  for  the  purpose  of  laying  gas  mains.  That  board 
declined  to  grant  the  petition,  on  the  ground  that  it  did  not  have 
Jurisdiction  in  the  matter,  and  referred  it  to  the  board  of  public 
works,  which  after  a  public  hearing  dismissed  the  petition. 

The  Consumers'  Gas  Company,  assuming  the  action  of  the 
board  of  aldermen  to  be  a  refusal,  appealed  from  the  decisions  of 
both  boards.  The  hearings  which  were  held  in  New  Bedford 
occupied  several  days,  and  the  city,  the  appellant,  and  the  New 
Bedford  Gas  and  Edison  Light  Company  were  represented  by 
counsel.  The  latter  company  has  alone  had  the  right  to  supply 
gas  in  New  Bedford  since  1853.  In  1888  it  began  to  supply 
electric  light,  having  purchased  the  property  and  rights  of  the 
New  Bedford  Electric  Light  Company ;  and  in  July,  1890,  it  was 
consolidated  with  the  Edison  Electric  Illuminating  Company  of 
New  Bedford,  under  authority  of  a  special  act  of  the  Legislature. 
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Since  that  time  it  has  been  the  only  company  selling  gas  or 
electric  light  in  that  city. 

The  oonsumere  of  the  present  company  were  numerously  repre- 
sented among  the  witnesses,  and  were  encouraged  to  describe  as 
fully  as  possible  their  grievances.  Their  testimony  showed  a 
general  satisfaction  with  the  quality  of  the  gas,  but  a  considerable 
desire  to  secure  it  at  a  lower  price,  and  much  complaint  about  the 
administration  of  the  electric  department  and  the  prices  charged 
for  the  incandescent  light. 

The  petitioners  claimed  that  if  their  request  should  be  granted 
they  could  supply  a  gas  much  superior  to  that  of  the  existing  com- 
pany, and  at  a  lower  price. 

The  shareholders  in  the  petitioning  company  were  interested  in 
the  ownership  of  a  patented  process  for  making  gas  from  oil, 
water  and  air,  and  it  appeared  from  the  evidence  that  it  was  their 
intention  to  use  this  particular  process  if  their  request  was  granted. 
Upon  the  value  of  this  their  case  principally  rested.  The  Board 
endeavored  to  ascertain  whether  this  process  gave  reasoiiable  prom- 
ise of  fulfilling  the  expectations  and  intentions  of  the  petitioners. 

Plans  and  the  evidence  of  experts  were  submitted  and  carefully 
considered,  and  an  examination  of  a  plant  in  actual  operation 
was  made  by  the  Board.  The  process  does  not  differ  essentially 
from  that  in  common  use  in  many  small  towns  where  oil  gas  is 
distributed,  except  in  the  introduction  into  the  retort  with  the  oil 
of  a  nearly  equal  amount  of  water,  and  in  the  mixing  of  the  gas 
and  air  in  the  heated  retort,  instead  of  in  the  holder.  It  was  pro- 
posed also  to  filter  the  oil  before  using  through  a  *'  vegetable  com- 
pound consisting  of  ground  corn  cobs  and  ashes  from  the  wood 
and  bark  of  the  white  ash*  tree,"  and  also  to  pass  through  the  re- 
tort a  certain  amount  of  the  aqueous  extract  of  potatoes ;  but  no 
explanation  of  the  value  of  these  to  the  gas  was  attempted,  and 
no  particular  consideration  given  to  it  by  any  of  the  parties 
interested. 

A  test  of  the  apparatus  and  process  was  made  under  the  super- 
vision of  the  inventor  and  in  the  presence  of  experts  selected  by 
the  two  companies  interested,  and  these  agreed  in  their  testimony 
before  the  Board  in  all  material  points.  This  test  afforded  a  good 
illustration  of  the  value  of  the  process,  as  the  experimental  bench 
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was  of  the  full  size  for  commercial  use.  Crude  oil,  coal,  pine 
wood,  potato  extract,  corn  cobs  and  ashes  were  used  as  directed, 
and  gas  was  made  at  the  rate  of  about  445  feet  per  hour.  The 
result  of  the  operation  showed  that  to  make  1,000  feet  of  this  gas 
in  the  holder,  ready  for  use,  would  require  9.12  gallons  crude  oil, 
81.3  pounds  coal,  i  cord  foot  of  wood,  1  pint  potato  extract,  ^ 
bushel  ground  com  cobs,  and  i  wine  pint  wood  ashes,  costing  in 
that  locality  about  70  cents.  To  these  figures  must  be  added 
labor,  which  may  fairly  be  estimated  at  not  less  than  13  cents  in  a 
large  works  of  this  kind,  making  at  least  83  cents  for  the  cost  in 
the  holder.  Although  these  figures  include  nothing  for  repairs  or 
depreciation,  they  much  exceed  the  cost  of  manufacturing  the  gas 
of  the  company  now  in  operation. 

The  specific  gravity  of  the  gas  is  .790,  and  that  of  the  present 
company's  about  .600,  from  which  it  appears  that  the  proposed 
gas  is  nearly  25  per  cent,  heavier  than  that  now  used.  To  dis- 
tribute the  same  amount  of  the  former,  unless  at  greatly  increased 
pressure,  would  require  larger  mains,  a  larger  investment  and 
therefore  greater  cost  for  distribution.  It  would  also  require 
interior  pipes  and  fittings  of  larger  capacity. 

Several  tests  of  the  candle-power  of  the  gas  showed  an  average 
of  17.29,  which  is  from  .18  to  1.70  candles  lower  than  the  average 
of  the  present  company's  gas.  The  analysis  of  the  gas  made  by 
the  experts  referred  to  above  showed  the  following  results,  the 
figures  indicating  the  relative  volumes  of  each  constituent :  — 

CarboDic  acid, 2.30 

Illuminants, 21.85 

Oxygen,    ..•....•  2.45 

Carbonic  oxide,        .        .        .     -  .        .        .  6.90 

Hydrogen, 8.40 

Marsh  gas, 18.61 

Nitrogen 49.49 

100.00 

It  will  be  seen  from  this  that  more  than  half  of  the  entire  volume 
consists  of  carbonic  acid  and  nitrogen,  gases  which  neither  bum 
nor  aid  combustion,  but  seriously  diminish  the  flame  temperature 
of  any  gas  of  which  they  form  a  part.  The  gas  has,  then,  a  low 
value  for  heating  or  cooking  purposes,  this  peculiar  composition 
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and  result  being  due  to  the  large  amount  of  air  used  in  its  manu- 
facture. 

From  these  facts  it  appears  that  the  gas  of  the  process  proposed 
is  of  lower  candle-power,  of  less  heating  capacity ^and  more  expen- 
sive to  produce  than  that  now  used  in  New  Bedford. 

The  petitioners  stated,  however,  that,  if  they  found  after  trial 
that  this  gas  was  for  any  reason  unsatisfactory  as  to  quality  or 
cost,  they  should  abandon  its  use,  and  should  adopt  some  process 
which  would  produce  the  best  possible  quality  at  the  lowest 
possible  cost.  Had  they  been  able  to  make  this  ofifer  more  defi- 
nite, it  would  have  deserved  more  extended  consideration;  no 
other  process  was,  however,  mentioned  or  alluded  to. 

For  these  reasons  the  Board  was  unable,  to  see  that  any  advan- 
tage could  come  to  the  citizens  or  gas  consumers  of  New  Bedford 
by  granting  the  prayer  of  the  petitioners,  which  might  not  be 
readily  secured  from  the  present  company. 

A  strong  and  general  feeling  of  hostility  to  the  company  and 
certain  peculiarities  of  its  administration  was  a  prominent  feature 
of  the  hearing.  The  Board  regrets  exceedingly  that  any  founda- 
tion for  this  existed  in  fact.  Very  much  of  this  sentiment  was 
doubtless  due  to  changes  inevitable  upon  a  consolidation  of  the 
companies,  but  more  to  the  methods  pursued  in  dealing  with  con- 
sumers, as  illustrated  in  the  manner  of  advancing  the  electric 
rates  to  a  living  basis,  and  in  the  arbitrary  and  monopolistic 
spirit  pervading  the  printed  regulations  or  rules  issued  by  the 
company. 

The  company  has,  it  is  true,  a  practical  monopoly  of  the  lighting 
business;  but  the  extensive  privileges  and  concessions  which  it 
has  received  as  a  free  gift  from  the  public  impose  upon  its  man- 
agers an  imperative  duty  to  conduct  its  affairs  with  the  same 
effort  toward  the  public  convenience  and  in  the  same  spirit  as  the 
successful  merchant  employs  to  attract  and  retain  his  trade. 

In  considering  this  case,  it  was  not  intended  to  pass  upon 
the  absolute  value  of  the  particular  process  considered,  but  only 
upon  its  value  in  the  locality  considered.  Neither  was  an 
opinion  expressed  as  to  the  fairness  of  the  price  charged  by  the 
present  company  for  its  gas ;  such  question  was  not  necessarily 
within  the  scope  of  the  inquiry,  nor  could  any  order  affecting  it  be 
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based  npon  the  proceedings.  The  Board,  however,  noted  with 
approval  the  fact  that  the  company  had  voluntarily  reduced  the 
price  of  gas  since  the  hearing  upon  this  appeal  had  begun. 

Most  of  the  complaints  by  the  witnesses  were  either  of  the 
quality  or  price  of  the  electric  light.  The  Board  took  no  formal 
action  in  reference  to  these,  for  the  reasons  cited  above.  It  did, 
however,  make  a  careful  examination  of  both  of  the  electric 
plants,  studied  their  management  and  conferred  with  the  company 
concerning  them.  As  a  result  of  this  it  received  satisfactory 
assurance  that  all  the  changes  needed  to  secure  the  best  possible 
electric  service  would  be  made,  and  that  the  company  would  soon 
make  a  considerable  outlay  in  this  department. 

Upon  a  careful  review  of  the  whole  case,  the  Board  was  of  the 
opinion  that  the  appeal  could  not  be  sustained,  and  the  following 
was  adopted :  — 

Ordered,  That  the  appeal  of  the  Consumers*  Gas  Company  be  dis- 
missed, and  the  decision  of  the  board  of  public  works  be  affirmed. 

The  same  reasons  afiforded  ample  ground  for  a  refusal  to  sustain 
the  appeal  from  the  board  of  aldermen,  and  it  seemed,  unnecessary 
to  rule  upon  or  discuss  the  legal  questions  raised  as  to  the  rela- 
tions of  that  board  to  the  petition  or  to  the  board  of  public  works. 

Both  appeals  were  dismissed. 

Lexington  Gas  Light  Companf. 

The  Lexington  Gas  Light  Company  applied  for  leave  to  engage 
in  the  business  of  electric  lighting. 

A  public  hearing  was  given  upon  the  petition,  at  which  the  com- 
pany was  represented  by  its  president  and  clerk,  and  the  town  by  a 
majority  of  its  selectmen  ;  no  one  appeared  in  opposition. 

The  petitioner  has  supplied  gas  in  Lexington  since  1875,  and 
the  requisite  number  of  stockholders  voted  to  engage  in  the  busi- 
ness of  electric  lighting.  It  appeared  that  in  1888  the  Woburn 
Electric  Light  Company  was  granted  certain  privileges  in  the 
streets  of  Lexington,  upon  the  expectation  that  it  would  supply  elec- 
tric lights  in  the  town.  Prior  to  that  year  the  company  had 
erected  a  line  of  poles  from  the  Woburn  line  to  the  centre 
of  the    town,   but    never   owned  any    wires    nor  attempted    to 
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nm  aay  lights  in  the  town,  and  prior  to  the  hearing  it  had  sold 
these  poles  and  assigned  all  its  rights  and  privileges  to  the 
petitioner.  There  is  no  other  oompany  organized  for  or  engaged 
in  the  business  of  supplying  electric  lights  in  Lexington.  The 
selectmen  expressed  a  wish  to  have  the  petition  granted,  and  an 
opinion  that  such  a  course  was  generally  desired  and  would  benefit 
the  town  ;  they  also  stated  that  they  knew  of  no  opposition. 

The  Board  has  frequently  expressed  the  opinion  that  in  small 
towns  like  Lexington  it  may  be  to  the  public  interest  that  one  com- 
pany, rather  than  two,  should  supply  both  kinds  of  light.  The 
facts  in  this  case  are  essentially  the  same  as  in  those  towns  where 
similar  petitions  have  been  granted.  Evidence  satisfactory  to  the 
Board  was  furnished  of  the  company's  willingness  and  ability  to 
proceed  at  once  to  supply  the  town  and  its  inhabitants  with  all  the 
electric  lights  which  might  be  demanded.  The  following  was 
adopted  on  November  16,  1892  :  — 

Ordered,  That  said  Lexington  Gas  Light  Company  is  hereby  author- 
ized to  engage  in  the  business  of  generating  and  furnishing  electricity 
for  light  in  the  town  of  Lexington,  and  that  said  company,  within  six 
months  from  this  date,  erect  and  equip  a  plant  for  generating  and 
distributing  electricity  for  light  with  a  minimum  capacity  of  not  less 
than  ninety  horse-power,  and  dynamo  capacity  to  convert  the  same  into 
electric  lights. 

Boston  Gas   Light  Company. 

On  June  4,  1892,  the  following  petition  was  received,  addressed 

to  the  Board :  — 

We,  the  undersigned  customers  of  the  Boston  Gas  Light  Company, 
hereby  make  complaint  that  the  price  charged  by  said  company  for  gas 
is  excessive;  and  we  ask  that  said  price  be  fixed  at  one  dollar  per 
thousand  cubic  feet,  or  such  other  sum  as  your  Board  may  deem  just 
and  proper. 

This  petition  was  signed  by  Messrs.  Sinclair  and  Mann  and 
about  fifty  other  consumers,  mostly  proprietors  or  managers  of 
hotels,  and  persons  using  large  quantities  of  gas. 

As  the  statute  requires,  a  public  hearing  was  ordered  and 
advertised  in  several  of  the  daily  papers  in  Boston,  September  14, 
being  assigned  therefor,  by  request  of  the  petitioners.  On  that 
day  the  petitioners  and  the  company  were  represented  by  counsel, 
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and  by  request  of    both  parties  the  hearing  was  adjourned  to 
October  5,  and  again  to  October  13. 

No  evidence  was  presented  by  either  party,  and  no  other  persons 
expressed  a  desire  to  be  heard.  On  the  last  date  named  the 
petitioners  offered  what  they  stated  was  a  more  explicit  presen- 
tation than  the  petition  contained  of  the  advantages  which  they 
wished  to  secure,  as  follows :  — 

1.  That  on  and  after  Jan.  1, 1893,  or  as  soon  thereafter  as  the  new 
water-gas  works  in  process  of  erection  at  the  north  end  station  are 
finished,  the  candle-power  of  the  gas  supplied  by  the  company  be 
twenty-five  candles. 

2.  That  on  and  after  Jan.  1, 1893,  the  price  of  gas  used  for  cooking, 
heating  and  power  purposes  be  fixed  at  one  dollar  per  thousand  feet, 
measured  through  an  independent  meter  supplied  by  the  company  free 
of  rent. 

3.  That  on  and  after  Jan.  1,  1893,  the  price  of  gas  to  all  those  who 
burn  for  lighting  purposes  one  thousand  dollars'  worth  and  upwards  per 
annum  be  fixed  at  one  dollar  and  twenty  cents  per  thousand  feet. 

It  appeared  at  that  time,  as  a  result  of  negotiations  between 
the  company  and  the  petitioners,  after  the  petition  was  filed,  that 
the  company  might  be  willing  to  make  these  concessions.  The 
petitioners  then  asked  that,  if  the  company  should  formally  accept 
the  three  propositions  named,  the  case  be  closed  without  further 
investigation  or  consideration  by  the  Board. 

Soon  after  this,  a  duly  attested  transcript  of  the  records  of 
the  board  of  directors  of  the  company  was  filed  with  this  Board, 
from  which  it  appeared  that  all  the  propositions  had  been  accepted. 
The  case  was  accordingly  closed,  as  requested. 

In  March,  1892,  the  Board  made  a  special  report  to  the  Legis- 
lature then  in  session,  replying  to  certain  specific  inquiries  con- 
cerning the  Boston  Gas  Light  Company  and  other  companies 
located  in  Boston.    A  copy  of  that  report  is  given  in  the  Appendix. 

Appeal  op  the  Gas  Light  Company  in  Marlborough. 

This  was  an  appeal  by  the  Marlborough  Gas  Light  Company 
from  the  decision  of  the  selectmen  of  Marlborough,  granting 
permission  to  the  Citizens'  Gas  Light  Company  to  open  the  streets 
of  that  town  for  the  purpose  of  laying  and  maintaining  gas  mains. 

An  extended  public  hearing  was  given  at  the  town  hall  in 
Marlborough.     Both  companies  appeared  by  counsel,  but  the  town 
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(now  a  cit^)  was  not  represented.  A  careful  and  thorough  study 
of  the  history  and  general  management  of  the  company  was  made, 
and  particular  attention  given  to  its  technical  and  financial  affairs. 
The  fact  that  a  majority  of  the  board  of  selectmen  from  whose 
decision  the  appeal  was  taken  were  named  as  incorporators  of 
the  company  to  which  the  franchise  was  granted,  prevented  the 
action  of  the  local  authorities  from  receiving  that  consideration  to 
which  it  is  often  entitled. 

To  open  the  streets  to  the  extent  contemplated  by  the  license  to 
the  new  company  would  inevitably  impose  upon  the  municipality 
directly  and  indirectly  much  expense,  and  bring  great  inconven- 
ience to  a  large  number  of  its  citizens.  This  ought  not  to  be 
allowed  unless  some  substantial  public  advantage  were  to  be 
gained.  The  Board  therefore  endeavored,  by  a  study  of  all  the 
circumstances  and  a  careful  consideration  of  the  grievances  pre- 
sented, to  ascertain  whether  there  was  reasonable  ground  to  believe 
that  such  advantage  would  be  obtained  through  the  permission 
appealed  from.  The  claims  of  the  parties  interested,  and  the  facts 
important  in  the  case,  are  contained  in  the  suggestions  that  follow. 

The  gas  plant  in  Marlborough  was  originally  established  chiefly 
as  an  adjunct  to  certain  large  manufacturing  establishments  and 
to  supply  the  residences  of  its  owners.  In  1865  these  owners 
became  incorporated  as  the  Marlborough  Gras  Light  Company, 
which  since  that  time  has  continued  to  supply  gas  to  the  town  and 
its  inhabitants. 

A  study  of  the  company's  history  satisfied  the  Board  that  for  a 
portion  of  the  time  its  service  was  neither  creditable  to  the  owners 
nor  satisfactory  to  the  public ;  neither  skill  nor  enterprise  was  dis- 
played in  its  management ;  the  gas  was  of  poor  quality,  the  works 
were  neglected,  and  no  effort  was  made  to  extend  the  business. 
By  this  course  the  company  lost  the  public  confidence,  and  we 
have  reason  to  believe  that  much  of  the  interest  and  zeal  on  behalf 
of  the  new  company  was  due  to  these  facts.  The  testimony  at 
the  hearing  showed,  however,  that  a  wide  distinction  was  to  be 
made  between  the  management  in  recent  and  that  in  former  years. 
It  was  conceded,  and  without  dispute,  that,  if  the  management 
and  policy  more  recently  adopted  should  be  continued,  the  com- 
pany would  be  in  most  respects  free  from  special  criticism. 
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It  was  urged  by  the  representatiyes  of  the  Citizens'  Company  that 
they  would  be  able  to  supply  gas  at  a  less  price  than  the  present 
company.  That  this  was  the  real  desire  and  expectation  of 
certain  persons  connected  with  the  organization  was  apparent; 
but,  beyond  the  mere  assertion  of  the  intent,  no  effort  was  made 
to  show  that  they  would  be  able  to  do  this.  No  member  of  the 
new  company  had  had  any  experience  in  the  manufacture  or  sup- 
ply of  gas ;  no  witness  with  experience  in  the  business  appeared 
in  favor  of  the  claim;  and  there  was  hardly  a  pretence  that  any 
particular  facilities  were  possessed  or  to  be  acquired  for  reducing 
the  cost  of  either  production  or  distribution.  The  process  used 
by  the  Marlborough  Company  is  one  generally  approved  by 
engineers,  and  under  the  conditions  existing  there  the  Board  has 
no  knowledge  of  any  process  which  by  its  introduction  would 
appreciably  lessen  the  cost  to  consumers.  Plurticular  reference 
was  made  to  a  small  c6mpany  in  a  town  of  similar  size  where  gas 
was  much  lower  than  in  Marlborough,  and  the  promoters  of  the 
new  enterprise  seemed  confident  that  through  the  adoption  of  the 
peculiar  process  there  used  their  expectations  would  be  met.  But 
the  company  referred  to  has  for  years  been  supplying  gas  at  a 
large  loss,  and  since  the  hearing  in  this  case  has  been  compelled 
to  make  a  large  advance  in  its  price. 

The  consumption  of  gas  in  Marlborough  has  been  low,  consider- 
ing the  population  ;  this  is  due  in  part  to  the  narrow  policy  or  lack 
of  policy  in  the  company's  former  management,  and  in  part  to  the 
peculiar  characteristics  of  the  town  itself.  It  has  seemed  to  be  a 
difficult  field  for  exploiting  the  business.  In  the  twenty-seven 
years  of  the  company's  existence  the  total  dividends  have  been 
less  than  one  per  cent,  per  annum ;  for  several  years  the  works 
were  run  without  a  profit,  and,  with  the  exception  stated,  all  the 
profits  of  the  enterprise  have  been  put  into  the  plant. 

The  principal  hope  for  a  reduction  of  price  in  this  place  lies  not 
in  the  introduction  of  new  processes  or  methods  of  manufacture, 
but  in  the  increase  of  the  consumption.  Marlborough  ought  to 
consume  a  much  larger  quantity  of  gas,  and  with  a  liberal 
and  progressive  management  of  the  company  will  doubtless 
do  so. 
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It  was  agreed  by  all  parties  at  the  hearing  that  the  field  was 
not  large  enough  to  support  two  companies,  and  that  one  would 
soon  absorb  or  consolidate  with  the  other  with  only  the  powers 
and  opportunities  possessed  by  the  present  company. 

One  objection  to  the  present  company  strenuously  urged  was 
that  its  works  were  centrally  located,   and  so  near  the  thickly 
settled  residence  portion  as  to  be  a  constant  annoyance  to  a  large 
number  of  citizens  and  a  hindrance  to  the  growth  of  the  city. 
This  objection  seemed  to  be  supported  by  the  facts ;  but  it  was 
not  easy  to  see  how  the  existence  of  a  second  company  would 
afford  a  remedy.     In  the  judgment  of  the  Board,  the  admission  of 
a  rival  company  would  be  likely  to  result  in  the  improvement  of 
the  works  of  the  existing  company  in  their  present  location,  and 
the  probable  postponement  of  their  removal  for  many  years.    It 
must  be  recognized,  too,  that  certain  equities  exist  in  favor  of  the 
company,  since  when  the  works  were  first  built  no  objections  to 
their  location  existed,  as  the  vicinity  was  used  only  for  manufact- 
uring,  instead  of    mercantile  and  residential  purposes  as  now. 
The  Board,  however,  agreed  with  the  opinion  expressed  by  the 
promoters  of  the  new  company  that  the  time  had  come  when  the 
present  company  should  prepare  to  move  its  works  to  another  and 
less  populous  section.    The  value  of  its  land  and  the  condition  of 
its  plant  make  such  removal  entirely  feasible.    This  view  was 
urged  upon  the  officers  of  the  company,  and  was  adopted  by 
them  ;  land  was  secured  in  a  favorable  location,  and  ample  assur- 
ance was  given  that  the  works  would  be  removed  there  at  as 
early  a  date  as  could  be  reasonably  and  economically  done.    The 
present  company  will  then  have  it  in  its  power  to  render  to  the 
public  all  the  advantages  as  to  quality  of  service  which  any 
advance  in  gas  engineering  or  any  increase  in  consumption  may 
make   possible,   with  none  of  the  burdens  and  evils  which  the 
temporary    existence    of    a    rival    company    would  be    sure  to 
bring. 

Very  soon  after  the  hearing  upon  this  appeal,  negotiations  in 
which  representatives  of  the  new  company  were  understood  by  the 
Board  to  be  interested,  looking  to  a  change  in  the  ownership  or 
control  of  the  old  company,  were  entered  upon  and  have  been  but 
recently  abandoned.     The  Board  thought  it  unwise  to  interfere  in 
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these,  and  for  that  reason  its  decision  of  the  appeal  was  unusually 
delayed. 

The  following  was  adopted  in  the  appeal :  — 

Ordered,  That  the  appeal  of  the  Marlborough  Gas  Light  Company  be 
sustained,  and  the  decision  of  the  selectmen  be  reversed  and  annulled. 

Municipal  Ownership. 
As  the  statute  (chapter  370,  Acts  of  1891)  allowing  municipal- 
ities to  engage  in  the  supply  of  gas  and  electric  light  imposes  im- 
portant duties  upon  this  Board  whenever  the  provisions  of  the  act 
are  accepted,  the  effort  to  learn  precisely  what  action  has  been 
taken  toward  municipal  ownership  of  plants  throughout  the  Com- 
monwealth has  been  continued. 

Official  reports  have  been  received  from  one  hundred  and 
seventy-nine  towns  and  cities,  including  all  those  in  which  the 
population  exceeds  two  thousand.  It  appears  that  one  hundred 
and  forty-six  have  never  considered  the  subject. 

The  report  of  last  year  showed  the  action  taken  by  the  cities  of 
Brockton,  Chicopee,  Fall  River,  Maiden  and  New  Bedford,  and 
the  towns  of  Danvers,  Everett,  Framingham,  Hingham,  Hudson, 
Marblehead,  Melrose,  Methuen,  North  Attleborongh,  Norwood, 
Peabody,  Plymouth,  Reading,  Spencer,  Wakefield,  Wellesley, 
Weymouth  and  Whitman.  Of  these.  Fall  River,  Maiden,  New 
Bedford,  Framingham,  Methuen,  Plymouth,  Spencer  and  Wey- 
mouth have  taken  no  action  during  the  year  1892. 

The  towns  of  East  Bridgewater,  Needham,  Stoughton  and  Win- 
chester, and  the  cities  of  Woburn  and  Springfield  have  acted  in 
reference  to  a  municipal  plant  for  the  first  time  during  1892.  A 
recital  of  the  action  of  the  city  of  Haverhill,  and  of  the  towns  of 
Braintree,  North  Attleborough  and  Brookline  prior  to  1892,  re- 
ceived too  late  for  insertion  in  the  last  report,  is  given  below. 

East  Bridgewater,  Hingham  and  Winchester  have  appointed 
committees  during  the  year  to  investigate  the  subject. 

In  the  town  of  Braijitree^  on  June  2,  1891,  a  committee  was 
selected  '*  to  consider  the  whole  matter  of  electric  lighting,  so 
far  as  it  is  likely  to  concern  the  town."  At  a  meeting  on  Aug.  25, 
1891,  this  committee  reported  in  favor  of  establishing  an  electric 
plant  for  lighting  the  streets,  and  estimated  the  cost  of  its  instal- 
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lation  complete  at  $25,000.  This  report  was  recommitted,  with 
instructions  to  consider  the  advisability  of  establishing  a  plant  for 
commercial  and  street  lighting.  At  the  same  meeting,  a  ballot 
being  taken  upon  the  question,  ^*  Is  it  expedient  for  the  town  to 
exercise  the  authority  conferred  in  section  1  of  chapter  370  of  the 
Acts  of  the  Legislature  of  Massachusetts  for  the  year  1891,  to 
construct,  establish  and  maintain  within  its  limits  a  plant  for  the 
manufacture  and  distribution  of  electricity  for  furnishing  light  for 
municipal  use  and  for  the  use  of  such  of  its  inhabitants  as  may 
require  and  pay  for  the  same,  as  provided  for  in  said  chapter?" 
the  vote  was :  yes,  122 ;  no,  3. 

At  a  meeting  on  Oct.  29,  1891,  upon  the  same  question,  the  vote 
was :  yes,  146 ;  no,  5.  At  this  meeting  the  committee  chosen 
June  2  made  a  supplementary  report,  recommending  only  a  street- 
lighting  plant,  and  that  828,750  be  appropriated  therefor.  This 
report  was  tabled. 

At  a  meeting  on  March  21,  1892,  the  following  votes  were 
passed :  ^^  That  the  electric  lighting  committee  appointed  at  the 
town  meeting  of  June  2,  1891,  be  given  power  and  authority  to 
proceed  to  establish  a  plant  for  the  manufacture  and  distribution 
of  electricity,  subject  to  the  further  instructions  of  the  town." 
^'That  the  town  proceed  to  establish  an  electric  lighting  plant 
under  the  provisions  of  chapter  370  of  the  Acts  of  the  Legislature 
of  1891."  ^^That  the  committee  proceed  to  establish  an  electric 
lighting  plant  in  accordance  with  the  report  of  the  committee  on 
electric  lighting  as  made  to  the  town."  It  was  also  voted,  124  to 
3,  ^'  to  issue  notes  of  the  town  for  the  aggregate  principal  sum  of 
thirty  thousand  dollars  for  the  purpose  of  establishing  an  electric 
light  plant,  each  of  said  notes  to  be  in  face  value  two  thousand 
dollars,  and  to  run  one,  two,  three,  four,  five,  six,  seven,  eight, 
nine,  ten,  eleven,  twelve,  thirteen,  fourteen  and  fifteen  years, 
respectively,  and  to  bear  interest  at  a  rate  not  to  exceed  five  per 
cent,  per  annum.  And  that  the  selectmen  be  instructed  to  raise 
by  taxation  each  year  the  sum  of  two  thousand  dollars,  together 
with  a  sum  sufficient  to  pay  the  accrued  interest  on  all  the  notes 
remaining  unpaid  until  all  of  said  notes  are  paid."  Thirty-five 
hundred  dollars  was  appropriated  for  maintenance  of  the  plant. 
Under  these  votes  land  was  purchased  and  a  brick  building  and 
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plant  constructed.  It  comprises  one  125  horse-power  engine  and 
boiler;  two  Tbomson-Hoaston  dynamos,  with  a  total  capacity 
of  100  lights  of  nominal  1,200  candle-power  each;  710  poles  in 
about  17  miles  of  streets,  carrying  25  miles  of  wire ;  75  arc  lights 
and  seventy-two  25  candle-power  incandescent  lights  have  been  in 
use,  all  for  street  lighting.  $30,853  has  been  expended  for  con- 
struction.    The  plant  was  started  on  Oct.  15,  1892. 

In  the  city  of  Brockton  the  board  of  aldermen,  Dec.  27,  1892, 
and  the  common  council  on  December  29,  by  unanimous  votes  in 
both  branches,  adopted  the  following :  — 

Resolved^  That  it  is  expedient  for  this  city  to  exercise  the  authority 
conferred  in  section  1  of  chapter  370  of  the  Acts  of  1891,  in  relation  to 
the  construction,  purchasing,  leasing  or  using  and  maintaining  within 
its  limits  a  plant  for  the  manufacture  and  distribution  of  electricity  for 
furnishing  light  for  municipal  use  and  for  the  use  of  such  of  its  inhabi- 
tants as  may  require  and  pay  for  the  same. 

This  resolution,  being  essentially  different  from  the  resolution  adopted 
by  the  city  council  of  1891  under  said  chapter,  is  not  to  be  regarded  as  a 
final  but  as  a  first  action  thereunder,  and  isto  be  null  and  void  unless 
the  city  council  of  1893  shall  adopt  a  like  resolution. 

This  received  the  approval  of  the  mayor  on  Dec.  30,  1892. 

At  the  adjourned  annual  meeting  of  the  town  of  Drooklhie^ 
April  16,  1890,  the  selectmen  were  instructed  "  to  inquire  into  the 
subject  of  the  town's  procuring  and  establishing  a  plant  for  light- 
ing its  streets  and  public  buildings  with  electricity,  and  report 
thereon  at  a  future  meeting."  At  a  special  meeting  on  Jan.  29, 
1891,  the  selectmen  were  instructed  ^*  to  appear  in  behalf  of  the 
town  before  any  committee  of  the  Legislature  having  the  matter  in 
charge,  to  urge  the  passage  of  a  law  which  shall  give  to  cities  and 
towns  the  right  to  establish  and  maintain  plants  for  the  purpose 
of  furnibhing  their  own  municipal  lighting." 

At  the  annual  meeting  in  1891,  the  selectmen  reported  *' that 
after  a  careful  investigation  of  the  matter  they  should  not 
recommend  the  town  to  enter  upon  the  establishment  of  any  light- 
ing establishment  at  the  present  time,"  which  report  was  accepted, 
and  no  further  action  has  been  taken. 

Both  branches  of  the  city  council  of  Chicopee^  on  Dec.  12  and 
16,  1892,  voted  unanimously,  "  That  it  is  expedient  for  the  city  of 
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Chicopee  to  construct,  purchase  or  establish  and  maiDtain  within 
its  limits  one  or  more  plants  for  the  manufacture  and  distribution 
of  electricity  for  furnishing  light  for  municipal  use  and  for  the  use 
of  such  of  its  inhabitants  as  may  require  and  pay  for  the  same." 
This  was  approved  by  the  mayor  December  19,  and  is  in  the 
same  form  as  the  vote  passed  unanimously  by  both  branches  and 
approved  by  the  mayor  on  Nov.  30,  1891. 

The  town  of  Danvers  has  been  operating  an  electric  plant  exclu- 
sively for  street  lighting  since  Jan.  2,  1889.  The  original  appro- 
priation for  construction  was  $15,000;  since  that  time  $75  was 
appropriated  for  real  estate  construction  and  $600  for  extensions 
of  lines  and  new  lamps ;  the  latter  appropriation  was  overdrawn 
$19.32.  Special  appropriations  for  extiaordinary  repairs  to  the 
amount  of  $275  have  also  been  made.  The  appropriations  made 
annually  in  March  or  April  for  maintenance  and  operation  of  the 
plant  have  been  as  follows  :  1889,  $3,500;  1890,  $2,960;  1891, 
$2,750;  1892,  $3,450.  That  for  1891  was  overdrawn  to  the 
amount  of  $72.35.  In  1889  $15,000  was  borrowed  for  construc- 
tion, and  $1,500  of  this  sum  becomes  due  annually.  The  plant 
consists  of  one  boiler  of  80  horse-power,  one  engine  of  60  horse- 
power, two  dynamos  (Brush  system)  ,with  a  total  capacity  of  90  arc 
lights  of  nominal  1,200  candle-power  each.  It  has  425  poles  set  in 
the  streets,  which,  with  about  40  trees,  carry  1,214,360  feet  of 
wire  with  6  single  and  76  double  carbon  lamps.  Two  men  were 
employed  and  80  lamps  were  lighted  throughout  the  year  ending 
June  30,  1892,  for  an  average  of  5f  hours  per  night  and  23  nights 
per  month.  One  hundred  and  ninety-six  tons  of  coal,  two  cords 
of  wood  and  23,500  carbons  are  reported  as  used  during  the 
year. 

At  a  town  meeting  in  Everett^  on  Jan.  26,  1892,  upon  the  ques- 
tion, '^  Ts  it  expedient  for  the  town  to  exercise  the  authority  con- 
ferred in  section  1  of  chapter  370  of  the  Acts  of  the  year  1891, 
authorizing  cities  and  towns  to  construct,  purchase,  lease  or  estab- 
lish and  maintain  within  their  limits,  one  or  more  plants  for  the 
manufacture  or  distribution  of  gas  or  electricity  for  furnishing 
light  for  municipal  use  and  for  the  use  of  their  inhabitants  as 
specified  in  said  act?'*  the  following  was  the  result  of  the  vote: 
yes,  367 ;  no,  273 ;  not  the  necessary  two-thirds  in  favor.     At 
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the  meeting  of  March  1,  1892,  upon  the  same  proposition,  the 
vote  was  :  yes,  317  ;  no,  131. 

The  city  of  HaverhiUy  by  concurrent  votes  of  both  branches  of 
the  city  coancil,  on  Dec.  30, 1891,  and  Dec.  6  and  8, 1892,  adopted 
the  following :  — 

That  it  is  expe<lient  for  the  city  of  Haverhill  to  exercise  the  authority 
conferred  by  section  1  of  chapter  370  of  the  Acts  and  Resolves  of  the 
year  1891,  being  an  **  Act  to  enable  cities  and  towns  to  manufacture  and 
distribute  gas  and  electricity,"  and  conferring  upon  the  city,  under  the 
limitations  mentioned  in  said  chapter,  the  authority  to  construct, 
purchase,  lease  or  establish  and  maintain  within  its  limits  one  or  more 
plants  for  the  manufacture  or  distribution  of  gas  or  electricity  for  fur- 
nishing light  for  municipal  use  and  for  the  use  of  such  of  its  inhabitants 
as  may  require  and  pay  for  the  same  as  provided  in  said  chapter. 

That  the  city  of  Haverhill,  under  the  authority  conferred  by  the  afore- 
said chapter,  purchase,  lease  or  establish  ai^d  maintain  within  its  limits 
one  or  more  plants  for  the  manufacture  and  distribution  of  gas  and  elec- 
tricity for  furnishing  light  for  municipal  use  and  the  use  of  such  of  its 
inhabitants  as  may  require  and  pay  for  the  same  as  provided  in  said 
chapter. 

This  resolution  received  the  approval  of  the  mayor  in  each  year ; 
in  1891  less  than  two-thirds  of  the  members  in  each  branch  voted  in 
favor  of  it,  but  in  1892  it  was  passed  unanimously  in  both  branches. 

At  the  town  meeting  in  Hudson^  on  Dec.  31,  1891,  the  warrant 
contained  an  article  '^  to  see  if  the  town  will  construct,  purchase, 
lease  or  establish  and  maintain  one  or  more  plants  for  the  manu- 
facture or  distribution  of  gas  or  electncity  under  chapter  370, 
Acts  of  1891."  An  effort  to  indefinitely  postpone  action  on  this 
was  defeated,  and  at  an  adjournment  of  this  meeting,  on  Jan.  8, 
1892,  a  committee  was  appointed  to  investigate  the  whole  subject, 
and  report  in  print  at  the  annual  town  meeting.  On  March  8, 
1892,  which  was  an  adjournment  of  the  annual  meeting,  this  com- 
mittee reported  at  length,  and  in  concluding  expressed  the  opinion 
^'  that  in  the  face  of  all  the  evidence  it  will  be  inadvisable  for  the 
town  to  go  into  the  business  of  manufacturing  electric  light." 
They  recommended  "that,  in  case  the  town  does  not  desire  to 
operate  its  own  plant,  it  pass  a  vote  that  it  will  take  no  action 
toward  the  establishment  of  a  plant  before  May  1,  1897 :  provided^ 
the  owners  of  the  existing  plant  will  within  sixty  days  of  the  pas- 
sage of  such  vote  file  in  the  town  clerk's  office  a  waiver  and  renun- 
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elation  of  all  rights,  if  any,  acquired  by  them  ander  chapter  370, 
Acts  of  1891,  by  reason  of  the  passage,  by  the  town,  of  the  two 
TOtes  provided  for  in  section  3  in  said  act ;  and  provided^  further ^ 
that  the  present  company  or  its  successor  continue  the  production 
of  electric  light  in  accordance  with  the  laws  of  this  Common- 
wealth." On  March  15,  at  an  adjournment  of  the  annual  meeting, 
a  resolution  *^  that  the  committee's  report  be  rejected,  and  that  the 
town  deems  it  expedient  to  buy  and  put  in  an  electric  plant,"  was 
rejected  by  a  vote  of  79  to  73.  A  motion  to  accept  and  adopt  the 
report  of  the  committee  was  then  carried  by  a  vote  of  80  to  72.  It 
was  then  voted  to  ^^  indefinitely  postpone  the  furtlier  consideration 
of  the  question  of  municipal  lighting."  At  a  meeting  on  April  4, 
under  an  article  in  the  warrant  in  the  same  form  as  cited  above,  it 
was  voted  66  to  56,  ^^to  indefinitely  postpone  the  consideration" 
of  the  article.  The  Electric  Light  Company  has  made  no  such 
waiver  as  the  committee's  report  suggested,  but  has  begun  proceed- 
ings to  compel  the  town  to  buy  its  plant. 

At  a  town  meeting  in  Mdrblehead^  June  15,  1892,  it  was  voted, 
231  to  8,  '^  that  it  is  expedient  to  exercise  the  authority  conferred 
by  the  act."  As  a  similar  vote  was  passed  June  22,  1891,  the  act 
was  declared  accepted.  The  committee  appointed  June  22,  1891, 
submitted  a  printed  report  containing  a  plan  for  the  establishment 
of  a  municipal  electric  lighting  plant  and  estimating  the  expense 
of  its  installation  at  $40,000,  but  made  no  recommendations.  No 
other  action  was  taken  during  the  year. 

In  the  town  of  Melrose,  the  committee  of  investigation,  acting 
under  the  vote  of  Feb.  16,  1891,  published  its  report  in  February, 
1892 ;  they  favored  the  acquisition  of  an  electric  lighting  plant, 
and  placed  the  probable  cost  at  about  $75,000. 

On  March  21,  1892,  at  an  adjournment  of  the  meetiog  of  Nov. 
3,  1891,  an  account  of  which  is  given  in  the  last  report  of  this 
Board,  it  was  voted,  165  yes  to  26  no,  ^'  That  it  is  hereby  declared 
expedient  and  desirable  that  the  town  exercise  the  authority  con- 
ferred by  chapter  370  of  tbe  Acts  of  1891,  entitled  'An  Act  to 
enable  cities  and  towns  to  manufacture  and  distribute  gas  and 
electricity.'  "  At  an  adjournment,  held  on  the  same  day,  of  the 
1892  annual  town  meeting,  the  same  proposition  was  voted  upon 
and  adopted,  157  yes  to  25  no. 
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At  this  meeting,  upon  a  motion  to  authorize  the  issuing  of  bonds 
to  the  amount  of  $75,000,  the  proceeds  of  which  should  be  applied 
to  the  establishing  of  an  electric  light  plant,  the  vote  by  ballot  was 
152  yes,  82  no,  and  was  declared  lost,  two-thirds  not  having  voted 
therefor.  This  vote  was,  however,  reconsidered,  237  to  90,  and 
the  question  tabled  until  March  28,  to  which  time  the  meeting  was 
adjourned.  At  the  adjournment  on  that  date  the  vote  upon  the 
motion  was :  yes,  205 ;  no,  294.  No  further  action  has  been 
taken. 

At  a  town  meeting  in  Needham^  March  7,  1892,  it  was  voted, 
225  to  63,  to  accept  "chapter  370  of  the  Acts  of  1891,  entitled 
'  An  Act  to  enable  cities  and  towns  to  manufacture  and  distribute 
gas  and  electricity.'  "  Upon  the  same  proposition  at  the  meeting 
May  81,  1892,  the  vote  was  211  yes  to  59  no.  A  committee  of 
five  was  then  appointed  to  investigate  the  subject  of  electric  light- 
ing, and  report. 

The  town  of  North  Attlehorough^  on  June  30,  1891,  under  the 
article,  *'  To  see  if  the  town  will  vote  to  do  its  own  lighting,  as 
provided  by  chapter  370,  Acts  of  1891,"  voted  206  yes,  35  no. 
Under  a  like  article,  on  April  16,  1892,  the  vote  was  151  yes, 
16  no. 

In  Norwood,  the  committee  referred  to  in  the  last  report  of  this 
Board  made  a  report  on  April  19,  1892,  which  was  tabled,  and 
no  further  action  in  the  matter  has  been  taken.  Tliey  recommended 
that  the  town  establish  an  electric  plant'  for  street  and  domestic 
lighting ;  that  a  committee  of  five  be  selected  to  carry  out  the 
recommendations ;  that  for  the  purpose  $30,000  be  appropriated, 
and  that  the  same  be  raised  upon  fifteen  notes  or  bonds  of  $2,000 
each,  one  maturing  every  year,  and  payable  out  of  the  regular  tax 
levy. 

At  the  last  annual  meeting  in  the  town  of  Peabody  it  was  voted 
to  authorize  the  issue  of  bonds  to  the  amount  of  $40,000,  to  run 
thirty  years  at  four  per  cent.  By  this  it  was  intended  to  supply  a 
part  of  the  appropriation  made  Sept.  29,  1891,  for  construction  of 
the  plant.  It  was  also  voted  to  establish  a  sinking  fund  "  to  be 
called  the  '  Electric  Light  Sinking  Fund,'  for  the  redemption  and 
payment  of  said  bonds,  to  which  fund  the  town  shall  contribute 
each  year  an  amount  to  be  raised  by  taxation  sufiScient  with  all 
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accnmnlations  to  extingaish  the  debt  at  maturity,"  and  commis- 
siooers  of  said  sinking  fund  were  elected. 

During  the  year  a  plant  has  been  constructed,  consisting  of  two 
boilers  of  125  horse-power  each,  and  one  engine  of  150  horse- 
power, and  four  Edison  dynamos,  with  a  total  capacity  of  192  arc 
lamps  of  nominally  1,200  candle-power.  There  are  about  52 
miles  of  wire  extending  over  24  miles  of  streets  and  supported  by 
1,040  poles,  600  of  which  belong  to  the  electric  companies  which 
have  rights  in  the  streets.  One  hundred  and  forty-six  lamps  are 
in  use,  and  the  plant  was  started  September  27.  The  entire 
expense  for  construction  to  date  is  not  far  from  $48,100.  No 
commercial  business  has  yet  been  undertaken. 

The  town  of  Reading^  at  its  annual  meeting,  March  7,  1892, 
under  an  article  in  the  warrant,  ^^To  determine  whether  or  not  it 
is  expedient  for  the  town  to  exercise  the  authority  conferred  in 
section  1  of  chapter  370  of  the  Acts  of  1891,  entitled  an  *•  Act  to 
enable  cities  and  towns  to  manufacture  and  distribute  gas  and 
electricity,' "  voted  :  yes,  361 ;  no,  21.  A  committee  was  selected 
^'  to  ascertain  and  report  to  the  town  the  best  and  most  economical 
system  of  lighting  by  electricity,  with  a  detailed  plan  of  a  plant 
such  as  will  meet  the  wants  of  the  town,  with  estimates  of  the 
cost  and  expense  of  maintenance  of  the  same,  and  such  recom- 
mendations as  to  the  procuring  of  the  required  funds  as  they  judge 
to  be  for  the  best  interests  of  the  town.  Said  committee  to  report 
at  a  special  meeting  of  the  town  within  six  months."  Up  to  the 
present  date  no  report  has  been  made  and  no  further  action  taken. 

In  the  city  of  Springfield^  in  the  board  of  aldermen,  on  Dec.  19, 
1892,  upon  recommendation  of  the  committee  on  lighting  streets, 
the  following  was  proposed  :  — 

Ordered,  If  the  common  council  concur,  that  it  is  expedient  for  the 
city  of  Springfield  to  exercise  such  authority  aS  is  permitted  by  chapter 
370,  Acts  of  the  Lecrislatm-e  of  1891,  authorizing  any  city  or  town  under 
the  limitations  of  said  act  to  construct,  purchase,  lease  or  establish  and 
maintain  within  its  limits  one  or  more  plants  for  the  manufacture  or 
distribution  of  electricity  for  furnishing  light  for  municipal  use  and  for 
the-use  of  such  of  its  inhabitants  as  may  require  and  pay  for  the  same 
as  provided  in  said  act. 

This  failed  to  pass,  the  vote  being:  yeas,  4;  nays,  4.  On 
December  27  this  vote  was  reconsidered  and  the  order  adopted : 

•  T 
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yeas,  6 ;  nays,  2.  In  the  common  council,  on  December  27,  the 
same  order  was  adopted,  in  concurrence :  yeas,  11 ;  nays,  3.  An 
attempt  to  reconsider  this  action  on  December  29  was  defeated : 
yeas,  4 ;  nays,  12.  This  order  was  presented  to  the  mayor  for 
his  approval  on  December  30,  but  the  term  of  his  office  and  of  the 
city  council  which  passed  said  order  expired  on  Monday,  Jan.  2, 
1893,  and  the  order  was  not  approved. 

The  town  of  StougJUon^  on  April  12,  1892,  voted,  105  yeas  to  8 
nays,  ^^  That  it  is  expedient  for  the  town  to  exercise  the  authority 
conferred  in  section  1,  chapter  370  of  the  Acts  of  1891,  to  estab- 
lish and  maintain  one  or  more  plants  for  the  manufacture  and 
distribution  of  electricity  and  gas  for  furnishing  light  for  muni- 
cipal use  and  for  the  use  of  such  of  its  inhabitants  as  may  require 
and  pay  for  the  same  as  is  provided  in  said  act."  At  a  meetiog 
on  June  16  a  like  vote  was  passed,  72  yeas,  5  nays.  At  a  special 
meeting  on  August  9  it  was  voted,  '^  That  the  water  commissioners 
be  authorized  to  confer  with  the  owners  of  the  electric  light  and 
gas  plant  located  in  Stoughton,  and  report  at  the  next  annual 
town  meeting  the  amount  it  can  be  procured  for ;  also  to  take  any 
measures  to  have  the  statutes  amended  to  allow  a  stipulated  yearly 
payment,  to  cancel  the  indebtedness  to  be  Incurred  by  the  pur- 
chase or  construction  of  an  electric  light  and  gas  plant  in  place  of 
a  sinking  fund." 

The  town  of  Wakefield,  on  Aug.  15,  1892,  voted,  179  to  45, 
that  ^'It  is  expedient  for  the  town  to  exercise  the  authority  con- 
ferred under  chapter  320  of  the  Acts  of  1891,  in  the  relation  to 
the  construction,  purchase,  leasing  or  establishing  and  maintaining 
within  its  limits  one  or  more  plants  for  the  manufacture  or  distri- 
bution of  gas  or  electricity  for  furnishing  light  for  municipal  use 
and  for  the  use  of  such  of  its  inhabitants  as  may  require  and  pay 
for  the  same."  On  Seiptember  12  the  Citizens'  Gas  Light  Com- 
pany, located  in  the  town,  filed  a  schedule  of  the  property  which 
it  proposed  to  sell  to  the  town. 

On  October  3  the  town  voted  *'  that  the  town  do  not  agree  with 
the  Citizens*  Gas  Light  Company  of  Reading,  South  Reading  and 
Stoneham,  to  purchase  the  property  set  forth  in  the  papers  by 
them  filed  with  the  town  clerk,  dated  Sept.  12,  1892,  and  purport- 
ing to  be  a  schedule  of  the  property  which  they  desire  to  sell  to 
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the  town  at  the  price  or  upon  the  terms  set  forth  in  their  ofifer  of 
that  date."  ^^All  matters  between  the  town  and  the  Citizens'  Gas 
Light  Company  arising  under  the  election  of  said  company  to  sell 
its  property  and  plant  to  the  town"  were  then  referred  to  a 
committee  of  fifteen,  includliig  the  selectmen,  '^with  full  power 
to  act  and  do  all  things  necessary  in  their  judgment  in  connection 
therewith."  A  vote  was  then  passed,  declaring  *Hhat  the  state- 
ment and  schedule  filed  in  the  town  clerk's  office,  Sept.  12,  1892, 
by  the  Citizens'  Gas  Light  Company,  purporting  to  be  the  schedule 
required  under  <;hapter  870  of  the  public  laws  of  1^91,  is  not  a 
sufficient  schedule  to  comply  with  said  law,  and  that  the  town  is 
not  bound  to  purchase  the  property  of  said  company  under  the 
provisions  of  said  act."  The  selectmen  were  then  ^^  instructed  to 
oppose,  by  all  proper  proceedings,  legal  or  otherwise,  any  attempt 
by  the  Citizens'  Gas  Light  Company  to  sell  its  gas  and  electric 
light  plants  to  the  town." 

At  a  meeting  on  Nov.  8,  1892,  the  selectmen  were  authorized 
to  ^  *•  petition  the  next  General  Court  for  authority  to  purchase  and 
operate  that  part  of  the  property  of  the  Citizens'  Gas  Light  Com- 
pany In  the  towns  of  Reading  and  Stoneham,  and  also  to  manu- 
facture gas  and  electric  light  for  said  towns  and  the  inhabitants 
thereof,  and  also  for  authority  to  supply  electricity  for  power." 
The  above-named  gas  company  has  applied  to  the  courts  for  the 
appointment  of  commissioners  to  appraise  its  plant  and  to  compel 
its  purchase  by  the  town. 

At  the  annual  meeting  in  the  town  of  WellesHey^  on  March  7, 
1892,  under  an  article  in  the  warrant  <^  To  see  if  the  town  deems 
it  expedient  to  exercise  the  authority  given  in  chapter  370,  Acts 
of  1891,  to  obtain  and  maintain  a  plant  to  manufacture  and  distrib- 
ute electricity  for  town  and  other  uses,"  it  was  voted  :  yes,  210 ; 
no,  55.  A  committee  to  be  known  as  the  ^^  electric  lighting  com- 
mittee "  was  selected,  *^  for  the  purpose  of  investigating  and 
reporting  on  the  best  methods  for  the  town  to  pursue  in  regard  to 
lighting  8treetB#to  report  the  result  of  their  investigations  at  the 
next  regularly  called  meeting."  At  a  meeting  on  June  8,  this 
committee  recommended  ^^  that  no  outside  company  be  granted 
any  rights  in  the  town  limits ; "  that  electric  lines  be  erected,  ^^  to 
be  owned  and  controlled  by  the  town ; "  ^^  that  875  25  candle- 
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power  incandescent  lamps"  be  installed,  "each  250  feet  apart, 
lighting  about  20  miles  of  streets,"  at  an  estimated  cost  of 
$13,000;  that  for  the  present  the  electricity  be  purchased  of  a 
private  company.  The  cost  of  maintenance  of  this  was  estimated 
at  $4,000  per  annum.  The  committee  was  not  ready  to  recommend 
commercial  lighting.  Then,  under  an  article  in  the  warrant  like 
that  of  March  7,  a  vote  being  taken  resulted:  yes,  102 ;  no,  14. 
A  committee  of  seven  was  then  chosen  for  the  construction  of  the 
plant,  as  recommended,  and  $15,000  was  appropriated  to  pay  for 
the  same.  It  was  also  voted  to  raise  the  money  by  the  issue  of 
five  bonds  of  $3,000  each,  with  interest  at  four  per  cent.  At  an 
adjournment  of  this  meeting,  on  June  15,  the  vote  about  bonds 
was  reconsidered,  and  it  was  voted  to  issue  fifteen  bonds,  of 
$1,000  each,  drawing  interest  at  four  per  cent.,  and  so  payable 
that  one  bond  should  mature  every  year  until  all  are  paid. 

A  distributing  plant  has  been  erected,  pursuant  to  the  votes 
cited,  which  includes  39^^  miles  of  wire,  extending  over  18^  miles 
of  streets,  and  supported  by  730  poles  and  33  trees  ;  three  hundred 
and  seventy-five  25  candle-power  incandescent  lamps  have  been 
installed  for  street  lighting,  and  they  were  used  for  the  first  time 
December  13.  The  electricity  is  purchased  from  the  Eliot  Falls 
Electric  Light  Company,  whose  plant,  located  upon  the  Charles 
River  in  South  Natick,  is  run  by  water  power. 

In  the  town  of  Wliitman^  on  July  13,  1892,  the  committee  on  the 
subject,  appointed  in  1891,  made  a  report  which  was  ordered  to  be 
"placed  on  file."  Upon  the  question  "Is  it  expedient  for  the 
town  to  exercise  the  authority  conferred  in  section  1,  chapter  370 
of  the  acts  of  the  Legislature  of  Massachusetts  for  the  year  1891, 
to  purchase,  construct,  establish  and  maintain  within  its  limits  a 
plant  for  the  manufacture  and  distribution  of  electricity  for  fur- 
nishing light  for  municipal  use  and  for  the  use  of  such  of  its 
inhabitants  as  may  require  and  pay  for  the  same  as  provided  for 
in  said  chapter"  the  vote  was  :  yes,  22 ;  no,  46. 

In  the  city  of  Woburn,  on  Dec.  29,  1892,  the  Q»mmon  council 
adopted  the  following:  ^^  Be  it  resolved^  That,  in  the  judgment 
of  the  city  council,  it  is  expedient  that  the  city  of  Woburn  exercise 
the  authority  conferred  in  chapter  370,  statutes  of  1891,  rela- 
tive to  the   establishing  a  municipal  lighting  plant ; "   and  the 
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same  resolve  was  adopted  in  the  board  of  aldennen  on  Decem- 
ber 31.  Id  both  branches  all  the  members  present  voted  in  favor 
of  the  resolve,  and  it  was  approved  by  the  mayor. 

Violation  op  Laws. 

Notices  have  been  sent  to  the  Attorney-General,  as  required  by 
the  statutes,  of  violations  of  law  in  the  following  cases  :  — 

By  the  North  Attleborough  Gas  Light  Company,  a  violation  of 
sections  39  and  40  of  chapter  106  of  the  Public  Statutes,  in  the 
failure  to  advertise  in  the  city  of  Boston  the  sale  of  new  stock 
issued  in  October,  1891 ;  and  a  violation  of  section  18  of  chapter 
105  of  the  Public  Statutes,  in  dividing  the  proceeds  of  the  sale  of 
such  new  stock  among  its  stockholders. 

This  notice  was  based  upon  the  following  facts,  as  found  upon 
investigation  by  the  Board. 

In  December,  1885,  the  capital  stock  of  the  company  was 
stated  as  $68,100,  and  the  assets  $70,659.67.  Within  a  few 
months  after  this  a  revaluation  of  the  company's  property  was 
made,  or  a  new  computation  of  its  cost,  based  upon  data  not 
shown  in  its  books  of  account,  by  which  the  value  of  its  plant 
appeared  as  $121,083.49.  A  dividend  was  declared  of  one 
hundred  per  cent.,  payable  and  paid  in  scrip  bearing  interest  re- 
deemable in  cash  or  in  stock  of  the  company  at  par,  at  the  com- 
pany's option.  The  Board  was  informed  that  this  scrip  was 
issued  "  for  the  purpose  of  covering  construction  account." 

Up  to  September,  1891,  interest  upon  this  scrip  was  paid  regu- 
larly, and  thirty  per  cent,  of  the  entire  issue  ratably  to  all  holders 
out  of  the  regular  profits  of  the  company  in  addition  to  the  regular 
dividends. 

In  September  of  1891  the  company  voted  to  issue  sixty-nine 
shares  of  new  stock,  ^^  for  the  purpose  of  improvement  and  the 
paying  of  a  part  of  outstanding  scrip."  In  the  following  October 
these  shares  were  sold  by  auction  at  the  company's  office,  but  the 
sale  was  only  advertised  in  a  local  paper,  and  forty-nine  shares 
were  taken  by  old  stockholders.  Within  two  days  after  this  sale 
the  company  paid  in  full  all  scrip  certificates  where  the  balance  due 
on  a  certificate  did  not  exceed  $300,  and  twenty-five  per  cent,  of  all 
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other  scrip  outstandiDg.  To  do  this  reqaired,  in  addition  to  fands 
available  from  all  other  sources,  $6,000  of  the  proceeds  of  the  new 
stock.  The  Board  was  uoable  to  learn  that  any  of  such  proceeds 
were  used  for  '*  improvement "  of  the  company's  property.  Out  of 
the  entire  sum  of  $13,874.21  paid  upon  the  scrip,  all  but  $1,137.50 
was  paid  to  persons  who  at  the  time  of  such  payment  and  when 
the  stock  was  sold  were  shareholders  in  the  company.  Since  the 
complaint  to  the  Attorney-General  and  notice  to  the  company,  all 
the  certificates  for  the  sixty-nine  shares  have  been  called  in  and 
cancelled. 

By  the  Stoughton  Gas  and  Electric  Company  and  the  Weymouth 
Light  aud  Power  Company,  of  section  12  of  chapter  314  of  the 
Acts  of  1885,  in  neglecting  to  keep  their  books  and  accounts  in 
the  form  prescribed  by  the  Board,  as  required  by  the  provisions  of 
chapter  346  of  the  Acts  of  1886  and  chapter  382  of  the  Acts  of 
1887.  Information  has  since  been  received  that  the  books  and 
accounts  of  these  companies  are  now  according  to  law  and  ready 
for  inspection. 

By  Alvah  S.  Morrison,  W.  E.  Morrison,  Ibrahim  Morrison,  F. 
G.  Morrison,  R.  E.  Morrison,  Samuel  W.  Thorndike,  William  W. 
Mayhew,  Dean  Sonthworth,  Aubrey  Hilliard,  Albion  C.  Drink- 
water,  A.  H.  Mills,  Charles  C.  Gregg  and  G.  W.  Caldwell,  all  of 
Braintree,  of  section  3,  chapter  382,  Acts  of  1887,  and  of  section 
1,  chapter  274,  Acts  of  1892,  in  erecting  and  maintaining  wires 
over  the  streets  of  Braintree  for  the  purpose  of  carrying  on  the 
business  of  furnishing  electricity  for  light,  without  the  consent  of 
the  selectmen  of  Braintree. 

By  the  Arlington  Gas  Light  Company,  Athol  Gas  and  Electric 
Company,  Chicopee  Gas  Works,  Fitchburg  Gas  Company,  Gardner 
Gas  Light  Company,  Gardner  Gas  Light  Company  (Mrs.  M.  L. 
Buggies),  Haverhill  Gas  Light  Company,  Ipswich  Gas  Light  Com- 
pany, Marlborough  Gas  Light  Company,  Middle  borough  Gas  and 
Electric  Company,  Newton  and  Watertown  Gas  Light  Company, 
Otis  Company  of  Ware,  Norwood  Gas  Light  Company,  Pittsfield 
Coal  Gas  Company,  Waltham  Gas  Light  Company,  Chicopee 
Electric  Company,  Dedham  Electric  Company,  Edison  Electric 
Illuminating  Company  of  Boston,  Edison  Electric  Illuminating 
Company  of  Fall  Kiver,  Electric  Light  and  Power  Company  of 
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Abington  and  Rockland,  Gloucester  Electric  CompaDy,  Great 
Barrington  Electric  Light  Company,  Greenfield  Electric  Light  and 
Power  Company,  Haverhill  Electric  Company,  Pyde  Park  Electric 
Company,  Leicester  Electric  Company,  Leominster  Electric  Light 
and  Power  Company,  Lowell  Electric  Light  Corporation,  Maiden 
Electric  Company,  Milford  Electric  Light  and  Power  Company, 
Mlllbury  Electric  Company,  Miltoh  Light  and  Power  Company, 
Nantucket  Electric  Light  Company,  North  Shore  Electric  Com- 
pany, Palmer  Electric  Company,  Pittsfield  Electric  Company, 
Plymouth  Electric  Light  Company,  Quincy  Electric  Light  and 
Power  Company,  Union  Electric  Light  Company,  United  Electric 
Light  Company,  Walworth  Light  and  Power  Company,  West- 
borough  Electric  Light  and  Power  Company,  Weymouth  Light 
and  Power  Company,  Whitman  Electric  Company,  Woburn  Elec- 
tric Light  Company,  in  not  making  returns  to  the  Board  within  the 
time  required  by  law. 

Accidents. 

In  accordance  with  section  2,  chapter  350,  Acts  of  1888,  the 
Board  presents  herewith  an  abstract  of  cases  wherein  persons  sus- 
tained bodily  injury  from  gas  and  electricity  manufactured  and 
sold  for  light  and  fuel  during  the  year  1892.  There  were  twenty- 
four  accidents  from  illuminating  gas.  By  one  of  them  a  number 
of  persons  collectively  were  injured,  none,  however,  fatally.  The 
other  twenty-three  were  isolated  cases,  in  each  of  which  a  single 
individual  was  injured,  and  eighteen  of  these  fatally.  Four 
undoubtedly  committed  suicide.  Seven  persons  were  injured  by 
electricity  from  electric  light  wires,  four  of  them  fatally.  All 
but  two  of  the  injured  were  employees  of  electric  light  companies. 

Accidents  from  Electricity. 

The  Cambridge  Electric  Light  Company  reports  an  accident  by 
which  a  man  named  Charles  Hamilton  was  injured  by  contact  with 
an  electric  light  wire  on  North  Avenue,  Cambridge,  January  16. 
It  appears  that  he  was  engaged  in  setting  poles  on  the  avenue, 
and  had  climbed  an  iron  pole  to  disengage  a  guy  wire  of  the 
hoisting  derrick  which  was  in  contact  with  a  live  electric  wire. 
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WLile  clinging  to  the  pole  he  touched  the  live  wire  and  was  thrown 
head  downwards  toward  the  ground.  In  descending  he  struck  the 
limb  of  a  tree  which  turned  him  over  so  that  he  stiiick  the  ground 
on  his  feet. 

The  accident  was  not  a  serious  one,  and  the  injured  man  remains 
in  the  employ  of  the  company. 

The  Pittsfield  Electric  Company  reports  that  on  February  22,  an 
employee  was  injured  in  the  following  manner:  while  screwing 
a  cross-arm  on  an  iron  pole,  the  man  accidentally  placed  his  hand 
upon  a  live  alternating  current  wire,  the  other  hand  at  the  same 
time  being  on  the  iron  pole.  The  foreman  of  the  company,  who 
was  on  the  ground,  at  once  telephoned  to  the  company*s  office  to 
cut  out  the  circuit,  which  was  done.  The  man's  injuries  were 
found  to  be  a  severe  nervous  shock  and  badly  burned  hands, 
but  it  does  not  appear  that  he  sustained  any  permanent  impair- 
ment. 

Oliver  P.  Russell,  a  police  officer,  was  injured  on  Neponset 
Avenue,  Dorchester  district,  Boston,  on  the  evening  of  Tuesday, 
March  1,  by  contact  with  a  broken  electric  light  wire.  The  end  of 
the  wire  was  swinging  over  the  street  when  the  officer  touched  it. 
He  suffered  a  severe  shock  and  became  unconscious,  in  which 
condition  he  was  taken  to  the  City  Hospital.  He  was  discharged 
from  there  March  7,  to  receive  further  treatment  at  the  medical 
out-patient  department. 

James  Hayes,  a  trimmer  in  the  employ  of  the  Boston  Electric 
Light  Company,  residing  at  No.  343  Fifth  Street,  South  Boston, 
received  an  electric  shock,  which  caused  his  death,  while  trim- 
ming an  arc  street  light  in  front  of  No.  57  Dover  Street,  on  the 
morning  of  April  11.  Shortly  after  six  o'clock  a.m.  he  was  seen 
to  ascend  the  pole  on  the  top  of  which  was  the  light  above  men- 
tioned, take  the  usual  position,  with  feet  on  the  wooden  cross-arm 
below  the  lamp,  attach  his  belt  to  the  proper  fixture  and  commence 
to  trim  the  lamp.  In  a  few  moments  he  was  observed  to  fall  back- 
ward, his  feet  remaining  on  the  cross-arm,  and  body  suspended  by 
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the  belt,  apparently  lifeless.  After  fifteen  or  twenty  minntes, 
he  was  taken  down  and  removed  to  the  police  station  on  Dedham 
Street.  A  physician  was  in  attendance  very  soon  after,  but  found 
life  extinct.  Examination  showed  that  the  man's  hands  were 
burned  and  the  pupils  of  his  eyes  dilated.  The  lamp  was  pro- 
vided with  the  nsual  switch  or  ^^  cut  out,"  which  is  designed  to 
enable  the  operator  at  the  lamp  to  turn  aside  the  current  from 
the  lamp  so  that  it  can  be  trimmed  without  danger.  Whether 
deceased  neglected  to  take  this  precaution  could  not  be  satis- 
factorily determined.  The  company  claimed  that  he  was  negligent 
in  this  respect,,  that  the  circuit  on  which  he  was  working  was  cut 
out  at  the  station,  and  that  the  current  must  have  come  from 
accidental  contact  of  its  wires  with  the  wires  of  some  other 
electric  company.  Deceased  was  about  thirty  years  old,  and 
had  been  in  the  employ  of  the  company  for  four  and  a  half 
months. 

James  D.  Bollen,  about  thirty-five  years  of  age,  a  boiler  tender 
by  occupation,  and  a  resident  of  Northbridge,  came  to  his  death 
on  the  thirty-first  day  of  July,  in  consequence  of  placing  one  of 
his  hands  on  a  wire  charged  with  electricity.  On  the  ninth  day 
of  Auf2;uBt  last  an  inquest  upon  said  death  was  held  by  the 
justice  of  the  second  district  court  of  southern  Worcester ;  and  the 
report  returned  in  the  case  finds  that  said  deceased  came  to  his 
death  in  the  manner  above  mentioned ;  that  said  wire  was  connected 
with  an  electric  arc  light  pole  of  the  Uxbridge  and  Northbridge 
Electric  Company,  on  Water  Street,  in  the  village  of  Whitinsville 
in  Northbridge,  being  attached  to  the  pole  by  coiling  the  wire 
about  it,  and  from  thence  made  fast  below  to  a  bolt  in  a  rock  in  a 
stone  wall,  thus  serving  as  a  guy  wire  to  the  pole.  It  would 
appear  that  the  current  of  the  electric  light  wire  was  transmitted 
to  the  pole  and  thence  to  the  guy  wire,  the  presence  of  moisture 
from  a  recent  rain  rendering  the  conditions  favorable.  Two 
men  touched  the  guy  wire  just  before  the  deceased,  and  both 
experienced  a  very  severe  shock.  These  remarked  the  effect 
upon  them ;  and  it  seems  the  deceased  person,  out  of  curiosity, 
stepped  up  to  the  guy  wire  and  placed  his  hand  upon  it,  and 
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immediately  fell  backward  upon  the  ground,  giving  no  sign  of  life 
afterward.  An  autopsy  held  by  the  medical  examiner  disclosed 
two  spots  on  the  left  temple,  having  the  appearance  of  inden- 
tations of  the  skin ;  a  black  spot  a  little  below  and  back  of  the 
right  ear ;  and  an  abrasion  on  the  forefinger  of  the  right  hand. 
The  external  vessels  of  the  brain  were  congested,  as  was  also 
the  cerebellum.  The  interior  of  the  brain  was  perfectly  normal ; 
the  heart  normal  in  size  and  condition,  and  deceased  appeared 
to  be  in  robust  health. 

On  the  morning  of  October  6  Peter  Berthiaume^  of  the  city  of 
Springfield,  a  lineman  in  the  employ  of  the  United  Electric  Light 
Company,  was  killed  by  an  electric  current  from  a  wire  of  said 
company.  Berthiaume  was  an  experienced  lineman,  having 
worked  in  that  capacity  three  years  for  the  long-distance  tele- 
phone company,  and  for  the  four  years  prior  to  his  death  for 
said  electric  light  company.  He  left  the  station  at  7.30  o'clock 
A.M.,  the  day  of  the  accident,  to  transpose  the  wires  of  an  over- 
head alternating  current  circuit  on  a  pole  located  on  the  east 
side  of  Main  Street,  between  Congress  and  Franklin  streets. 

Such  transposition  of  live  wires  is  attended  with  great  danger, 
and  the  man  had  been  cautioned  a  day  or  two  before,  when  given 
this  work,  to  shut  off  the  current  from  the  circuit  at  the  switch, 
situated  in  a  covered  passageway  in  the  Cooley  Hotel  block  on 
Liberty  Street.  He  had  to  pass  by  this  switch  on  his  way  to  the 
pole,  but  evidently  neglected  to  shut  off  the  circuit.  He  began  work 
in  the  usual  way,  by  putting  up  a  cross-arm  at  right  angles  with 
the  ordinary  horizontal  cross-arm,  and  had  scraped  the  insulation 
from  the  two  connections  on  the  wire  toward  the  sidewalk,  and 
also  the  insulation  from  the  end  of  the  connecting  wire,  ready  to 
put  it  on  the  other  line  on  the  outside,  when  he  in  some  way 
received  the  shock  which  caused  his  death.  As  he  slid  off  the 
cross-arm  on  which  he  had  been  sitting,  the  strap  which 
held  his  climbing  spurs  to  his  left  foot  caught  on  an  empty 
peg  and  prevented  his  falling  to  the  ground.  His  features 
and  general  appearance  indicated  that  death  was  instan- 
taneous.      There  was  a  small  deep  bum   on   palm    of    right 
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band,  and  a  broad  blister  entirely  across  left  palm  near 
the  fingers.  Carried  upon  the  same  pole  was  a  telephone  cable 
and  wires  for  arc  lighting ;  it  wonld  seem  that  his  left  hand  had 
grasped  the  cable  while  his  right  was  upon  the  alternating  current 
wire.  The  arc  wires  were  tested  for  grounds  promptly  after  the 
accident,  but  none  were  found.  On  the  morning  of  the  accident  a 
fellow  workman  passing  by  the  switch  box  about  9  o'clock  noticed 
that  the  circuit  was  still  on  the  line  of  the  fatality.  Deceased  was 
a  man  of  experience  and  good  habits,  and  his  failure  to  exercise 
his  ordinary  precaution  must  have  arisen  through  carelessness  or 
thoughtlessness. 

James  Keating,  a  lineman  in  the  employ  of  the  Maiden  Electric 
Company,  was  killed  by  an  electric  current  from  an  arc  light 
wire  in  the  city  of  Maiden  on  the  afternoon  of  October  17.  He 
was  at  work  on  a  pole  on  Clifton  Street,  making  a  connection, 
when  he  was  seen  to  fall  across  the  stretched  wires.  His  death 
was  probably  instantaneous,  as  life  was  extinct  when  he  was 
removed  from  the  wires  a  few  minutes  after  his  coidition  was 
noticed.    Deceased  was  about  twenty-six  years  old. 

Accidents  from  Oas. 

S.  S.  Montague  of  Springfield  went  to  bed  in  his  room  at  the 
usual  hour,  at  No.  34  Harrison  Avenue  in  that  city,  on  the  night 
of  January  1 1 .  Not  appearing  according  to  his  habit  in  the  morning 
at  his  place  of  business,  parties  went  to  his  room,  rapped  on  the 
door  and  could  get  no  response.  When  the  door  was  opened  the 
room  was  found  filled  with  illuminating  gas,  and  Mr.  Montague 
upon  the  bed  unconscious.  Gas  was  fiowing  from  the  burner, 
indicating  that  he  had  failed  to  turn  off  the  vent.  The  room  was 
about  eight  by  twelve  feet,  and  nine  feet  high ;  the  doors  and 
windows  were  shut.  Under  the  care  of  a  physician  he  was 
restored  to  consciousness,  and  finally  recovered  from  the  effects 
of  the  gas. 

John  Palmer,  residing  at  No.  19  Indiana  Place,  Boston,  appar- 
ently forty-five  years  of  age,  was  found  dead  in  a  room  formerly 
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used  as  a  club  room  on  the  second  floor  of  104  Harrison  Avenue, 
Boston,  January  15,  at  about  8  o'clock  p.m.  He  had  been  at 
work  in  the  afternoon  of  that  day  paintlDg  the  room.  The  occu- 
pant of  the  store  underneath  the  club  room  had  noticed  the  smell 
of  illuminating  gas  during  the  evening,  and  finally  located  its 
source  at  the  door  of  the  club  room,  which  he  opened,  and  found 
Mr.  Palmer  on  the  floor  dead.  Three  of  the  four  burners  were 
flowing  in  full  force,  and  the  doors  and  windows  were  closed. 
Deceased  was  sickly,  had  suffered  much  from  rheumatism,  was 
despondent  at  times,  and  the  case  was  apparently  suicidal. 

John  Schroeder  was  found  dead  in  bed  in  his  room  at  No.  1451 
Washington  Street,  Boston,  on  the  morning  of  February  1,  under 
circumstances  indicating  that  he  had  committed  suicide  by  inhaling 
illuminating  gas.  The  cracks  around  the  doors  and  windows  and 
the  key  hole  had  been  covered  with  mucilaged  paper.  The  gas 
burner  had  been  unscrewed  and  replaced  by  a  paper  cover,  to 
which  was  attached  a  string  by  which  the  cover  could  be  removed 
from  a  distance,  and  this  appeared  to  be  the  means  employed  by 
deceased  to  set  the  gas  flowing.  Letters  written  by  deceased 
addressed  to  relatives  and  friends  were  found  in  the  room, 
announcing  his  suicidal  intention. 

Miss  Lucy  Duffy  was  an  elderly  single  woman,  and  occupied  a 
small  attic  room  at  No.  1666  Washington  Street,  Boston,  for 
several  months,  where  she  followed  the  occupation  of  dressmaker. 
The  smell  of  illuminating  gas  emanating  from  her  room  led  to  the 
door  being  broken  open  at  about  10  o'clock  a.m.,  February  19. 
Miss  Duffy  was  found  dead,  with  her  head  resting  on  her  sewing 
machine.  Near  by  was  a  gas  jet  from  which  gas  was  escaping 
freely.  Whether  death  came  accidentally  or  otherwise  could  not 
be  determined. 

Shortly  after  midnight,  on  the  morning  of  February  19,  occu- 
pants of  the  tenement  blocks  adjoining  each  other  at  No.  112  East 
Canton  Street  and  1  Thorn  Street  were  awakened  from  their  sleep 
and  noticed  the  odor  of  escaping  illuminating  gas.     This  led  to  an 


Digitized  by  VjOOQ IC 


1893.]  PUBLIC  DOCUMENT  — No.  35.  37 

investigation,  and  it  was  discovered  that  gas  was  present  in  large 
volume  in  the  several  tenements  in  the  buildings.  The  various 
apartments  were  visited,  and  many  of  their  occupants  found  to  be 
saffering  from  inhaling  the  gas,  some  being  unconscious.  These 
were  relieved  by  the  prompt  application  of  restoratives  and  medical 
treatment,  and  as  far  as  known  all  finally  recovered.  The  source 
of  the  escaping  gas  was  found  to  be  a  break  in  the  street  main 
laid  in  Thorn  Street,  from  which  the  gas  went  into  the  basement 
and  thence  throughout  the  buildings.  It  was  said  that  within  a 
few  months  prior  to  the  discovery  of  the  break  there  had  been 
considerable  digging  in  Thorn  Street,  which  had  been  followed  by 
a  settling  of  the  earth. 

On  the  morning  of  February  24,  Mrs.  Kate  Richardson,  an 
occupant  of  a  room  at  No.  612  Tremont  Street,  Boston,  was  dis- 
covered lying  dead  in  bed.  A  five-foot  burner  was  found  open, 
and  the  room  was  filled  with  illuminating  gas.  There  was  one 
door  and  a  window  in  the  room,  and  both  were  tightly  closed. 
How  long  she  had  been  dead  could  not  be  ascertained,  but  she  had 
not  been  seen  about  for  at  least  twenty-four  hours.  She  had 
received  visits  from  children  and  other  relatives,  and  had  recently 
sostained  a  loss  by  the  death  of  one  of  her  children.  It  was  said 
that  deceased  acted  somewhat  strangely  at  times.  She  was  about 
thirty-five  years  of  age. 

William  Elsbree,  a  compositor,  about  fifty-five  years  old,  was 
foand  lying  unconscious  upon  the  floor  of  his  room  at  No.  31 
HoUis  Street,  Boston,  at  11.30  on  the  morning  of  March  6.  One 
of  the  gas  burners  was  turned  partly  on,  as  was  also  the  supply  to 
a  gas  stove.  There  was  an  empty  morphine  bottle  upon  a  bureau, 
and  the  deceased  had  the  reputation  of  habitually  using  that  drug. 
He  retired  to  his  room  about  10  o'clock  the  previous  evening,  and 
probably  while  under  the  influence  of  the  drug  left  the  fixtures 
in  the  condition  found.  He  was  removed  to  the  Massachusetts 
General  Hospital,  where  he  died  at  6.30  a.m.,  March  7.  It  was 
not  quite  clear  whether  death  was  caused  by  the  gas  or  by  a 
combination  of  that  and  the  morphine. 
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Dinsmore  Howe  of  New  Salem,  aged  about  fifty  years,  registered 
at  the  Commercial  House,  Athol,  at  about  11.45  o'clock  p.m.  on 
March  26,  and  was  Immediately  shown  to  a  room  on  the  third  floor. 
In  reply  to  a  question  by  the  proprietor  he  stated  that  he  under- 
stood the  use  of  gas,  and  he  was  left  for  the  night.  At  about 
eleven  o'clock  on  Sunday  the  smell  of  escaping  gas  was  traced  to 
his  room.  The  door  was  forced  open,  and  Howe  found  dead  in 
bed;  from  appearances  he  had  been  dead  three  or  four  hours. 
The  gas  cock  was  fully  open,  the  gas  escaping  through  a  six-foot 
tip.  The  room  was  eight  by  fifteen  feet  and  ten  feet  high, 
containing  about  twelve  hundred  cubic  feet.  There  was  one 
window  and  one  door  in  the  room,  both  tightly  closed.  It  was 
uncertain  whether  the  death  was  accidental  or  suicidal. 

April  1,  at  about  6.30  in  the  morning,  Joseph  Foley,  a  pattern 
maker,  was  found  dead  in  his  room  at  N^o.  360  Dudley  Street, 
Rozbury ;  in  the  opinion  of  the  physician,  life  had  been  extinct 
for  some  two  hours.  An  investigation  proved  that  the  gas  was 
escaping  through  a  three-foot  burner,  partly  turned  on,  presum- 
ably left  so  by  accident  when  deceased  went  to  bed.  He  was 
about  thirty-seven  years  old,  and  was  of  good  weight  and  strong 
frame.  He  appeared  to  enjoy  good  health,  with  the  exception  of 
a  catarrhal  trouble,  which  may  have  rendered  him  more  susceptible 
to  injury  from  the  gas.  The  room  was  small,  nine  by  seven  feet 
and  eight  feet  high,  with  one  window  and  a  door,  both  closed  at 
the  time  of  the  discovery. 

Benjamin  Jacobs,  lining  at  No.  57  East  Canton  Street,  Boston, 
was  discovered  in  his  room  with  life  extinct,  April  14,  at  8  o'clock 
in  the  forenoon.  The  gas  key  was  open,  giving  a  full  flow  from 
the  burner,  when  deceased  was  found ;  the  door  and  window  of 
the  room  were  shut  and  the  key  hole  stopped  with  paper. 
Deceased  was  about  forty-five  years  of  age,  had  lost  his  wife 
recently,^and  had  been  despondent  at  times.  It  appeared  to  be  a 
case  of  suicide. 

On  the  morning  of  April  20,  at  11  o'clock,  George  J.  Adams 
was  found  unconscious  in  his  room  at  No.  96  Chandler  Street, 
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Boston,  where  he  had  lived  for  about  ten  days,  coming  there  from 
North  Reading,  Mass.  He  had  recently  been  teaching  school,  and 
under  advice  of  a  physician  had  given  it  up  because  of  failing 
health.  He  had  been  low-spirited  at  times.  There  were  four 
burners  in  the  room,  one  of  which  was  turned  on.  There  were 
no  other  indications  of  suicidal  intent,  and  the  opening  of  the  gas 
burner  may  have  been  accidental,  for  the  key  had  no  guard,  and 
turned  easily.  He  was  taken  to  the  City  Hospital,  where  he  died 
April  22.     Deceased  was  twenty-five  years  of  age. 

James  Hurley  registered  at  the  St.  James  Hotel,  Beach  Street, 
Boston,  on  the  night  of  April  16,  and  was  accompanied  to  his 
room  by  a  clerk,  who  instructed  him  in  the  use  of  the  gas  burner, 
and  opened  a  transom  over  the  door  at  least  one- third  way,  and 
left  him  preparing  to  go  to  bed  about  12.30  o'clock.  Not  making 
his  appearance,  the  room  was  visited  shortly  after  one  o'clock  the 
next  afternoon,  and  he  was  found  dead  in  bed,  life  having  been 
apparently  extinct  for  several  hours.  The  three-foot  burner  was 
turned  on  full  and  the  transom  and  windows  closed.  Deceased 
was  evidently  about  forty-one  years  old,  and  a  laborer. 

Joseph  D.  Sweeney,  aged  twenty-two  years,  was  discovered  dead 
in  his  bed,  at  his  boarding-place.  No.  732  Western  Avenue, 
Lynn,  May  3,  about  6.50  o'clock  in  the  morning.  During  the 
afternoon  of  the  day  before  the  smell  of  illuminating  gas  was 
noticed  about  the  building,  and  the  occupants  of  the  upper  part 
were  cautioned  not  to  close  the  windows  at  night,  as  the  leak  had 
not  been  discovered.  On  opening  the  door  of  the  room  where 
deceased  was  found,  it  appeared  that  the  precaution  had  been 
neglected,  as  the  two  windows  were  tightly  shut.  The  outlet  of 
the  gas  was  found  next  morning  to  be  the  open  end  of  a  pipe 
located  between  the  floor  of  the  room  and  the  ceiling  of  the 
store  below. 

E,  H.  Thompson  of  Plymouth,  Mass.,  registered  at  the  Ply- 
mouth House,  comer  South  and  Eneeland  streets,  Boston,  on 
Sunday  evening,  September  4,  and  was  assigned  a  room  on  the 
third  floor,  to  which  he  retired  about  10  o'clock.     He  was  found 
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dead  in  bed  about  8  o'clock  Monday  morning,  having  been 
suffocated  by  illuminating  gas,  which  was  escaping  through  a 
four-foot  burner  partly  open.  The  room  contained  about  five 
hundred  and  ninety  cubic  feet,  being  twelve  by  eleven  feet  and 
seven  feet  high.  There  was  one  door  in  the  room,  which  was 
tightly  closed,  and  one  window,  about  two  feet  eight  inches  by 
four  feet  six  inches,  slightly  open.  The  gas  light  was  supposed  to 
have  been  accidentally  extingaished. 

On  September  1,  a  man  registering  as  David  Balderston  of 
Prince  Edward  Island  was  assigned  a  room  at  Hotel  Eastern, 
Canal  and  Causeway  streets,  Boston,  engaging  the  same  for  a 
week.  In  the  afternoon  of  September  5,  about  4  o'clock,  the 
odor  of  gas  was  noticed  about  the  room  ;  the  door  was  forced  open, 
and  the  man  was  found  dead  in  bed.  The  gas  was  flowing  from 
the  burner,  and  the  window  was  closed.  Deceased  appeared  to 
be  about  twenty-five  years  c^d,  and  of  regular  habits,  and  the 
circumstances  indicated  suicide.  The  physician  pronounced  the 
death  to  be  caused  by  gas  suffocation. 

James  Morris,  a  boarder  at  No.  11  Warrenton  Street,  Boston, 
retired  about  10  o'clock  on  the  evening  of  October  15  last,  and 
not  appearing  at  the  usual  time,  his  room  was  opened  by 
the  proprietor  about  9  o'clock  the  next  morning,  who  found  the 
man  lying  dead  in  bed  and  the  room  full  of  gas,  which  was 
escaping  through  a  five-foot  burner,  fully  open.  The  door  was 
tightly  closed,  as  was  also  a  window  at  the  opposite  end  of  the 
room,  curtains  of  which  were  closely  drawn.  The  room  contained 
about  five  hundred  and  forty  cubic  feet. 

A.  M.  Ryder  of  Quincy,  a  guest  at  the  Boston  Hotel,  Beach 
Street,  registered  at  about  11  o'clock  on  the  evening  of  October  9, 
and  went  to  his  room  shortly  after,  where  he  was  found  uncon- 
scious the  next  morning  about  8  o'clock.  The  key  of  the  gas 
burner  was  open,  and  gas  was  escaping;  the  one  window  was 
closed,  but  a  small  aperture  above  the  door  was  open.  Deceased 
was  said  to  have  been  under  the  influence  of  into;cicating  liquor 
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the  night  previous,  and  was  probably  careless  about  the  gas  key. 
A  physician  was  called,  but  death  ensued  before  his  arrival. 

Mrs.  Emilie  Brais  of  Providence,  R.  I.,  was  asphyxiated  on  the 
night  of  September  13  at  No.  7  Endicott  Street,  Lynn,  where  she 
was  visiting  her  daughter.  She  went  to  her  room  about  10  o'clock, 
apparently  in  good  health,  and  was  found  there  in  the  morning 
about  6  o'clock,  dead.  Gas  was  escaping  from  a  burner,  which 
was  not  entirely  turned  off.  Deceased  was  about  seventy-five 
years  of  age. 

On  the  night  of  October  5,  E.  E.  Jameson  of  North  Brookfield, 
aged  thirty-six  years,  registered  at  the  Wilson  House,  Natick,  and 
was  given  a  room  in  the  west  end  of  the  building.  He  had  been 
around  the  town  during  the  day,  and  was  apparently  somewhat 
under  the  influence  of  intoxicating  liquor  when  he  went  to  bed. 
The  smell  of  escaping  gas  was  traced  to  his  room.  When  the 
room  was  opened,  gas  was  escaping  from  a  four- foot  burner,  and  * 
Jameson  was  lying  on  the  bed.  A  physician  came,  and  stated 
that  deceased  had  been  dead  for  some  hours,  and  that  the  cause 
was  suffocation  from  the  gas. 

A  man  registering  as  Luther  L.  Rawson  of  Bradford,  Mass., 
was  discovered  dead  in  his  room  at  the  ^tna  House,  Haverhill, 
about  10  o'clock  on  the  forenoon  of  December  27.  He  retired  to 
his  iroom  about  midnight,  Saturday,  December  24,  which  was  the 
last  time  he  was  seen  alive.  On  opening  the  door  the  room  seemed 
filled  with  gas  which  was  flowing  from  an  open  burner,  doubtless 
the  cause  of  death.  Nothing  peculiar  in  the  bearing  of  the  man 
had  been  noted  ;  he  appeared  to  be  in  comfortable  circumstances, 
and  articles  of  some  value,  besides  money,  were  found  among  his 
effects.  He  was  apparently  about  forty-eight  years  old.  It  did 
not  clearly  appear  whether  the  death  was  accidental  or  not. 

On  the  night  of  October  3,  while  visiting  in  the  city  of  New 
Bedford,   a  resident  of  the   adjoining  village  of  Steep  Brook, 
named  Hewins,  narrowly  escaped  asphyxiation  by    illuminating 
gas.     He  retired  to  his  bed  chamber  at  the  house  No.  96  Washing- 
ton Street  quite  early  in  the  evening.    The  next  morning,  when 
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one  of  the  occupants  of  the  house  arose,  the  smell  of  gas  was 
noticed,  and  on  investigating  it  was  found  that  it  came  from  the 
room  occupied  by  Mr.  Hewins.  All  attempts  to  gain  a  response 
being  unavailing,  the  door  was  forced  open,  and  Mr.  Hewins  was 
found  lying  on  the  floor  insensible.  A  physician  worked  on  him 
for  nearly  two  hours,  finally  restoring  him  to  consciousness.  The 
room  was  found  filled  with  gas  and  the  gas  jet  was  open. 

Francis  A.  Backus,  an  employee  of  the  New  Bedford  Gas  and 
Edison  Light  Company,  while  tapping  a  main  to  connect  a  service 
on  William  Street  in  New  Bedford,  on  the  afternoon  of  November 
15,  was  overcome  by  gas  from  the  pipe,  and  had  to  be  taken 
from  the  pit  where  he  was  at  work  and  carried  to  his  house.  He 
recovered  suflSciently  to  return  to  his  work  on  the  morning  of  the 
next  day. 

Ida  Alphia,  sixteen  years  old,  residing  at  No.  78  Cross  Street, 
.  Boston,  was  at  work  on  the  fifth  floor  of  the  building  No.  76 
Prince  Street,  December  17.  She  lighted  a  match,  and  an  explo- 
sion followed,  and  she  was  thrown  down,  slightly  burned,  and 
sustained  a  fracture  of  the  skull.  The  cause  of  the  explosion 
was  the  ignition  of  illuminating  gas  which  came  from  a  leak  in  a 
gas  pipe. 

On  November  21,  at  about  4.1t5  o'clock  in  the  morning,  James 
Hunt,  night  operator  of  the  oil  gas  plant  of  the  Brockton  6as 
Light  Company,  while  throwing  the  drippings  into  the  tar  well  at 
the  works,  held  a  lantern  in  his  hand  which  ignited  the  gas  in  the 
well,  causing  an  explosion,  and  setting  the  tar  on  fire.  His  face 
and  hands  were  badly  burned,  incapacitating  him  temporarily  for 
work. 

The  number  of  deaths  in  the  United  States  reported  to  the 
Board  from  various  sources  during  the  year  1892,  caused  by  in- 
haling illuminating  gas,  is  two  hundred  and  fifty.  Of  this  number 
thirty-seven  are  reported  as  suicides,  and  two  hundred  and  thirteen 
are  supposed  to  have  been  accidental.  The  supposed  accidental 
cases,  omitting  those  in  this  State,  occurred  in  the  following- 
named  cities  and  towns  :  — 

Newark,  N.  J.,  Pittsburg,  Wilkesbarre   and    Allegheny,  Pa., 
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Lexington,  Ky.,  Cincinnati,  O.,  New  Rochelle,  Saratoga,  Al- 
bany, Long  Island  City,  Newburg  and  Bingbampton,  N.  Y., 
Joliet,  111.,  Janesville,  Wis.,  Benton  Harbor,  Jackson  and  Grand 
Rapids,  Micb.,  Hagerstown,  Md.,  Bridgeport,  Ct.,  San  Jo86,  Cal., 
Seattle,  Wasb.,  Sioux  Falls,  Burlington  and  Dubuque,  la., 
one  each;  Troy,  N.  Y.,  Pawtucket,  R.  I.,  Weehawken,  Jersey 
City  and  Atlantic  City,  N.  J.,  Hartford,  Ct.,  Aurora,  111.,  Toledo, 

C,  and  Omaha,  Neb.,  two  each;  Milwaukee,  Wis.,  St.  Paul, 
Minn.,  St.  Louis,  Mo.,  and  Brooklyn,  N.  Y.,  three  each;  Sacra- 
mento, Cal.,  Providence,  R.  I.,  Baltimore,  Md.,  and  Washington, 

D.  C,  four  each;  Philadelphia,  Pa.,  fifteen  ;  San  Francisco,  Cal., 
twenty-seven;  Chicago,  111.,  thirty-eight;  New  York  City,  forty- 
seven.  Of  this  number,  eight  occurred  where  coal  gas  only  is 
made,  seventy  where  water  gas  is  exclusively  used,  and  one 
hundred  and  nineteen  where  both  coal  and  water  gas  are  used. 

Following  is  the  number  of  deaths  occurring  each  month  in  the 
year:  January,  15;  February,  25;  March,  15;  April,  22;  May, 
15 ;  June,  15 ;  July,  13 ;  August,  9 ;  September,  25 ;  October, 
35  ;  November,  22  ;  December,  39 . 

GAS    COMPANIES. 

The  following  table  shows  the  corporate  name,  the  localities 
supplied,  the  capital  and  the  par  value  of  the  shares  of  the  gas 
companies  in  active  operation  on  the  thirtieth  day  of  June  last :  — 


CORPORATE  NAME. 


LocAllUet  Supplied. 


CaplUl. 


Par 

Value. 


Adams  Gas  Light  Co., 
Amesbury  &  Salisbury  Gas  Co., 
Amherst  Gas  Co., 
Arlington  Gas  Light  Co.,  . 


Athol  Gas  &  Electric  Co.,  . 
Attleborough  Gas  Light  Co., 
Bay  State  Gas  Co.,*    . 
Beverly  Gas  &  Electric  Co., 
Boston  Gas  Li?ht  Co., 
Brockton  Gas  Li^ht  Co.,    . 
Brookline  Gas  Light  Co.,  . 


Adams,  . 
Amesbury, 
Amherst,  . 
Arlington, 
Belmont,  . 
Winchester, 
Athol, 

Attleborough,  . 
Boston  (in  part), 
Beverly,  . 
Boston  (city  proper ) 
Brockton, 
Brookline, 
Boston  (Brighton 
District), 


t 


$17,800 
60.000 
25.000 
70.000 


*  Sold  principally  to  other  companiea. 


(25 
100 
100 
100 


25,000  .  100 

46,400  I  100 

500,000  100 

92,000  100 

2.500,000  500 

100,000  100 

600,000  100 
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CORPORATE  NAME. 

Localities  SapplM. 

Capital. 

Par 
Value. 

Cambridge  Gas  Light  Co., 

Cambridge, 
Somervilie  (in  part). 

$700,000 

flOO 

- 

- 

Charlestown  Gas  &  Electric  Co., 

Charlestown,    . 

600,000 

60 

Somervilie  (in  part). 

- 

- 

Medford  (in  part),  . 

- 

- 

Everett,    . 

- 

- 

Chelsea  Gas  Light  Co , 

Chelsea,   . 

300,000 

100 

Everett,    . 

- 

- 

Chicopee  Gas  Works, 

Chicopee  Centre,     . 

80,000 

- 

Citizens'Gas  Light  Co.  of  Quincy, 
Citizens'  Gas  Light  Co.  of  Read- 

Quincy,   . 

53.000 

100 

ing,  South  Reading  and  Stone- 

ham,        

Wakefield,        . 

96,300 

100 

Reading,  . 

- 

- 

StoneTiam, 

- 

- 

Clinton  Gas  Light  Co., 

Clinton,    . 

73.000 

600 

Cottage    City    Gas   &   Electric 
Light  Co.,        .        .        .        . 

Cottage  City,   . 

26,000 

100 

Danvers  Gas  Light  Co.,      . 

Danvers,  . 

20.000 

60 

Dedham   &  Hyde  Park  Gas  & 
Electric  Light  Co., . 

Dedham,  . 

100,000 

60 

Hyde  Park,      . 

- 

- 

Dorchester  Gas  Light  Co., 

Boston    (Dorchester 

District),       . 

400,000 

100 

Milton,     . 

- 

- 

East  Boston  Gas  Co  , 

Boston  (E.  Boston), 

220,000 

26 

Easthampton  Gas  Co., 

Easthampton,  . 

30,000 

100 

Fall  River  Gas  Works  Co., 

Fall  River  (in  part). 

288,000 

100 

Fitchburg  Gas  Co  ,     . 
Framingham     Gas,     Fuel      & 

Fitchburg, 

160,000 

60 

Power  Co.,      .        .     '  . 

Framingham,  . 

76,000 

100 

Gloucester  Gas  Light  Co., . 

Gloucester, 

80,000 

60 

Greenfield  Gas  Light  Co., . 

Greenfield, 

60,000 

60 

Haverhill  Gas  Light  Co.,  . 

Haverhill, 

76,000 

60 

Bradford, 

- 

— 

Ipswich  Gas  Light  Co., 
Jamaica  Plain  Gas  Light  Co.,    . 

Ipswich,  . 

16,0(iO 

li;0 

Boston  (W^ard  23),  . 

260,000 

100 

Lawrence  Gas  Co 

Lawrence, 

630,000 

100 

Mcthuen, . 

_ 

. 

North  Andover, 

_ 

_ 

Leominster  Gas  Light  Co., 

Leominster, 

60,000 

100 

Lexington  Gas  Light  Co., . 

Lexington, 

20,000 

100 

Lowell  Gas  Light  Co., 

Lowell,     . 

600,000 

100 

Dracut,     . 

- 

- 

Tewksbury,     . 

- 

- 

Lynn  Gas  &  Electric  Co.,  . 

Lynn, 

376,000 

100 

Swampscott,    . 

- 

- 

Maiden  &  Melrose  Gas  Light  Co., 

Maiden,    . 

220,000 

100 

Melrose,  . 

- 

. 

Medford  (in  part),  . 

- 

- 

Everett,    . 

- 

- 

Manufacturers'  Gas  Light  Co.,  . 

Fall  River  (in  part), 

60,000 

100 

Marblehead  (ias  &  Electric  Light 

Co.,.        .        .        .        ,        . 

Marblehead,     . 

40,000 

100 

Marlborough  Gas  Light  Co., 

Marlborough,  . 

60,000 

100 
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COHPOHATE  NAME. 


LocAlttlM  SappUed. 


CaptUl. 


Par 
Value. 


Middleboroufi^h  Gas  &  Electric 

Co 

Milford  Gas  Light  Co.,      . 

Nantucket  Gas  Light  Co., .  .  ' 
Natick  Gas  Light  Co.,  .  .  [ 
New  Bedford  Gas  and  £disoD 

Light  Co.,  .        .        .  I 

Newbury  port  Gas  &  Electric  Co., ' 
Newton  &  Watertown  Gas  Light 

Co I 


North  Adams  Gas  Light  Co.,     . 

Northampton  Gas  Light  Co.,     . 

North  Attleborough  Gas  Light 

Co 

Norwood  Gas  Light  Co.,  . 

Pittsfield  Coal  Gas  Co.,  . 

Plymouth  Gas  Li^ht  Co.,  . 

Roxbury  Gas  Light  Co.,  . 

Salem  Gas  Light  Co., 

South  Boston  Gas  Light  Co.,     . 

Southbridge  Gas  &  Electric  Co., 
Spencer  Gas  Co., 
Sprine^eld  Gas  Light  Co., 
Stoughton  Gas  &  Electric  Co.,  . 
Taunton  Gas  Li^ht  Co.,     . 
Waltham  Gas  Light  Co.,    . 
Webster  Electric  Co., 

Westfield  Gas  Light  Co.,   . 
Williamstown  Gas  Co., 
Wobum  Gas  Li^ht  Co., 
Worcester  Gas  Light  Co.,  . 


Middleborough, 
Milford,  . 
Hopedale, 
Nantucket, 
Natick,     . 

New  Bedford, . 
Newbury  port, 


Newton,  . 

>Vatertown, 

Wellesley, 

Weston,*. 

North  Adams, 

Northampton, 


North  Attleborough 

Wrentham, 

Norwood, 

Pittsfield, 

Plymouth, 

Boston  (R  o  X  b  u  ry 
District), 

Salem, 

Peabody, 

Boston  (South  Bos- 
ton),    . 

Southbridge,    . 

Spencer,  . 

Sprin^eld,     . 

Stou^ton, 

Taunton,  .  ^ 

Waltham, 

Webster, 

Dudley,    . 

Westtield, 

Williamstown, 

Woburn, . 

Worcester, 


$80,000 
72,300 

36,000 
20,000 

660,000 
140,000 

225,000 


60,000 
60,000 

68,100 

12,000 
62,600 
40,000 

600,000 
300,000 


440,000 
40,000 

a5,ooo 

600,000 
24,000 
80,000 

140,000 
46,000 

64,000 

20,000 

46,000 

600,000 


(100 
100 

100 
100 

100 
100 

100 


100 
26 

100 

100 
100 
100 

100 
100 


100 
60 
100 
100 
100 
60 
100 
100 

100 
100 
100 
100 


The  company  at  Fitchburg  furnlBhes  water,  that  at  Gloacester 
maintains  a  wharf  and  supplies  water,  and  that  at  Springfield 
furnishes  steam  for  heating.  In  addition  to  these,  the  companies 
in  Amherst,  Athol,  Beverly,  Brookline,  Charlestown,  Chelsea, 
Clinton,  Cottage  City,  Easthampton,  Fitchburg,  Holyoke,  Law- 
rence, Lynn,  Middleborough,  New  Bedford,  JSewburyport,  New- 
ton, North  Adams,  Southbridge,  Spencer,  Stoughton,  Wakefield, 
Waltham,  Webster  and  Westfield,  furnish  electric  light. 
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The  following  table  shows  the  names  of  the  owners  of  gas 
works  not  owned  by  gas  companies,  the  localities  supplied,  and 
the  estimated  value  of  the  plants  :  — 


Chicopee  Manufacturing  Co.,  .  Chicopee  Falls, 

Holyoke  Water  Power  Co  ,  Holyoke, 

Otis  Co., Ware,      . 

Mrs.  M.  L.  Ruggles,     ....  Gardner, 

The  Millis  Co., Millis,     . 


125,000  00 

100.000  00 

10,000  00 

14,100  00 

20,000  00 


The  following  companies  report  bonds  and  notes  outstanding :  — 

Amherst 1 18,500  00 

Athol 25,000  00 

Bay  State  (Boston) 4,607,000  00 

Beverly 16,300  00 

Brockton 100,000  00 

Brookline, 564,000  00 

Charlestown, 56,500  00 

Chelsea, 70,000  00 

Citizens'  (Quincy), 29,015  50 

•Citizens' (Wakefield), 78,000  00 

Clinton 70,000  00 

Cottage  City 4,500  00 

Danvers, 2,000  00 

Dedham, 9,000  00 

Easthampton, 5,000  00 

Fitchburg 14.200  00 

Framingham, 75,000  00 

Greenfield, 1,000  00 

Haverhill, 47,500  00 

Ipswich, 8,400  00 

Jamaica  Plain, 20,000  00 

Lawrence, 125,000  00 

Lexington, 320  65 

Lynn, 80,500  00 

Maiden 16,000  00 

Marblehead, 80,000  00 

Middleborough,       .  80,000  00 

Nantucket, 8,000  00 

Natick 9,525  00 

New  Bedford, 171^00  00 

Newburyport, 14,000  00 

Newton 188,000  00 

North  Adams, 40,000  00 

Northampton, 10,000  00 

North  Attleborough 33,915  00 

Pittsfield 8,500  00 

Plymouth 1,500  00 

South  Boston, 25,000  00 
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Southbridge 113,600  00 

Spencer, 86,000  00 

Springfield, 46,000  00 

Waltham 46,600  00 

Webster 32.222  78 

Westfield, 21,600  00 

Williamstown, 18,600  00 

Worcester, 83,000  00 

The  following  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  par  value  of  the 
stock  held  within  the  Commonwealth :  — 


Whole  Number 

Namber  of 

Stoekholderi 

naid«nt  In 

Value  at  Pur  of 

NAME  OF  COMPANy. 

of 

Stock  held  in 

Stockholdert. 

MasMchOMtU. 

MasMchnietta. 

Adams, 

8 

8 

117,800 

Amesbury, 

16 

10 

36,800 

Amherst,    . 

37 

37 

26.000 

Arlington, 

63 

41 

44,100 

Athol, 

8 

3 

2,300 

Attleborough, 

21 

18 

46,600 

Bay  State, 

8 

6 

600 

Beverly,     . 

40 

40 

92,000 

Boston, 

6 

4 

2,000 

Brockton,  . 

47 

43 

72,800 

Brookline, 

131 

116 

420,900 

Cambridge, 

408 

360 

626,200 

Charlestown, 

266 

242 

469,200 

Chelsea,     . 

132 

126 

296,800 

Chicopee, 

3 

3 

30,000 

Citizens'  (Quincy), 
Citizens'  (Wakefield) 

9 

9 

63,000 

, 

60 

48 

94,400 

Clinton,      . 

24 

24 

73,000 

Cottage  City, 

10 

10 

26,000 

Danvers,    . 

22 

21 

11,960 

Dedham,    . 

38 

32 

69,660 

Dorchester, 

23 

20 

287.800 

East  Boston, 

133 

113 

196,860 

Easthampton, 

41 

34 

26,700 

Fall  River, 

19 

13 

12,000 

Fitchburg, 
Framingbam, 

60 

46 

138,700 

21 

19 

49,000 

Gardner, 

6 

4 

24,000 

Gloucester, 

80 

77 

77,160 

Greenfield, 

37 

27 

43,700 

Uaverhill, 

66 

66 

64,660 

Ipswich,     . 
Jamaica  Plain,  . 

28 

28 

16,000 

146 

139 

239,700 

Lawrence, 

212 

190 

476,900 

Leominster, 

69 

66 

48,200 

Lexington, 
Lowell, 

19 

18 

19,900 

266 

226 

448,600 
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\ 

Whole  Number 

Number  of 

Value  at  Par  of 

K.\ME  OF  COMPANY. 

of 

BiocK  noiaen 
realdent  In 

Stock  held  In 

Stockholders. 

Massachusetts. 

Lynn, 

Maiden, 

163 

156 

$367,200 

143 

125 

189,600 

Manufacturers'  (Fall  River),    . 

7 

7 

60,000 

Marblehead,       .... 

29 

23 

32,600 

Marlborough,     .        .        .        . 

16 

15 

60,000 

Middleborough, 

13 

12 

46,000 

Milford 

63 

61 

71,700 

Nantucket,         .... 

62 

48 

34,600 

Natick 

21 

21 

20,000 

New  Bedford,    .        .        .        . 

365 

320 

487,800 

Newburyport,    .        .        .        . 

99 

84 

129,900 

Newton, 

170 

167 

216,700 

North  Adams,    .... 

38 

27 

47.400 

Northampton,    .        .        .        . 

43 

32 

31,2(»0 

North  Attleborough, 

36 

33 

67,4(»0 

Norwood, 

4 

3 

10,000 

Pittefield 

68 

45 

64,6(  0 

Plymouth,          .        .        .        . 

29 

24 

37,800 

Roxbury, 

8 

4 

400 

Salem 

248 

223 

278,500 

South  Boston,    .... 

21 

17 

37,000 

Southbridge,      .        .        .        . 

64 

61 

38,500 

Spencer, 

17 

17 

85,000 

Springfield,        .        .        .        . 
Stoughton,         .        .        .        . 

123 

115 

474,900 

6 

6 

24,000 

Taunton, 

113 

108 

75,060 

Waltham,  .        .    »    . 

106 

97 

130,000 

Webster, 

16 

16 

46,000 

Westficld 

22 

19 

47,700 

Williamstown,  .... 

3 

3 

20.000 

Wobum, 

45 

44 

44,600 

Worcester,         .... 

189 

178 

462,000 

Digitized  by 


Google 


1893.] 


PUBLIC  DOCUMENT  — No.  35. 


49 


The  following  statistics  exhibit  the  aggregate  receipts  and  ex- 
penses of  all  the  companies  in  the  State,  compiled  from  the  items 
relating  to  the  manufacture  and  sale  of  gas  in  the  returns  of  the 
last  two  years  made  to  the  Board :  — 


Receipts  :  — 
For  gas  sold  by  meter. 
For  gas  supphed  to  public  lamps,     . 
From  sales  of  coke,    .... 

sales  of  tar,       .... 

sales  of  amuioniaoal  liquor,     . 

rent  of  metei*s, .... 

rent  of  gas  stoves  and  engines, 

rent  of  gas  lamps,    . 

public  lamps  other  than  gas  lamps, 

other  sourucs, 


For  Ykak  Emdiho  Jems  30. 


IMS. 


Total, 


10. 
11. 

12. 

13. 
14. 
15. 
16. 
17. 
18. 
19. 
20. 
21. 
22. 
23. 
24. 


Expenses  :  — 

Coals,    . 

Enrichers,     . 

Purifying  maierials, 
Water,  .*" 

Wages  at  works, . 

Repairs  and  maintenance  of  works  (in- 
cluding renewal  of  retorts), 

Apparatus  and  machinery,  . 

Wages  of  meter  takers,  clerical  labor 
in  distribution,  and  salary  or  com- 
mission of  collectors. 

Repairs,  renewals,  and  maintenance  of 
mains  and  service  pipes,   . 

Repairs  and  renewals  of  meters, 

Lighting  and  repairing   (gas   lamp 
only), 

Lighting  and  repairing,  and  materials 
used  for  other  lamps. 

Directors'  allowances, 

Salaries  of  officers. 

General  salaries,  . 

Rent  of  otKoos, 

General  office  expenses. 

Taxes,  . 

Fire  insurance. 

Law  expenses, 

Claims, 

Bad  debts,    . 

Incidental  expenses. 

Gas  bought, . 


!|5,040,438  78 

1   292,544  62 

266,581  10 

157,182  62 

22,812  31 

1,667  65 

4,553  83 

2,314  76 

9,273  25 

592  47 

$5,797,950  79 

11,170,720  64 

206,437  69 

28,576  76 

22,352  38 

647,U62  30 

285,428  06 

64,769  34 

105,827  93 

Total, 


151,411  65 
47.597  36 

12,081  46 

8,734  78 

16,890  02 

144,706  68 

100,210  84 

12,119  09 

44,098  98 

272,884  78 

9,684  10 

84,630  09 

26,256  90 

8,976  53 

26,492  08 

812,832  69 


11,200,281  92 


f5,308,118  06 

262,777  00 

241,288  06 

165,940  10 

21,123  10 

1,392  24 

2,109  04 

2,029  04 

12,332  04 


16.017.108  67 


$1,051,727  47 

243,574  66 

25,859  20 

21,337  89 

607,474  00 

238,049  28 
60,979  43 


114,572  00 

184,132  03 
52,896  84 

16,432  22 

2,150  55 
17,469  36 

152,701  84 

123,247  20 
24,409  45 
45,974  10 

274,380  92 
15,133  63 
23,695  82 
14,370  06 
8,493  80 
31,438  69 

918,896  83 


$4,109,397  07 
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For  Ykax  Exdimo  Jl'KB  30. 

IMl. 

i»»». 

Leaving  an  apparent  net  profit  on  their 
gas  business  of 

They  have  also  received  for  interest,  etc., . 

They  have  also  received  for  rents,  etc.,     . 

They  have  also  received  as  profits  from 
electric  lighting, 

$1,597,668  87 

24,644  58 

211,414  51 

143,240  78 

$1,907,711  60 

29,9.^  99 

172,394  05 

203,165  54 

Making  a  total  of        ...        . 

From  these  receipts  were  paid  interest  on 

bonds  and  loans, 

Dividends, 

Other  items, 

$1,975,968  74 

$521,885  81 

1,026  950  00 

85,880  60 

$2,313,206  18 

$569,667  18 

1,064,489  00 

366  851  86 

Leaving  a  surplus  for  the  year  of 

$1,584,216  41 
$392,752  33 

$2,001,008  04 
$312,198  14 

Three*  of  the  companies  appear  not  to  have  earned  expenses, 
and  sixteen  ^  others  have  not  earaed  sufficient  to  warrant  the 
declaration  of  any  dividend. 

The  receipts  for  gas  sold  by  meter  show  an  apparent  increase  of 
about  $268,000 ;  but  included  in  this  is  about  $76,000  from  the 
sales  made  by  various  Boston  companies  to  one  another,  which 
reduces  the  actual  increase  to  about  $192,000.  Receipts  from 
public  lamps  continue  to  fall  ofiP,  this  year  showing  a  decrease 
of  about  $29,700. 

In  the  appendix  will  be  found,  under  date  of  June  30,  1892,  the 
separate  balance  sheets,  profit  and  loss  and  manufacturing  accounts 
of  the  companies,  as  taken  from  the  annual  returns,  with  correc- 
tions as  made  by  the  Board  after  examination  and  correspondence 
with  the  ofiScers  of  the  several  companies. 


1  BeroD  lait  year. 


*  Twelyo  loBt  year. 
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Aggregates  from  these  balance  sheets  and  those  in  the  returns 
of  1891  show  the  following  facts  :  — 


For  Ykab  £>-dino  Junk  SO. 


1891. 


Assets  :  — 
Real  estate, machineiy^stre^t  mains  and 

meters, 

Cash  on  band, 

Due  for  gas, ...... 

Other  accounts  due,      .... 

Materials,  etc., 

Notes  receivable, 

Investments, 

Electric  assets, 

Liabilities  :  — 

Capital  stock, 

Bonds, 

Notes  payable, 

Unpaia  bills, 

Unpaid  dividends,         .... 

Deposits 

Interest  due  and  unpaid. 

Other  items, 

Reserved  and  depreciation  funds. 

Surplus, 


123,076,991  07 
618,668  53 
492,861  55 
262,167  81 
815,316  10 
164,623  31 
856,376  29 
2,182,642  67 


$27,968,641  23 


$13,361,000  00 

1,148,556  08 

5,862,007  42 

371,503  40 

19,851  50 

38,864  13 

10,228  88 

49,857  04 


$20,861,868  45 
520.886  14 


$21,382,254  59 
6,586,886  64 


f27,968,641  23 


$28,792,181  66 
499,648  17 
490,170  91 
176,348  29 
601,973  02 
229,986  57 
432,127  41 
2,332,092  50 


$28,554,528  53 


$13,580,000  00 

1,403,715  00 

5,702,708  38 

271,797  55 

23,686  46 

36,787  07 

29,453  70 

42,294  98 


$21,090,448  14 
545,232  46 


$21,635,675  60 
6,918,852  93 


f  28,554,528  53 


Of  these  companies — 


57  *  show  an  aggregate  surplus  of 
10 '  show  an  aggregate  deficit  of . 

Leaving  total  net  surplus,  as  shown 
above, 

Which,  added  to  reserves  can-ied  as 
liabilities, 

Would  show  an  actual  surplus  of 
Equivalent  to  per  cent  on  capital  of 
about 


$6,824,571  26 
238,184  62 


$6,586,386  64 
520,386  14 


$7,106,772  78 
53 


17,074,646  23 
155,798  30 


$6,918,852  93 
545,232  46 


17,464,085  39 
55 


>  66  in  1891.    >llinl89L 
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The  following  table  shows  the  valuation  of  the  property  of  each 
company,  as  assessed  by  the  local  assessors  :  — 


^AME  OF  COMPANT. 

Assessed 

NAME  OF  COMPANY. 

Value. 

Value. 

Adams, 

$16,100 

Lowell, 

$998,230 

Amesbury,   . 

18J00 

Lynn, .... 
Maiden, 

225,500 

Amherst, 

6,450 

168,800 

Arlington,    . 

86,150 

Manufacturers'    (Fall 

Athi)l.  . 

12,000 

River),    . 

55,000 

Attleborough, 

26,200 

Marblehead, 

13,800 

Beverly, 

54,225 

Marlborough,     . 

17,900 

Boston, 

4,457,200 

Middlel)orough, 

36,250 

Bay  State,     . 

631,500 

'  Milford,      . 

76,400 

Brockton,     . 

76,200 

Nantucket, 

6,000 

Brookline,    . 

438,600 

Natiek,        . 

12,200 

Cambridge,  . 

826,800 

New  Bedford.    . 

460,000 

Charlestown, 

800,000 

Newburyport,     . 

136,200 

Chelsea, 

330,950 

Newton,     . 

351,100 

Chicopee,      . 

30,000 

North  Adams,     . 

24,000 

Chieopee  Falls, 

10,000 

Northampton,     . 

57,900 

Citizens'  (Quincy), 

13,500 

North  Attleborough, . 

58,100 

Citizens'   (Wakefield). 

59,000 

Norwood,   . 

11,000 

Clinton, 

75,000 

Piitstield,    . 

76,800 

Cottage  City, 

10,400 

Plymouth,  . 

22,350 

Danvers, 

4,000 

Roxbury,    . 

633,500 

Dedham, 

33,000 

Salem, 

297,900 

Dorchester,  . 

298,400 

South  bridge. 

21,000 

East  Boston, 

221,400 

South  Boston,     . 

386,300 

Easthampton, 

37,500 

Spencer,     . 

22,400 

Fall  River,   . 

275,100 

Sprino^field, 
Stoughton, 

596,000 

Fitchburff,    . 
Framingham, 

110,000 

8,500 

50,000 

Taunton,     . 

65,900 

Gardner, 

10,850 

Waltham,   . 

217,700 

Gloucester,  . 

80,000 

Ware, 

9,150 

Greenfield,   . 

29,000 

Westfield,  . 

52,5(10 

Haverhill,     . 

165,150 

Webster,    . 

31,800 

Holyoke, 

260,000 

Woburn,     . 

50,000 

Ipswich, 
Jamaica  Plain, 

5,400 

Williainstown,    . 

5,050 

193,800 

Worcester, 

681,600 

Lawrence,    . 
Leominster, . 

454,000 
20,000 

Total,    . 

$15,865,683 

Lexington,   . 

3,278 
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Incladed  in  the  above  are  certain  companies  which  have  electric 
light  plants,  and  the  following  shows  the  assessed  value  of  such 
wherever  separately  returned :  — 

Amherst, 15,600 

Athol 6,600 

Beverly 23,300 

Brookline, 60,000 

Chelsea, 60,260 

Citizens'  (Wakefield) 27,000 

Clinton 60,800 

Cottage  City, 4,480 

Easthampton, 8,000 

Fitchburg 45,000 

Holyoke 160,000 

Lawrence, 20,000 

Lynn 96,600 

Middleborough, 22,000 

New  Bedford, 136,200 

Kewton, 82,100 

Korth  Adams, 8,000 

Southbridge, 17,600 

Webster, 21,500 

Westfield 16,500 

Total, 1869,180 

The  value  of  the  gas  plants,  assessed  by  the  local  assessors, 
is  then  in  round  numbers  $14,600,000,  as  there  are  electric  plants 
at  Charlestown,  Newburyport,  Spencer,  Stoughton  and  Waltham, 
which  are  not  given  in  the  above  table. 
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The  following  table  shows  the  amount  paid  by  each  company  for 
taxes  after  deducting  the  amounts  belonging  to  the  electrical  depart- 
ments and  the  amount  for  each  thousand  feet  of  gas  sold :  — 


NAME  OF  COMPAN^Y. 


Amount  of  Taxei 
paid.  ' 


Amount 

Per 
TbouMDd 

•old. 


Adams,      .... 

Amesbury, 

Amherst,    .... 

Arlington, 

Athol 

Attleborougb,    . 
Bay  State  (Boston), 
Beverly,     .... 
Boston,      .... 
Brockton,  .... 
Brookline, 
Cambridpre, 
Charlestown,     . 
Chelsea,     .... 
Chicopee,  .... 
Citizens'  (Quincy),  . 
Citizens'  (Wakefield), 

Clinu^n 

Cottage  City,     . 
Danvers,    .... 

Dedham 

Dorchester, 
East  Boston,      . 
Easthanipton,    . 
Fall  River, 
Fitchburoj, 
Framingham,    . 

(Gardner 

Gloucester, 

Greenfield, 

Haverhill, 

Hoi  yoke,    .... 

Ipsvvich,     .... 

Jamaica  Plain,  . 

Lawrence, 

Leominster, 

Lexington, 

Lowell,      .... 

Lynn,         .... 

^falden,      .... 

Manufacturers'  (Fall  River), 

Marblehead, 

Marlborough,    . 

Middleborougb, 

Milford 

Kan  tucket, 

Katick,       «... 


$454  72 

668  07 

43  08 

1,014  36 

183  92 

503  52 

9,010  96 

512  40 

75,217  85 

2,085  13 

6,187  59 

21,568  65 

9,044  07 

4,795  79 

430  57 

273  68 

419  21 

284  23 

151  51 

101  54 

486  26 

5,773  37 

5,438  21 

426  76 

6,558  20 

1,258  47 

807  27 

300  00 

2,234  67 

AH2  14 

2,736  66 

1,946  91 

75  45 

4,155  47 

10,615  32 

459  88 

110  96 

16,988  80 

5,162  14 

4,760  35 

946  00 

510  56 

448  73 

475  74 

1,300  75 

119  43 

857  68 


ra   I 


10  0977 

1290 

0526 

1701 

0663 

0661 

0102 

0787 

0547 

1187 

0942 

1678 

11:^ 

1584 

.    0502 

0399 

0805 

0457 

0553 

0482 

0916 

0799 

1377 

1384 

I         13(K) 

'         0717 

1196 

1372 

,         1381 

1387 

I         0517 

;         0382 

I         0482 

,         1025 

I         1508 

,         2223 

1011 

0704 

0686 

I         1312 

0709 

1517 

1329 

3398 

1392 

0635 

1130 
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Amoant 

Amoont  of  Taxes 

Per 

NAME  OF  COMPACT. 

-_.            - 

paid. 

Thousand 
sold. 

New  Bedford, 

f3,527  96 

10  0928 

Newbury  port,    . 

1.288  85 

1559 

Newton,     . 

4,973  60 

0904 

North  Adams,    . 

617  08 

0308 

Northampton,    . 

1,073  66 

0929 

North  Attleborough, 

1,942  30 

1552 

Norwood,  . 

195  67 

1243 

Pittsfield,   . 

1,791  83 

1341 

Plymouth, 

354  27 

0868 

Roxbury,   . 

12,403  65 

0753 

Salem, 

5,672  73 

1605 

South  Boston,    . 

6,999  49 

0805 

Southbridge,      . 

241  64 

1980 

Spencer,    . 

1,137  88 

1245 

Sprinfrfield, 

7,850  64 

0924 

Taunton,    . 

1,709  86 

0446 

Waltham,  . 

2,126  44 

()tt02 

Ware, 

167  37 

0912 

Webster,    . 

172  83 

1091 

Weslfield, . 

606  49 

0878 

Williamstown,  . 

106  39 

2180 

Wobum,    . 

907  97 

1152 

Worcester, 

11,740  60 
1274,380  92 

0838 

The  total  sum  paid  by  the  companies  for  taxes,  including  State 
inspection,  after  apportioning  to  electric  account  that  part  of  the 
gas  companies'  taxes  belonging  to  their  electrical  departments, 
was  S274,380.92,  an  average  of  Q.S  cents  per  thousand  feet  of  gas 
sold  ;  being  an  increase  over  the  previous  year  in  the  total  amount 
of  81f4d6.14,  and  a  decrease  of  2  cents  per  thousand  feet  sold. 
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Dividends. 

The   dividends  declared  by  the  several  companies  during  the 
year  are  shown  in  the  following  table  :  — 


NAME  OF  COMPANY. 

Batep«r 
Cent. 

Amoant  of 
Dividends. 

Amount  per 

ThouMnd 

Sold. 

Adams, 

20 

>f  8,460 

$0  7203 

Amesbury, 

4 

2,400 

4706 

Amherst, . 

- 

B  _ 

— 

Arlington, 

6 

4,200 

7043 

Athol, 

- 

t_ 

— 

Attleborough, 

10 

4,640 

6095 

Bay  State, 

9 

45,000 

0489 

Beverly,    . 

6 

5,040 

- 

Boston,     . 

10 

250,000 

1818 

Brockton, 

6i 

6,5(>0 

3545 

Brook  line. 

7 

35,000 

~ 

Cambridge, 

10 

70,000 

5556 

Charlestown, 

10 

50,000 

- 

Chelsea,   . 

6 

18,000 

- 

Chicopee, 

12 

3,600 

4202 

Citizens'  (Quincy), 

- 

t_ 

— 

Citizens'  (Wakolield), 

- 

t_ 

- 

Clinton,    . 

1 

600 

- 

Cottage  City, 

- 

t_ 

- 

Dan  vers,  , 

— 

t  _ 

- 

Dedham,  . 

. 

t_ 

- 

Dorchester, 

8 

32,000 

4428 

East  Boston, 

10 

22,000 

5573 

Easthampton, 

7 

2,100 

- 

Fall  River, 

8 

23,040 

4570 

Fitchburg, 

10 

10,000 

- 

Framingham, 

- 

t_ 

- 

Gardner, 

. 

t_ 

- 

Gloucester, 

10 

•8,000 

4946 

Greenfield, 

6 

M20 

— 

Haverhill, 

10 

7,500 

1415 

Ipswich,  . 

- 

t_ 

- 

Jamaica  Plain, 

8 

16,800 

4146 

Lawrence, 

7 

85,000 

— 

Leominster, 

4 

2,000 

- 

Lexington, 

.6i 

1,100 

- 

Lowell,     . 

12 

60,000 

2487 

Lynn. 

. 

8 

30.000 

"* 

1  In  addition  to  this  dividend,  a  rebate  is  allowed  to  mills  owning  stock.  This 
rebate  amonnted  to  $2,350.35. 

•  No  dividend  declared. 

s  An  additional  dividend  of  two  per  cent,  was  declared  from  the  earnings  of  wharf 
property. 

«  On  preferred  stock  only. 
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KAIIE  OF  COMPANY. 


Rate  per 
Cent. 


Amoont  of 
Dividends. 


Amount  per 

Thousand 

Sold. 


Maiden,    .... 
Manufaclurei-s^  (Fall  River), 
l^larblehead,     . 
Marlborough,  . 
Middleborough, 

Milford 

Kantucket, 

Natick,     .... 

Now  Bedford,  , 

Newburyport, 

Newton,   .... 

North  Adams, 

Northampton,  . 

North  Attleborough, 

Norwood, 

Pittsfield, 

Plymouth, 

Roxbury, 

Salem 

5>outh  Boston,  . 

South  bridge,    . 

Springfield, 

Spencer, 

Stoughton, 

Taunton,  .... 

Waltham, 

Webster, 

Westfield, 

Williamstown, 

Wobum,  .... 

Worcester, 


8 
10 


10 


6 
6 
8 
8 
8 
6 

17 
6 

10 
6 
4 
6 
8 

3 

10 

7 


$17,600 

6.000 

t  _ 

t  _ 
.   «_ 

7,230 

33,000 
8,400 

16,000 
4,000 
4,000 
4,086 

10,626 
2,000 
60,000 
18,000 
17,600 
2,400 

40,000 
a_ 

720 
8,000 
9,800 
t. 

4,320 

t_ 

8,608 
40,000 


10  4839 
3746 


7734 


3463 
3266 

7962 
4901 
3646 
6094 
2361 

4709 


2086 


4678 
2868 


♦1,064,489 


s  No  dividend  declared. 

Price  of  Gas. 

The  following  companies  have  reduced  the  price  of  gas  during 

the  year  ending  June  30,  1892  :  — 

Brockton, 

Citizens^  (Quincy), 
Chelsea, 
New  Bedford, 


Gloucester, 

Newton  and  Watertown, 

Norwood. 


The  following  pages  show  the  price  charged  by  the  several 
companies,  June  30,  1892 ;  the  average  candle-power,  as  shown 
by  the  tests  made  by  the  State  inspector  of  gas  ;  and  the  average 
price,  per  thousand  feet  sold  by  meter,  received  in  the  two  years 
ending  June  30,  1892. 
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The  average  price  to  consumers  for  coal  gas,  of  twenty-five 
companies  making  annually  more  than  30,000,000  feet  each,  is 
81.32  per  thousand  feet.  The  average  price  of  the  remainder 
of  the  coal-gas  companies  is  $2.01,  making  an  average  for  all 
of  81.38  per  thousand.  The  average  price  for  oil  gas  is  $3.7546 
per  thousand  feet. 

The  average  price  for  coal  gas  in  1886  was  81.72  ;  in  1887,  81.66 ; 
in  1888,  81.56  ;  in  1889,  81.45 ;  in  1890,  81.39 ;  in  1891,  81.31  ; 
and  in  1892,  81.38. 

The  following  table  shows  the  amount  of  gas  made  in  the  year 
ending  June  30,  1892,  and  in  the  year  ending  June  30,  1891 ;  the 
amount  sold  by  meter  and  to  public  lamps  in  both  these  years ; 
the  amount  used  at  works  and  offices ;  and  the  amount  of  gas 
unaccounted  for  during  the  year  ending  June  30,  1892,  and  the 
percentage  of  unaccounted-for  gas  in  both  years. 

Note.  —  The  terms  "  coal  gas  "  and  **  coal  gas  companies  "  whenever  ased  in  the 
report  are  intended,  unless  otherwise  qualified,  to  include  all  the  companies  except 
those  that  make  their  gas  entirely  from  oil  distilled  in  closed  retorts  externally  fired. 
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The  following  table  shows  the  capacity  of  the  works,  the  greatest 
and  least  daily  output,  and  date  of  the  same  for  each  of  the 
companies :  — 


NAME  OF  COMPANY. 

Dally 

Capacity  of 

Works. 

Greatest 
Output. 

Date. 

Least  Output. 

Date. 

Feet. 

Feet. 

Feet. 

Adams, 

60,000 

. 

- 

_l 

Amesbiiry, 

100,000 

40,500 

Dec.    7 

8,000 

Sept.  26 

Amherst,  . 

6,000 

6,000 

. 

1,500 

- 

Arlington, 

50,000 

36,020 

Dec.    3, 

3.270 

Aug.    1 

Athol, 

25,000 

22,000 

Dec.  24, 

3,000 

June    1 

Attleborough.   . 

100,000 

43,000 

Jan.    6, 

14,000 

July  30 

Bay  State  (Boston), 

4,000,000 

3,839,t»00 

Oct.  20, 

901,000 

July    4 

Beverly,    . 

50,000 

45,300 

Dec.    7, 

8,100 

May  29 

Boston, 

6,000,000 

5,737,000 

Dec.   7, 

1,044,000 

July  12 

Brockton, . 

120,000 

121,818 

Dec.  24, 

30,307 

July  26 

Brookline, 

500,000 

340,400 

Dec.  24, 

96,200 

July  19 

Cambridge, 

1,000,000 

713,900 

Dec.    7, 

145,100 

July  19 

Cbarlestown,     . 

500,000 

377,000 

Dec.  24, 

115,000 

June  12 

Chelsea,    . 

250,000 

174,000 

Dec  24, 

41,000 

July  20 

Chicopee,  . 

150,000 

68,200 

Dec.  29, 

10,600 

July    6 

Citizens'  ((iuincy),  . 
Citizens' (Wakefield), 

70,000 

40,800 

Dec.  25, 

10,500 

June   6 

35,000 

42,000 

Dec.  26, 

8,000 

July    7 

Clinton,     . 

90,000 

56,200 

Dec  16, 

10,500 

Aug.  17 

Cottage  City,    . 

60,000 

43,000 

Aug.  14, 

1,200 

Jan.     7 

Dan  vers,   . 

30,000 

12,800 

Dec.  31, 

4,100 

June  20 

Dedham,   . 

75,000 

36,460 

Dec.  16, 

10,000 

July  13 

Dorchester, 

300,000 

308,000 

Dec.  24, 

95,000 

June  13 

East  Boston, 

300,000 

201,170 

Dec.  24. 

58,900 

July  19 

EasthamptOQ,    . 

40,000 

33,000 

Dec.    8, 

4,300 

July  27 

Fall  River, 

500,000 

354,200 

Dec.  24, 

47,500 

July  12 

Fitchburg, 

100,000 

102,700 

Dec.  24, 

19,000 

July  19 

Fram Ingham,    . 

250,000 

37,300 

Jan.  26, 

9,200 

July  12 

Gloucester, 

125,000 

99,100 

Dec.  24, 

14,500 

June  12 

Cireenfield, 

60,000 

19,400 

Jan.  27, 

4,500 

June  13 

Haverhill, 

350,000 

316,000 

Dec.  30, 

55,000 

June   5 

Holyoke,  . 

500,000 

303,900 

Dec.  23, 

59,200 

June  28 

Ipswich,    . 

- 

15,400 

Dec.   2, 

1,000 

July    4 

Jamaica  Plain, . 

4^)0,000 

203,920 

Dec.  24, 

58,760 

July    4 

Lawrence, 

1,000,000 

421,320 

Dec.   7, 

59,590 

July  12 

Lowell,      . 

1,000,000 

1,543,000 

Dec.   7, 

239,000 

June  14 

Lynn. 

700,000 

395,900 

Dec  24, 

83,200 

July  12 

^falden,     . 

200,000 

185,000 

Dec.  24, 

57,500 

June  18 

Manufacturers'  (Fall 

Kiver),  . 

- 

121,500 

Jan.  15, 

11,700 

June  13 

Marblehead, 

50,000 

19,500 

Dec.  29, 

6,800 

June   6 

Marlborough,    . 

100,000 

52,500 

Jan.  15, 

8,000 

Aug.  16 

Milford,     . 

80,000 

56,910 

Dec.  31, 

11,050 

Aug.    6 

Nantucket, 

30,000 

11,520 

Aug.30, 

2,740 

May  19 

Kaiick,     . 

35.000 

23,700 

Dec.  21, 

1,500 

July    6 

New  Bedford,  . 

600,000 

182,000 

Dec.  24, 

60,500 

July  19 

Newbury  port,  . 

100,000 

50,400 

Dec.  16, 

10,740 

June  20 

Newton,    . 

400,000 

279,000 

Dec.    1, 

66,000 

July  14 

North  Adams,  . 

130,000 

117.800 

Dec  17, 

19,000 

June  13 

No  recotd  kept. 
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HAHE  OF  COMPANY. 

Dally 

Capacity  of 

Works. 

Greatest 
Output. 

Date. 

Least  Outpnt. 

Date. 

Faet. 

Feet. 

Feet. 

Northampton,  . 

100,000 

71,240 

Dec.    7, 

11,600 

Aug.  28 

North  Attleborough, 

110,000 

72,180 

Dec.   7. 

11,397 

July  12 

Mttsfield,  . 

240,000 

70,000 

Dec.  24, 

19,000 

June  19 

Plymouth, 

20,000 

22,640 

Dec.  24, 

6,430 

Aug.  28 

Roxbury,  . 

600,000 

798,000 

Dec.  16, 

176,000 

July  12 

Salem, 

300,000 

218,300 

Dec.  24, 

36,000 

June  12 

Soulti  Boston, 

425,000 

385,440 

Dec.  24. 

103,270 

July  12 

Spencer,    . 

225,000 

68,900 

Dec.  23, 

12,100 

Aug.  16 

Springfield, 

436,' jOO 

460,000 

Dec.  24, 

97,000 

July  12 

Taunton,  . 

300,000 

240,000 

Dec.  22, 

69,000 

June  14 

Waltham, . 

200,000 

171,800 

Nov.  28, 

25,000 

June   6 

Ware. 

70,000 

30,870 

Dee.    8, 

4,490 

July  13 

Webster,  . 

24,000 

13,0(10 

Jan.  30, 

3,000 

July  10 

Westfield,. 

63,000 

40,500 

Jan.    6, 

7,700 

July  12 

Woburn,   . 

80,000 

39,600 

Dec.  24, 

8,000 

July    4 

Worcester, 

1,600,000 

803,000 

Dec.  24, 

138,000 

July  19 
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The  following  tables  show  the  total  quantity  of  gas  sold  during 
the  year  ending  June  30,  1892,  the  percentage  of  increase  in  sales 
over  the  previous  year;  the  capital  (including  bonds)  per  thousand 
feet  sold,  omitting  those  companies  which  have  electric  light  plants  ; 
the  average  price  received  for  all  gas  sold  during  the  year  ending 
June  30,  1892,  and  the  average  price  the  year  previous  :  — 

Coal-gas  Companies, 


NAME  Of  COMPANY. 


Total  Sales 
ofUaa. 


m 


lit 

£-85 


< 


S^2 

< 


Adams, 

Amesbury, 

Arlington, 

AthoK 

Attleborongh,   . 

Buy  State  (Boston), 

Beverly,    . 

Boston, 

Brockton,  . 

Brookline, 

Cambridge, 

Charles  town,     . 

Chelsea,    . 

Chicopee,  . 

Citizens'  (Qulncy), 

CitlzensXWakefield) 

Clinton,     . 

Cottage  City, 

Danvers,    . 

Dedham,   . 

Dorchester, 

East  Boston, 

EasthamptoD, 

Fall  River, 

Fitch  burff, 

Framingnam, 

Gloucester, 

Greenfield, 

Haverhill,. 

Holyoke,  . 

Jamaica  Plain, 

Lawrence, 

Lowell, 

Lynn, 

Maiden,     . 

Manufacturers^  (Fall 

Kiver), 
Marhlehead, 
Marlborough, 


Feet. 

4,C53,600 

6,099,500 

6,962,900 

2,773,300 

7, G  12,800 

883,197,610 

6,604,400 

1,374,664.718 

18,334,900 

66,669,412 

128,909,078 

79,734,845 

30,269,209 

8,666,968 

6,849,200 

6,204,820 

6,210,100 

2,738,800 

2,106,000 

6,302,800 

72,267,400 

39,471,423 

3,081,800 

60,417,600 

17,649,600 

6,749,800 

16,l74,i00 

3,473,800 

62,879,000 

60,866,716 

40,619,044 

70,669,570 

24l,20«,800 

76,171,400 

36,368,800 

13,344,600 

3,364,500 
8,376,600 


H.Ol* 
9.04 
1.23* 
12.37 
3.40 
41.2 
9.13* 
2.84* 
7.32 
14.82 
22.06 
6.05 
0.24* 
306* 
3.60 
7.79* 
19  75* 
36.76 
6.96 
6.07* 
7.41 
4.06 
23.64* 
18.54 
7.10 
497.54 
12.84 
3  03* 
6.39* 
5.64 
18.92 
3.79 
7.43 
16.60 
11.22 

0.46 

2.99* 

25.35* 


»8.717 
11.766 
11.739 

6.042 
6.669 

1.819 
10.908 

6.430 


8.602 
11.974 


10.451 

20.655 

6  6.36 

6.574 

6.712 

22.226 

4.574 

17.272 

2.290 

6.663 
2.073 

6!489 

8.746 

35.668 
14.812 


(2  41 

1  76 

2  75 
2  60 
2  00 

M  30 
2  31 

1  28 

2  03 


90 
69 
69 
84 
86 
75 
2  25 
2  10 

1  66 

2  36 


03 
60 
76 
63 
63 
89 
61 
60 
2  11 


»2  41 

1  76 

2  75 
2  36 
2  00 

•1  00 
2  31 

1  20 

2  06 


92 

67 

69 

94 

82 

92 

2  02 

2  07 

2  00 

2  66 

1  93 

1  69 

1  72 

2  60 


1 

1 

»0 

1 


1  42 
1  10 
1  46 
1  77 

1  43 

2  65 
2  19 


51 
91 
58 
81 
2  03 
1  39 
1  64 


96 
41 
10 
68 
91 


1  44 

2  50 
2  31 


•  Decrease. 

>  Sold  only  to  other  companies. 


>  From  sales  to  general  consamers  only. 
*  Non-Illuminating. 
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NAME  or  COMPANY. 

ToUl  SalM 

It 

13  ~  a 

of  Oat. 

lit 

is' 

l-s 

< 

Feet. 

Milford,     . 

9,347»40() 

6.28* 

$7,734 

$2  00 

»l  86 

Naniui-ket, 

l,878i70() 

1117 

20  759 

2  55 

2  55 

Natick,      . 

'      3,16-t»(K)0 

13.51* 

9.331 

1  83 

1  57 

New  Bedford,  . 

37,990^997 

5.44* 

. 

1  82 

1  59 

Newburjpoit,  . 

8,282^600 

6.02* 

. 

2  02 

2  03 

Newton,    . 

64,964»900 

7.86 

. 

1  79 

1  95 

North  Adams,  . 

16,747w()0 

7  40 

. 

1  72 

1  74 

Northampton,   . 

1I,551»300 

12.69 

5.194 

1  92 

1  88 

North  Atilcborough, . 

12,509»300 

1.18* 

8.155 

2  00 

1  99 

Norwt»od, . 

1,574,100 

42.44 

7.623 

2  28 

2  44 

Pittsfield,  . 

13,361,850 

2  31* 

4.939 

1  89 

1  89 

Plymouth,. 

4,080,400 

2  05* 

10.171 

2  06 

2  10 

Roxbury,  . 

164,583,852 

1.45 

8.645 

1  52 

1  53 

$alem« 

35,337,260 

0.88* 

8  489 

1  77 

1  76 

South  Boston,    . 

74  631,793 

5.62 

6.239 

1  52 

1  55 

Spencer,    . 

9,140,000 

8.65 

- 

1  61 

1  49 

Springfield, 

84,935,720 

8.01 

6.416 

1  69 

1  69 

Taunton,  . 

88,341,700 

10.96 

2.086 

1  47 

1  47 

Waltham, . 

27,109,800 

1.65* 

- 

1  78 

1  89 

Ware, 

8,934,316 

80.54 

. 

2  23» 

»2  24 

Webster,   . 

1,584,500 

0.69* 

w 

2  81 

2  28 

Westfield,. 

6,902,033 

707 

- 

1  99 

2  14 

WobuiTi,   . 

7,880,200 

1.57 

5.723 

1  77 

1  78 

Worcester, 

139,975,900 

12.42 

4.165 

1  50 

1  50 

4,216,746,734 

•  Decn:a8e.                            » A> erage  price  of  g 

as  sold  to  g 

eneral  conf 

iamerti. 

Oil-gas  Companie 

s. 

Amherst,     . 

818,845 

0.44* 

. 

»5  28 

»5  36 

Chicopee  Falls, 

1,008,359 

29.77 

- 

»3  54 

3  51 

Ipswich, 

1,743,100     15.33 

$1.3.998 

2  93 

2  99 

Leominster, 

2,068,11-0 

15.16 

24.233 

8  63 

3  94 

Lexin<^ton,  . 

1,095,814 

2.62 

18.544 

3  69 

4  45 

Middleborough, 

1,400,000 

- 

- 

2  65 

2  54 

Soulhhridge, 

1,220,050 

6.48* 

- 

2  84 

2  86 

Stoughton, . 

44,000 

- 

- 

4  98 

- 

Williamstown, 

487,550 

14.28 

68.916 

6  56 

5  84 

9,885,818 

•  Decrease. 

*  Gas  ased  in  company's  mills  not  incladed  in  the  computation. 
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GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


The  following  tables  show  the  capital  (including  bonds),  the 
gas  sold,  the  gas  unaccounted  for,  and  the  number  of  consumers 
per  mile  of  main ;  also  the  gas  sold  per  consumer  and  per  meter 
light.  Where  capital  is  employed  for  both  gas  and  electric  light, 
the  amount  per  mile  of  main  is  omitted. 


Coal-gas  Companies. 


Pkb  Milk  of  Maim. 

Oas  aold 

Oas  sold 

NAME  OF  COMPANY. 

Oas  un- 

Number 

per  Con- 

per 

Capital. 

Oaaaold. 

accounted 

of  Con- 

sumer. 

Meter 

for. 

sumers. 

Light 

Fe«t. 

Feet. 

Feet. 

Feet. 

AdaniB. 

$3,460  00 

930,720 

2:J9,280 

26.3 

3  '  523 

3.747 

Amesbory, . 

9,5«4  67 

814,617 

78,201 

28.1  1 

28  974 

3.837 

Arlington,  . 
Atbol, . 

3,176  04 

270,550 

65,205 

18.9  1 

14.265 

2,750 

- 

809.014 

42,8S2 

42. 

18,866 

2,644 

AttleboroQirb, 

11,226  70 

1,841.«60 

248,818 

66.8  . 

27,582 

6.785 

Bay  State  (BosU 

m),  ! 

321,373  61 

66.687,908 

107.149 

2.95  1 

19.199,944 

307,413 

Beverly, 

- 

.    990,467 

112,122 

74.9  1 

13,220 

2,825 

Boston,       • 

18,926  49 

10.406,274 

17M,476 

224.4 

46.372 

4,457 

Brockton,    . 

10,415  00 

954,744 

277,801 

46.6 

20, 

3,086 

Brookiine,  . 

- 

880.180 

132,468 

31.4 

28,269 

3,977 

Cambridge, 

8,165  55 

1,503,734 

139.449 

71.3 

21.077 

4,606 

Ciiarlestown, 

. 

1,912,845 

167,629 

111.3 

17,481 

3,898 

Chel^^a, 

. 

837,230 

152,243 

4;')  6 

18.346 

3.736 

Cbicopee,    . 

8.fi71  43 

1,9111,549 

308,488 

48.8  1 

38,895 

8,682 

Citizen8*  (Qnincy).     . 

7,094  76 

692.491 

30,068 

34.8 

17,037 

3.056 

Citizens'  (Wuketield), 

- 

277,590 

63  /48 

21.6 

12.819 

2.615 

Clinton, 

- 

136.a52 

422.143 

51.3 

26,314 

1,618 

Cottage  City, 

- 

1,195,982 

320,966 

81.2 

14.725 

2.766 

Danvers,     • 

4,654  11 

446,314 

112.650 

28.5 

16,586 

2.016 

l>edbam,     . 

7,622  43 

366,962 

98.026 

21.7 

16.889 

2.221 

Dorchester, 

6,165  51 

1,113,767 

- 

67  2 

19,460 

3.859 

East  Boston. 

10.643  42 

1,909.594 

288,476 

82.9 

23,208 

6,029 

Eastbampton, 

- 

846,255 

190,235 

49.3 

17.121 

1.491 

Fall  Rirer, . 

13,160  68 

2,302,173 

163,717 

74.5 

80,893 

2.608 

Fltchbnrg,  . 
Framingbam, 

- 

1,243.766 

121,396 

49.9  . 

24,928 

3.434 

27,372  26 

1,2;U,715 

14.916 

34.4 

35.339 

8.680 

Gloucester, . 

7,863  18 

1,589,758 

101.612 

70.2 

22.653 

4,948 

Greenfield,  . 

10.393  32 

707.927 

121,601 

47.1 

16,038 

3.8H6 

Haverbill,  . 

6,071  20 

2.189,062 

147.044 

102.4 

21,374 

3,772 

Holyoke,     . 

- 

2,606.853 

264.888 

81.8 

318.70 

4,045 

Jamaica  Plain, 

7,629  92 

1.138,M16 

113,757 

45.2 

25,198 

4.732 

Lawrence,  . 

- 

1,898,378 

203,413 

68.1 

27,889 

4.083 

Lowell,       .      •. 

6,263  69 

3,016.844 

196,351 

106.6 

28.294 

4.053 

Lynn,  . 

- 

2,38A.082 

236,904 

93.1 

26.734 

4.728 

Maiden,      . 

3,692  75 

569,071 

68,649 

36.6 

15,993 

8.208 

Manufartarers' 

(Pali 

River).     . 

10,256  41 

2,787.333 

818,297 

61.7 

44.334 

2.342 

Marblebead, 

6.020  32 

421.966 

161,925 

27.1   • 

16,604 

2,700 

Marlborough, 

13.344  01 

900.880 

246,890 

64.2 

16.629 

1,910 

Milford,      . 

9,103  60 

1.176,957 

121,329 

60.8  ; 

19.353 

2,850 

Nantucket, . 

8.049  63 

387,760 

70,588 

30.5 

12.693 

2,624 

Natick,       . 

6,669  87 

711,107 

98,979 

60.3 

14.125 

1.799 

New  Bedford, 

- 

1.268.067 

127,386 

77.8  ! 

16,410 

2.992 

Newburyport, 

- 

909,679 

178.336 

62.0 

17.479 

2.991 

Newton, 

- 

789.344 

101,978 

36.5 

21.622 

.  3.248 

Nortb  Adams, 

. 

1,634,817 

383,132 

66.8 

29,228 

4.132 

Nortbampron, 

5.106  34 

1.160.351 

265.749 

49.8 

23.289 

3,274 

Nortb  Aiileborougb,  . 

10,915  36 

1.338,465 

129.605 

44.1 

30,362 

4.680 

Norwood,    . 

2,877  35 

377,472 

12.0 

31,482 

2,335 
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Pas  Milk  of  Main. 

Gaaaold 

Gas  sold 

If  A3CE  or  COMPANY. 

Gas  on- 

JTumber 

per  Con- 

per 

Caplud. 

Gai  sold. 

accounted 
tor. 

of  Con - 
•umera. 

sumer. 

Meter 
Light 

Feet. 

Feet. 

Feet. 

Feet. 

Pitt^fleld,    . 

d8.287  29 

1,709.046 

213  981 

81.4  1 

20.620 

4179 

Plyiiiouih,  . 

11,285  84 

1.107.664 

65.103 

64.3 

17.217 

2,686 

Roxbury,    . 

8.217  38 

2,2.54.080 

13.140 

110.3  ' 

20.432 

3.857 

Sdleiii, 

11.257  81 

1,326,076 

208.238 

97.4 ; 

13,638 

2.828 

South  Boston, 

15,178  22 

2.432  817 

269.429 

87.4  , 

27.831 

5.531 

Spencer, 

- 

706,992 

98,383 

88.2 

18,502 

4.239 

SprinKfield, . 

11,829  06 

1,843,003 

76,053 

87.4 

21.H5 

3,533 

Tannton,     . 

3,790  03 

1,816.486 

102.169 

64.9 

27.966 

3,559 

Waltbam,    .        . 

- 

1,279.355 

151,433 

47.6  ' 

26.788 

4.149 

Ware, . 

. 

36.088 

. 

14.2 

2o,3S3 

2.400 

Werwfer,     . 

- 

402,770 

81545 

33.3 

12,095 

2.234 

Westtteld,   . 

. 

1,170.806 

161,180 

60.6 

19.279 

3.415 

Woburn,     . 

6.862  65 

1,1«9,092 

71.152 

71.2  : 

16.8:^8 

2.9)3 

Worcester,  . 

11,688  05 

2,806,253 

168.286 

103.2  1 

27.185 

5,482 

OiUgas  Gompaniea. 


Amherst.     . 

. 

186,780 

-        '28.285 

6.603 

1.584 

Chlci>pee  Falls, 

* 

873,0i8 

183.1 

lo,.50:i 

2.141 

Ipswich.      . 

S8.771  98 

637,09H 

-        ,32.5 

19,5^5 

3,7Ul 

Leominster, 

6,821  28 

282,142 

19.941     »0.15 

9.3;)8 

1.8W4 

Lexington,  . 

5,454  35 

294.431 

I  ?0.09 

9.78.) 

2.435 

Middleboroagh, 

- 

609.8.J2 

44.064     37.87 

13.461 

1.517 

Boathiiridge, 

- 

^65.624 

1 93.64 

6,040 

1,065 

fitouffbtun,  . 

. 

12.571 

18,28 

687 

1,^18 

Williamstown,    . 

9.600  00 

139.300 

14.-28    ' 

9,751 

2,607 
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Oil  Gas. 


Namk  of  Coxpamt. 


Material* 


Quantity 

u»ed. 
Qalloof. 


Fuel 
need. 


Quantity 
need. 


Amhent, 
Chlcopee  Falls, 
Ipewich, 
I^, 
Leomineter,  . 

Lexington,    . 

Middleborough, 

Soathbrldge, 

Stoughton,    . 
^llllamatown, 


NHphtha, 
Petroleum, 
Petrolt'um, 
Naphtha, 
OasoLl,  . 

Petroleum, 

Naphtha, 

Petroleum, 

Naphtha, 
Naphtha, 


12,050 
83.578 
16.34S 
3,840 
23,450 

11,461 


13,468 

6.191 
4,835 


Coke,     . 
Anthracite.  . 
Cumberland  coal, 
Coal,      . 
Cumbetland  coal, 

i  Antbraclie   and 

I  Franklin,  . 
Fuel  oU, 

(  Anthracite, 

f  Wood, 
Coal.  . 
Wood,  . 


8,167  bnahelf. 
114  tone. 
102  tons. 
12  tons. 
258,326  lbs. 

\  87|  tons. 

I  78(  tons. 

{  481  tons. 

I  8  cords. 
60  tons. 
45|  cords. 


Street  Mains. 

Tbe  returns  by  the  varioas  companies  of  their  street  mains  are 
still  somewhat  deficient  in  detail.  Daring  the  year  forty-six  com- 
panies laid  about  sixty-three  miles  of  mains,  varying  in  the  several 
cases  from  two  hundred  feet  to  nearly  nine  miles. 

The  following  table  shows  the  lengths  and  sizes  of  the  mains, 
as  returned  by  the  companies :  — 
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I     8,662 

1     4,217 
14.808 

1     5,488 
28,981 

11.130 
2,080 

076 

8,478 

628 

16,481 

1.408 
401 

462 
6.107 

780 
1,688 

780 
16,876 

6.288 
7.716 

2.746 

2.084 
18211 
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106,464 

0,150 

88,720 

10,651 

•427,486 

165,652 

337,440 

25,067 

42,202 

19,787 

12,500 

41,935 

25.5H0 

23,493 

158.189 

47,964 

867.570 

62,M0 

52,560 

49,348 

22,020 

42,060 

19,450 

385,524 

140,703 

161,767 

11,302 

68.259 

243,266 

18.480 

111.447 

114,143 

12,211 

20,770 

31,198 

18.480 

34.699 

263,357 

t^ 

a  **- 


BRBATA. 

Page  76.    Boston.    Total  length  of  mains : 

750,904  ft.  should  be  697,452  ft. 

142  m.  1,144  ft.  should  be  132  m.  292  ft. 

Bay  State.    Total  length  of  mains : 

97,567  ft.  should  be  82,270  ft. 

18  m.  2,527  ft.  should  be  15  ra.  3,070  ft. 

Haverhill.    Total  length  of  mains : 

128,397  ft.  should  be  127,544  ft 

24  m.  1,677  ft.  should  be  24  m.  824  ft. 


Page  77.     Lowell. 


Total  length  of  mains : 

427,486  ft.  should  be  422,160  ft. 

80  m.  5,086  ft.  should  be  79  m.  5,040  ft. 


» §  •  iwSS  ' i  »  ill  •  1 1  I  •  1^  •  i  I  I  I  I ii^ I  I  I ^Si  '  ^%\ 
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5 : 
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BRBATA. 
Page  76.    Boston.    Total  length  of  mains : 

750,904  ft.  should  be  697,452  ft. 

142  m.  1,144  ft.  should  be  182  m.  292  ft. 
Bay  State.    Total  length  of  mains : 

97,567  ft,  should  be  82,270  ft, 

18  m.  2,527  ft.  should  be  15  ra.  3,070  ft. 
Haverhill.    Total  length  of  mains : 

128,397  ft.  should  be  127,544  ft 

24  m.  1,677  ft.  should  be  24  m.  824  ft. 
Page  77.    Lowell.    Total  length  of  mains : 

427,486  ft.  should  be  422,160  ft. 

80  m.  5,086  ft.  should  be  79  m.  5,040  ft. 
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High-power  Gas  Lamps. 
The  following  table  shows  the  namber  of  Lungren  or  other  high- 
power  gas  lamps  in  use  June  30,  1892  :  — 


Adams,    . 

Ames  bury, 

Athol, 

Atileborough, . 

Beverly,  . 

lirockton, 

Cambridge, 

Chicopee, 

Citizens'  (Quincy),. 

Clinton,    .        .        . 

Cottage  City  (Welsbach) 

Dedham,  . 

iJorchester, 

East  Boston,    . 

Kail  River, 

Fitch  burg, 

Framingnam  (Welsbach), 

Gloucester  (Al bo-carbon), 

Greenfield, 

Haverhill, 

HoJyoke, . 

Jamaica  Plain, 

Lawrence, 


67 


6 

15 

16 

109 

60 

2 

3 

13 

2,100 

9 

6 

166 

46 

7 

954 

160 

22 

179 

4 

4 

198 


Lowell,    . 

15 

Maiden,    . 

160 

Marlborough,  . 

112 

Middleborough, 

1 

Milford,   . 

121 

Natick,     . 

6 

New  Bedford, . 

31 

Newbury  port, . 

2 

Newton,  . 

112 

North  Adams, . 

126 

Northampton, . 

22 

North  Attleborough 

» 

U 

I'ittsfield, 

16 

Plymouth, 

.     70 

Salem, 

6 

Spencer,  . 

4 

Springfield, 

.     30 

Taunton, . 

.     22 

Waltham, 

.     10 

Ware,       . 

.      5 

Westtield, 

.  •20 

Woburn,  . 

.      2 

Worcester, 

.     14 

T||e  companies  reporting  more  than  fifty  gas-stoves  in  use  on 
June  30,  1892,  are  as  follows ;  — 


Beverly, 
Chelsea,  . 

Citizens'  (Quincy) 
Cottage  City, 
Dedham, 
East  Boston,  . 
Fall  River,     , 
Fitch  burg, 
Framingham, 
Gloucester,     . 
Greenfield,     . 
Holyoke, 
Lawrence, 
Lowell,  . 
Lynn,     . 


U 

70* 
80 
68 
77 
75 
.  604 
,  86 
,  263 
.  160 
.  60 
.  860* 
.  490 
2,000* 
200* 


Natick,   . 

New  Bedford 

Newton, 

North  Adams, 

Northampton 

Plymouth, 

Salem,    . 

Spencer, 

Springfield, 

Taunton, 

Waltham, 

Westfield, 

Woburn, 

W^orcester, 


.    60 
.  765 
.  146 
.     86* 
.  120* 
.  100 
.  200* 
.  406 
2,333 
.  168 
.  210 
,    96* 
.    76 
1,466 


*  Estimated. 
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The  following  table  shows  the  number  of  lamps  supplied  June 
30,  1892,  the  net  increase  or  decrease  during  the  year,  the  average 
price  per  thousand  feet  received  from  gas  used  in  street  lamps, 
and  the  cost  per  thousand  feet  of  the  care  of  the  lamps  where 
this  is  done  by  the  companies :  — 

Public  Lamps  —  Coal-gas. 


Average 

Expense  of 

Number 

INCSKASB  OB  DBCRSAai 
DUBIMO  THB  TEAB. 

Prtoe 
received 

Lighting 

NAME  OF  COMPANY. 

of  Lamps  i 
snppUed. 

perM. 

tndCare 
of  Lamps 

Including 

IneraaM. 

Deereaie. 

Expensea. 

perM. 

Amesbury, 

14 

- 

- 

t2  00 

»0   10 

Beverly,  .... 

— 

— 

51 

- 

- 

Boston,     .        .        .        . 

2,665 

- 

97 

1  00 

— 

Brookiine, 

727 

- 

30 

2  00 

0  23 

Cambridge, 

290 

- 

361 

0  64 

- 

Charlestown,    . 

687 

- 

51 

1  55 

— 

Chicopee, 

7 

3 

— 

2  00 

- 

Citizens'  (Quinoy), . 
Citizens'  (Wakerield),     . 

69 

- 

- 

1  03 

0  18 

24 

- 

89 

2  15 

- 

Cottage  City,   . 

17 

- 

12 

1  00 

- 

Dorchester, 

1,472 

8 

- 

1  50 

- 

East  Boston,     . 

591 

- 

27 

1  60 

- 

Fall  River, 

148 

- 

112 

1  49 

- 

Fitchburg, 

22 

- 

34 

1  49 

- 

Gloucester, 

102 

2 

— 

1  65 

— 

Greenfiehi, 

1 

1 

- 

1  74 

- 

Haverhill, 

208 

12 

- 

1  25 

- 

Holyoke 

49 

- 

- 

1  80 

- 

Jamaica  Plain, 

879 

241 

- 

1  85 

- 

Lowell,     .        .        .        . 

890 

- 

78 

1  10 

- 

Manufacturers'       (Fall 

River),. 

33 

- 

37 

1  40 

- 

Marblehead,     . 

81 

1 

- 

3  18 

0  93 

Marlborough,  .                . 

3 

- 

1 

2  20 

- 

Milford,    .        .        .        : 

42 

- 

- 

2  00 

0  59 

Nantucket, 

76 

. 

— 

2  19 

0  57 

Natick.     .        .        .        . 

39 

2 

- 

1  46 

0  44 

New  Bedford,  . 

413 

_ 

2 

1  98 

0  72 

Newton,  .        .        .        . 

828 

7 

- 

1  71 

0  94 

North  Adams,  . 

19 

1 

- 

1  19 

- 

North  Attleborough, 

6 

- 

1 

2  00 

- 

Roxbury, . 

1,622 

- 

41 

1  50 

- 

Salem,      .        .        .        . 

43 

— 

34 

1  60 

0  04 

South  Boston,  . 

558 

- 

33 

1  60 

- 

Springfield, 

57 

1 

- 

1  25 

- 

Taunton,  .... 

132 

3 

- 

1  50 

- 

Waltham, 

176 

10 

- 

3  72 

1  94 

Ware 

1 

. 

- 

2  2o 

- 

Westfield, 

17 

17 

- 

2  25 

- 

Worcester, 

297 

100 

1  50 

- 

13,094 
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Oil  Gas. 


NAME  OF  COMPAST. 

1 

Nnmber 
of  Lamps 
supplied. 

IKUBKASB  OR  DKCBKA8B 
DCSIKO  THB  TBAB. 

Average 

l»rlce 

received 

perM, 

Including 

Expenses. 

Expense  of 
Lighting 
and  Care 

Increase. 

Decrease. 

perM. 

Amherst, . 
Chicopee  Falls, 
Ipswich,   . 
Lexington, 
Middleborough, 
Southbridge,    . 
Williamstown, 

45 

60 

12 

102 

a_ 

11 

•42 

t  _ 

15 

18 
1 

»4  55 

3  50 
2  66 

10  40 
15 

230 

Not  reported  last  year. 


3  No  change. 


None  sapplied. 


Purity  op  Gas. 
The  law  provides  that  when  the  gas  of  any  company  is  found 
on  three  consecutive  inspections  to  give  less  light  than  sixteen 
standard  English  candles,  or  to  contain  more  than  twenty  grains 
of  sulphur  or  ten  grains  of  ammonia  per  hundred  cubic  feet  of  gas, 
or  any  sulphuretted  hydrogen,  a  fine  of  one  hundred  dollars  shall 
be  paid  by  such  company  to  the  city  or  town  supplied  by  it. 
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The  following  table  shows  the  amount  of  impurities  found  on 
the  given  dates,  and  the  whole  number  of  inspections  during  the 
year,  of  the  gas  of  the  several  companies  therein  named,  as 
reported  to  this  Board  by  the  State  Inspector  of  Gas :  — 


1 

Total 

1SAM.E  OF  COMPANT. 

Amonnt  of 

Pate  when 

Number  of 
Iniipcctlont 

Impurity. 

found. 

during  the 
Year. 

S    03    .* 

il^ 

Gloucester,   .... 

16.7 

Sept.    1, 

6 

gsa 

^ 

Cambridge,   .... 

18.0 

July  16. 

22 

^ 

Chelsea, 

40.4 

Dec.     9, 

6 

g 

Citizens^  (Quincy) 

t 

26  0 

Mar.     6, 

3 

s 

East  Boston, . 

40.0 

Apr.     8, 

9 

East  Boston, . 

13.2 

May   27, 

- 

^ 

Easthampton, 

11.9 

Nov.  21, 

2 

s. 

Holyoke, 

10.5 

June  22, 

10 

iiolyoke, 

10.4 

Dec.    13, 

- 

i 

Jamaica  Plain, 

34.0 

Oct.    29, 

6 

North  Adams, 

10.8 

Feb.    19, 

6 

eS' 

Northampton, 

11. 1 

Apr.   28, 

4 

"S 

South  Boston, 

13.3 

June  10, 

13 

fi 

South  Boston, 

16.4 

June  22, 

.- 

Taunton, 

35.7 

Mar.  24, 

9 

p 

< 

Taunton, 

12.0 

June  16, 

-, 

Waltham,      . 

14.3 

Dec.    29, 

7 

Charlestown, 

23.0 

June  30, 

14 

0ue  o 

I'll 

North  Attleborough,     . 

32  9 

June  24, 

4 

Adams, 

Trace. 

Nov.     3, 

3 

a 

Athol, 

tt 

Nov.     3, 

3 

Athol 

t( 

Dec.    16, 

— 

g 

Brockton,       .        .        .        . 

fc( 

Nov.  11, 

4 

Citizens'  (Wakefield),  . 
Manufacturers'  (Fall  River), 

«« 

Jan.    16, 
Nov.  16, 

3 
4 

1 

North  Adams, 

»« 

May     6, 

6 

North  Adams, 

t( 

Aug.  26, 

. 

g 

North  Adams, 

ti 

Nov.     3, 

.. 

S 

Salem,   . 

(1 

Feb.     6. 

8 

St, 

Salem,  . 

«( 

Nov.     8, 

. 

1 

Spencer, 

tt 

Feb.     6, 

4 

Spencer,        .        .        .        . 

tt 

Apr.    14, 

■■ 

Of  the  inspections  for  ammonia  cited  above  the  two  at  South  Bos- 
ton and  the  two  at  East  Boston  were  consecutive  ;  as  was  also  the 
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case  with    the   three   iDspections  for  sulphuretted  hydrogen  at 
North  Adams  and  the  two  in  Athol  and  Spencer. 

A  comparison  of  the  inspections  made  during  the  five  years  from 
1888  to  1892,  inclusive,  shows  the  following  results :  — 


]«8». 


1890.       IWl. 


!»••. 


Number  of  inspections  made, 
Number  of  companies  subject  to 
inspection,       .... 
Number  of   companies    showing 
deficiency  in  candle-power,    . 
Highest  candle-power,  not  includ- 
ing ten  oil-gas  companies. 
Lowest  candle-power,  not  includ- 
ing ten  oil-gas  companies. 
Average  candle-power,  not  includ- 
ing ten  oil-gas  companies, 
Number  of   companies    showing 

sulphuretted  hydrogen,  . 
Number   of  companies    showing 

excess  of  sulphur,  . 
Number  of   companies    showing 

excess  of  ammonia. 
Largest  amount  of  sulphur,  . 
Smallest  amount  of  sulphur. 
Average  amount  of  sulphur. 
Largest  amount  of  ammonia. 
Smallest  amount  of  ammonia. 
Average  amount  of  ammonia. 


458 

451 

443 

483 

486 

60 

59 

59 

58 

70 

1 

4 

2 

1 

1 

21.6 

22.1 

25.4 

27.3 

28.2 

13.3 

14.2 

13.8 

14.0 

15.7 

17.60 

17.59 

17.79 

18.18 

19.25 

1 

4 

9 

5 

8 

1 

1 

1 

1 

2 

13 

9 

15 

16 

12 

23.1 

22.9 

24.1 

22,5 

32.9 

3.2 

1.5 

1.4 

0.9 

1.0 

9.26 

7.32 

10.08 

9.53 

9.46 

76.0 

32.3 

37.0 

54.9 

40.4 

1.- 

1.- 

1.- 

1.- 

1.- 

3.07 

2.82 

8.01 

3.42 

2.5 

The  inspections  of  the  oil- gas  companies  showed  :  — 


Highest  candle-power,  . 
Lowest  candle-power,  . 
Average  candle-power. 


IMS.  ISM.  I8M.   1991.  IMt. 

52.4  55.0  70.5   53.6  60.4 

21.5  20.8  21.1   20.2  21.6 
83.73  84.72  39.04  33.62  33.50 
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ELECTRIC  LIGHT. 

The  following  table  gives  the  names  of  those  companies  in  ac- 
tive operation  on  June  30  last,  together  with  the  localities  supplied 
and  the  amount  of  capital  stock :  — 


NAME  OF  COMPANY. 


Adams  Electric  Light  and  Power  Co., 

Amherst  Gas  Co., 

Andover  Electric  Co 

At bol  Oas  and  Electric  Co 

Beverly  Gas  and  Electric  Co.,     . 

Blue  Hill  Electric  Co. 

Boston  Electric  Light  Co.,  .       .       .       . 

Bridgewater  Electric  Co. 

Brookline  Gas  Light  Co 

Cambridge  Electric  Light  Co.,    . 

Charlestown  Gas  and  Electric  Co., 

Chelsea  Gas  Light  Co ,        .       .       .        . 

Chlcopee  Electric  Light  Co., 

Citizens*  Gas  Light  Co.  of  Reading,  Soath 
Reading  and  Stonebam, 

Clinton  Gas  Light  Co.,         .       .        .       . 

Cohasset  Electric  Co., 

Cottage  City  Gas  and  Electric  Light  Co.,   . 

Dedham  Electric  Co., 

Eflsthampton  Gas  Co. 

Edison  Electric  Illuminating  Co  of  Boston, 

Edison  Electric  Illaminating  Co.  of  Brock- 
ton,         

Edison  Electric  Illaminating  Co.  of  Fall 
River 

Electric  Light  and  Patent  Flooring  Co.,     . 

Electric  Light  and  Power  Co.  of  Abmgton 
and  Rockland, 

Fall  River  Electric  Light  Co.,     . 

Fitchburg  Gas  Co., 

Framingham  Electric  Co.,  .... 

Franklin  Electric  Light  Co., 

Gardner  Electric  Light  Co., 

Gloucester  Electric  Co.,        .... 

Great  Barrington  Electric  Light  Co.,  . 

Greenfield  Electric  Light  and  Power  Co.,   . 

Haverhill  Electric  Co.,         .... 

Holvoke  Water  Power  Co., 

Hudson  Electric  Light  Co 

Hyde  Park  Electric  Light  Co.,    . 
Lawrence  Gas  Co., 

Lee  Electric  Co., 

Leicester  Electric  Co.,          .... 
Leominster  Electric  Light  and  Power  Co., 
Lowell  Electric  Light  Corporation,     . 
Lynn  Gas  and  Electric  Co., 
Maiden  Electric  Co., 

MarlhoroQgh  Electric  Co.,  .... 
Middleborough  Gas  and  Electric  Co., 
Milford  Electric  Light  and  Power  Co., 
Millbnry  Electric  Co.,  .       .        .        . 

Milton  Light  and  Power  Co., 


Localities  sdpplikd. 


Adams, 

Amherst,    . 

Andover,   . 

Athol, 

Beverly,     . 

Canton, 

Boston, 

Bridgewater,     . 

Brookline,  Boston  (Brigh 

ton). 
Cambridge, 
Charlestown,     . 
Chelsea,     . 
Chicopee,  . 

Wakefield, 
Clinton,      . 
Cohasset,  Scltuate,    . 
Cottage  City,      . 
Dedham,    . 
Easthampton,    . 
Boston, 

Brockton,  . 

Fall  River, 
Amesbury, 

Abinffton,  Rockland, 
Fall  River, 
Fitchburg, 
Framing  ham,  Ashland, 

Sberborn, 
Turner's  Falls,  . 
Gardner,    . 
Gloucester, 
Great  Barrington, 
Greenfield,  Deerfield, 
Haverhill,  Bradford, 
Holyoke,   . 
Hudson,     . 
Hyde  Park, 
Lawrence,    No.   Andover, 

Methuen, 
Lee,  . 
Leicester,  . 
Leominster, 
Lowell,  Dracnt,Tyngfcboro' 
Lynn,  Swampscoit,  Nahant, 
Maiden,  Melrose,  Medford, 

Everett,  . 
Marlborough,    . 
Middleborough, 
Milford,  Hopedale, 
Milbury,    . 
Milton,       . 


98,500 
30,000 


20.000 

1,257,800 

15,000 


200,000 
10,000 

30,000 

60,000 

1,342,500 

100,000 

90,000 
44,900 

30,000 
120,000 


80,000 
10,000 
30,000 
50,000 
23,800 
30.000 
85,000 

>  9,125 
100,000 


20,000 

25,000 

50,000 

284,900 


150,000 
30,000 

40.000 
16,000 
30,000 


*  Par  value,  $25  per  share. 
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NAME  OF  COMPANY. 


Localities  supplibd. 


Capital. 


Nantucket  Electric  Light  Co.,     . 

Natick  Electric  Co. 

New  Bedford  Oas  and  Edison  Li^ht  Co  ,    . 
Newburyport  Oas  and  Electric  Co.,    . 
Newton  and  Watertown  Gas  Liglit  Co., 
North  Adams  Gas  Liglit  Co., 
Northampton  Electric  Lighting  Co  ,    . 
North  Attleboroagh  Steam  and  Electric  Co. 

North  Shore  Electric  Co  ,    . 

Orange  Electric  Light  Co.,  .... 

Palmer  Electric  Co., 

Pilt^field  Electric  To.,         .... 
Plymouth  Electric  Light  Co., 
Qiiincy  Electric  Light  and  Power  Co., 
Salem  Electric  Lighting  Co., 
Somerville  Electric  Light  Co 

Southbridge  Ga»  and  Electric  Co., 

South  Hadley  Falls  Electric  Light  Co  ,      . 

Spencer  Gas  Co., 

Stoughton  Gas  and  Electric  Co., 

Suburban  Light  and  Power  Co., 

Taunton  Electric  Lighting  Co.,    . 

Union  Electric  Light  Co.,    .... 

United  Electric  Light  Co  ,   . 

Uxbridge  and  Northbridge  Electric  Co.,    . 

Waltham  Gas  Light  Co  ,      . 

Walworth  Light  and  Power  Co., 

Ware  Electric  Co., 

Webster  Electric  Co., 

Westborough  Electric  Light  and  Power  Co., 
Westfield  Gas  Light  Co.,  .... 
Weymouth  Light  and  Power  Co., 
Whitman  Electric  Co.,  .  .  .  . 
Winchendon  Electric  Light  and  Power  Co., 
Woburn  Electric  Light  Co  ,         ... 

Worcester  Electric  Light  Co.,     • 


Nantucket, 

Natick,  Wayland,      . 

New  Bedford,  Falrhaven 

Newburyport,    . 

Newton,  watertown, 

North  Adams,   . 

Northampton,   . 

Attleborough,  North  Attle- 
borough,  Wrentham, 

Revere,  Wlntbrop,    . 

Orange, 

Palmer,  Monson, 

Pittsfleld,  . 

Plymouth, 

Quincy,      . 

Salem,  Peabody, 

Somerville,  Arlington, Bel 
mont,     . 

Southbridge, 

South  Hadley,  . 

Spencer,    . 

Stoughton, 

Boston, 

Taunton,   • 

Franklin,  . 

Springfield, 

Uxbridge,  Northbridge, 

Waltham,  . 

Boston, 

Ware, 

Webster,  Dudley, 

Westl)orougb,   . 

Westfield,  . 

Weymouth,  Hingham, 

Whitman,  . 

Winchendon.    . 

Woburn,  Winchester,  Stone- 
ham, 

Worcester, 


$25,000 
40,000 


58,700 

80.000 
125,000 
25,000 
30.000 
100.000 
40,000 
89,700 
175,000 

172.100 

7,000 


174.400 
40,000 
20.000 

400,000 
38.400 

15,000 
20,000 

» 25,000 

76,000 
•20.000 
12,000 

120,000 
200.000 


>  Par  value,  $10  per  share. 

In  the  case  of  the  several  gas  companies  doing  electric  lighting, 
the  capital  will  be  found  in  the  table  of  gas  companies. 


The  following  companies  have  bonds  and  notes  outstanding :  — 

Abington  and  Rockland, $50,000  00 

Adams, 9,400  00 

Amesbury, 59,800  00 

Andover, 25,500  00 

Blue  Hill  (Canton), 18,000  00 

Boston, 853,000  00 

Bridgewater, 16,000  00 

Cambridge, 200,000  00 

Chieopee 1,600  00 

Cobasset, 7,000  00 

Dedham, 40,500  00 

Edison  (Boston), 837,600  00 
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Edison  (Brockton), $143,500  00 

Edison  (Fall  River), 33,000  00 

Fall  River 36,000  00 

Framiugham, 60,000  00 

Gloucester, 60,000  00 

Great  Barrington, 6,100  00 

Greenfield, 10,000  00 

Haverhill, 42,300  00 

Hudson, 7,000  00 

Hyde  Park 60,000  00 

Lee, 16,000  00 

Leicester 20,000  00 

Leominster,               .  63,000  00 

Lowell 166,000  00 

Maiden. .  159,000  00 

Marlborough, 30,000  00 

Milford, 14,500  00 

Millbury, 16,000  00 

Milton, 30,000  00 

Nantucket, 30,000  00 

Natick, 36,900  00 

Northampton, 23,000  00 

North  Attleborough, 63,800  00 

North  Shore  (Revere), 123,900  00 

Orange, 15,000  00 

Palmer. 20,000  00 

Pittsfield, 60,000  00 

Plymouth, 65,492  00 

Quincy, 18,800  00 

Salem 41,200  00 

Soraerville, 71,100  00 

South  Hadley  Falls,          ......  3,362  00 

Suburban  (Boston),                  .        .        ...        .  36,500  00 

Taunton, 12,600  00 

Union  (Franklin), 30,000  00 

United  (Springfield), 126,000  00 

Uxbridge  &  Northbridge, 23,500  00 

Walworth  (Boston), 8,250  00 

Ware, 16,000  00 

Westborough, 18,700  00 

Weymouth, 60,000  00 

Winchendon, 9,000  00 

Woburn, 167,000  00 

Worcester,        .        .        .        .      ^        .        ,        ,  100,000  00 

In  the  foregoing  amounts  the  borrowed  money  which  the  gas 
companies  have  invested  in  electric  lighting  is  not  included,  it 
being  already  given  in  the  table  relating  to  gas  compauies. 
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The  following  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  value  at  par  of  the 
stock  held  in  the  State  on  Juue  30,  1892. 


NAME  OF  COMPANY. 


Whole  Number 

of 
Stockholden. 


Namb«r 

Bealdent  tn 

Mastachuactts, 


Value  of  Stock 

held  In 
MAnsachnietto. 


Abington  and  Rockland,  . 

Adams,      .... 

Amesbury, 

Andover,  .... 

Blue  Hill  (Canton), 

Boston,      .... 

Bridgewater, 

Cambridge, 

Chicopee, 

Cohasset,  .... 

Dedham 

Edison  (Boston), 

Edison  (Brockton),  . 

Edison  (Fall  Hiver), 

Fall  River, 

Franiingham,    . 

Franklin  (Turner's  Falls), 

Gardner,   .... 

Gloucester, 

(ireat  Barrington,     . 

Greenfield, 

Haverhill, 

Hudson,     .... 

H>dePark,       . 

Lee,  .... 

Leicester, 

Leominster, 

Lowell 

Maiden,     .... 

Marlborough,    . 

Millbury, 

Milford,    .... 

Milton 

Nantucket, 

Natick,      .... 
Northampton,  . 
North  Atileborough, 
North  Shore  (Revere),    . 
Orange,     .... 
Palmer,     .... 

PIttsfield 

Plymouth, 

Qaincy,     .... 

Salem 

Somerville, 

South  Hadley  Falls, 


130 

7 

35 
32 

3 

434 

14 

36 

6 
30 
28 
129 
26 
48 
63 

8 
26 
12 

9 
21 
41 
42 
13 
16 
11 
11 

8 
371 
43 
10 
26 
19 

6 
12 

7 

68 
19 
12 

4 

•   12 

39 

8 
116 
130 
221 

3 


130 

6 

30 

31 

3 

138 

14 

36 

6 

80 

28 

115 

23 

42 

45 

7 

26 

12 

9 

9 

32 

42 

13 

12 

11 

10 

7 

334 

38 

9 

25 

19 

6 

12 

6 

66 

17 

10 

3 

10 

38 

7 

116 

127 

213 

3 


$30,000 

8,300 

40,900 

24,600 

20,000 

601,000 
15,000 

200,0(»0 
10,000 
80,000 
60,000 

779,100 
72,000 
60,200 

104,600 

5,200 

10,000 

30,000 

60,000 

6,800 

23,400 

85,000 

9,126 

92,800 

20,000 

2,900 

40,700 

224,500 

135,800 
29,000 
11,500 
40,000 
30,000 
25,000 
2,600 

89,900 

123,900 

300 

20,1(J0 

92,500 

6,600 

89,700 

168,.V)0 

169,400 

7,000 
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KAME  OF  COMPANY. 


Whole  Number 

of 
Stockholders 


Number 

Resident  In 

HasaachuMttft. 


Value  of  Stock 

held  in 
MaMachusettfl. 


Suburban  (Boston), 
Taunton,  .... 
Union  (Franklin),    . 
United  (Sprino^field), 
Uxbridge  and  North  bridge, 
Walworth  (Boston), 

Ware 

Westborough,  . 

Weymouth, 

Whitman, 

WMnehendon,  . 

Woburn, 

Worcester, 


11 

17 

4 

138 
61 

106 
38 
20 
10 
9 
28 
60 
97 


9 
17 

8 
127 
60 
97 
88 
18 

9 

8 
27 
56 
96 


$100,000 

40,000 

600 

849,600 

38,000 

130,000 

20,000 

24,490 

18,200 

2,000 

4,600 

116,200 

199,600 
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The  following  show  the  aggregate  results  of  the  operation  of 
the  electric  light  central  stations  in  the  State  for  the  year  ending 
June  80,  1891,  and  for  the  year  ending  June  30,  1892  :  — 


Ybax  Emdihg  Jumb  80. 


18M. 


Receipts. 
For  light  and  power, 
From  other  sources, 


Expenses. 
For  manufacture,    .... 
distribution,     .... 
office  expenses  and  manageraeDt, 

taxes, 

miscellaneous,. 


Leaving  a  balance  of      ...        . 

Of  this  profit,  the  gas  companies  made 
in  their  electricsu  departments, . 

Leaving  for  the  electric  light  companies, 
To  which  should  be  added  the  income 
from  rents,  jobbing,   etc.,    amount- 
ing to, 

Making  a  total  of 

Against  which  the  following  charges 
were  made :  — 

Interest, 

Dividends, 

Depreciation, 

Sundry  items, 

Leaving  a  surplus  to  be  carried  for- 
ward of        


»2,432,869  15 
7,481  60 


12,947,199  64 
23,438  SO 


$2,440,350  65 

$1,014,242  88 

356,332  38 

159,230  90 

82,743  77 

122,656  20 


»2,970,637  94 

11,156,320  69 
386,084  45 
194,999  25 
107,291  15 
170,707  32 


11,735,206  13 
1705,144  52 

143,240  78 


»2,015,402  86 
1955,235  08 

189,225  74 


$561,903  74 


45,022  10 


«606,925  84 


f  144,678  87 

262,968  00 

41,225  21 

7,671  57 


»456,543  65 
tl50,382  19 


»766,009  34 


195,280  73 


$961,290  07 


«195,094  15 

323,581  00 

210,168  79 

32,227  49 


»761,071  43 
«200,218  64 
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Aggregates  from  the  balance  sheets  of  the  electric  companies 
only,  taken  from  the  returns  of  1891  and  1892,  show  the  following 
facts : — 


1891. 

18M. 

Assets:—- 

Constinctioo  accounts,  including  pat- 

ent rights  and  franchises. 

$9,031,520  49 

$11,097,808  20 

Cash  on  hand,      .... 

262,284  10 

419,639  53 

Due  for  light  and  power,    . 

178,034  22 

238,708  79 

Other  accounts  due,    . 

67,475  82 

68,026  85 

Materials,  etc.,     . 

240,933  02 

46'>,153  63 

Notes  receivable,         .   '     . 

84,269  09 

69,229  09 

Investments, 

67,370  94 

85,291  10 

$9,931,887  66 

$12,438,857  19 

Liabilities  :  — 

Capital, 

$5,866,300  00 

$6,539,700  00 

Bonds 

1,923,125  00 

2,548,050  00 

Notes  payable,    . 
Unpaid  bills. 

1,243,349  96 

1,767,907  27 

874.818  77 

557,947  76 

Unpaid  dividends. 

438  07 

2,462  48 

Interest  due  and  unpaid,     . 

11,374  50 

29,991  06 

Other  items. 

37,654  81 

345,831  67 

$9,457,061  11 

$11,791,890  24 

Reserved  and  depreciation  funds, 

80,249  97 

132,825  82 

$9,537,311  08 

$11,924,715  56 

Surplus, 

894,576  58 

514,141  63 

$9,931,887  66 

$12,438,857  19 

Of  these  companies  — 

*  39  show  an  aggregate  surplus  of  . 

$426,759  95 

$578,266  71 

•  17  show  an  aggregate  deficit  of    . 

32,183  37 

64,125  08 

Leaving  total  net  surplus,  as  shown 
above, 

$394,576  58 

$514,141  63 

Which,  added  to  reserves  carried  as 

liabilities, 

80,249  97 

132,825  82 

Would  show  an  actual  surplus  of 

$474,826  55 

$646,966  95 

Equivalent  to  per  cent,  on  capital  of 

about        

9 

9A 

Forty  in  1891. 


«  Twelve  in  1891. 
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The  following  table  shows  the  value  of  the  plant  of  each  com- 
pany, as  assessed  by  the  local  authorities :  — 


KAME  OF  COMPANY. 

Assessed 

NAME  OF  COMPANY. 

Assessed 

Yalaation. 

Yalnatlon. 

Abington  &  Rockland, 

$30,000 

Millbury,     .       .        .       . 

$15,000 

Adnms, 

9.500 

Milford,       .        .        .        . 

26,500 

Andover, 

13,000 

Milton,         .       .        .       . 

13.(X)0 

Blue  Hill  (Canton), 

18,000 

Nantucket 

8,500 

BoHton, . 

628,900 

Natick,         .        .        .        . 

32,8U0 

Bridgewater, 

15  000 

Northampton,      . 

37,900 

Caml)ridge,    . 

230,000 

North  Attlehorougb.   . 

60,260 

Chicopee, 

7,600 

North  Shore  (Revere), 

72,000 

Cobasset, 

2.000 

Orange,        .        .       .       . 

7,500 

Dedbara, 

40.000 

Palmer,        .        .        .        . 

6,600 

Edison  (Boston), . 

663,800 

Pitt«field 

100.000 

Edison  (Brockton). 

_ 

Plymouth,  .        .        .        . 

30,150 

Edison  (Fall  River), 

68.000 

Quincy,        .        .        .        . 

47.000 

Fall  River,     .        . 

90,000 

Salem, 

187,300 

Frainingbam, 

50.000 

Somervllle,  .... 

106,100 

Franklin  (Turner's  F*il 

M,  . 

9,000 

South  Hadlev  Falls,    . 

3,500 

Gardner, 

26,000 

Suburban  (Boston),    . 

34,600 

OloiicCMter,    . 

40,000 

Taunton,      .... 

25,000 

Great  Barrlngtun, . 

4,500 

Union  (Franklin),      . 

15,600 

Gi-een  field,     . 

27,000 

United  (Sprin«fteld),  . 

296,400 

Haverhill,      . 

45,000 

Uxbridge  &  Nortbbridge,   . 

15,000 

Hudson, 

2,500 

Walworth  (Boston),  . 

3.000 

Hyde  Park,   . 

75.000 

Ware, 

20,000 

Lee,        ...       . 

10,600 

Westborough,      . 

9,300 

Leicester, 

14,260 

Wevmontb,. 

40,060 

Leominster,  . 

42,800 

Whitman 

12,000 

Lowell 

178,820 

Wincbendon, 

6000 

Maiden, 

100,000 

Woburn,      .... 

47.040 

Marlborongh, 

14,325 

Worcester 

229,800 

The  following  table  shows  the  amounts  paid  by  the  companies 
for  taxes,  including  those  paid  by  the  gas  companies  on  account 
of  their  electric  plants :  — 


NAME  OF  COMPANY. 

Taxes  paid. 

NAME  OF  COMPANY. 

Taxes  paid. 

Adam», 

$126  55 

Citizens'  (Wakefield),. 

$275  00 

Ami-sbury,    . 

390  68 

Clinton, 

1,018  69 

Amherst, 

64  63 

Cobasset, 

156  40 

Andover, 

175  64 

Cottage  City, 

68  01 

Athol.   . 

228  46 

Dedham,       . 

733  65 

Beverlv, 

392  50 

Eastbampton, 
Edison  of  Boston, 

59  78 

Blue  Hill  (Canton), 

224  00 

23,647  83 

Boston, 

14,863  46 

Edison  of  Brockton, 

8H8  84 

Bridgewater, 
Brookline,     . 

172  73 

Edison  of  Fall  lliver. 

1,761  60 

1.617  88 

Edison  of  Lawrence, 

993  85 

Cambridge,  . 

8,739  87 

Fall  River,    . 

1,731  50 

Char)  88  town, 

1,000  00 

Fitchburg,    . 

600  00 

Chelsea, 

1,260  00 

Framingbam, 

836  94 

Chicopee,      .... 

99  14 

1 

Franklin  (Turner's  Falls),  . 

167  11 
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NAME  OF  COMPANY. 

Taxes  paid. 

Gardner,       .       .       .       . 

$560  69 

OloQcester,   . 

2o4  5.'^ 

Great  Barrington, 

213  43 

Greenfield,    . 

408  68 

Haverhill,     . 

1,331  63 

Holyoke, 
Hudson, 

1,282  15 

63  65 

Hyde  Park,  . 

1,329  20 

Lee,       . 

261  01 

Leicester, 

233  94 

Leominster,  . 

746  77 

Lowell, . 

3,747  01 

Lynn,    . 

2,581  07 

Maiden, 

2,231  16 

MarlborOQgb, 

347  41 

Middle  borough. 

475  75 

Mlllbury,      . 

128  25 

Milt'ord, 

527  09 

Milton, 

90  00 

Nantucket,    . 

92  83 

Nailck, 

589  46 

New  Bedford, 

5,667  60 

Newbury  port. 

960  21 

Newton, 

772  55 

North  Adams, 

258  54 

Northampton, 

754  45  1 

North  Attleborong 

rh,  . 

762  60 

NAME  OP  COMPANY. 


North  Shore, 
Orange, 
Palmer, 
Pittsfield,    . 
Plymouth,  . 
Quincy, 
8alem, 
Somerville, . 
Southbridge, 
South  Hadley  Falls, 
Stoughton,  . 
Suburban,   . 
Taunton,     . 
Union  (Franklin), 
United  (SprlngHeld), . 
Ux  bridge  &  Norihbridge, 
Waliham,    . 
Ware,  . 
Webster, 
West  borough, 
Westfleld,    . 
Weymouth, 
Whitman,    . 
Winchendon, 
I  Woburn, 
Worcester,  . 


Taxes  paid. 


$816  65 
385  00 
311  69 

1,140  00 

1,178  54 
963  48 

3,026  13 

2.301  03 
483  26 
124  75 
65  17 
446  34 
630  38 
340  88 

4,000  00 
218  28 

1,063  22 
328  83 
800  16 
108  47 
265  68 
732  16 
333  49 
173  41 
303  64 

3,452  54 


Dividends. 
The  dividends  declared  by  the  several  companies  during  the  year 
are  shown  in  the  following  table :  — 


NAME   OF  COMPANY. 


Amonnt  of 
Dividends. 


Adams,       .... 

Amesbury, 

Andover,    .... 

Blue  Hill  (Canton),  . 

Boston,       .... 

Bridgewater, 

Cambridge, 

Chicopee,  .... 

Cohasset,   .... 

Dedham 

Edison  (Boston), 
Edison  (Brockton),  . 
Edison  (Fall  River), 
Fall  River, 
Framingham,     . 
Franklin  (Turner's  Falls), 


•_ 


185,292  00 


12,000  00 

3,600  00 
90,026  00 
6,700  00 
7,268  00 
7.200  00 

400  00 


*  No  dividend  declared. 
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NAME  or  COMPANY. 


Bate  per 
Cent. 


Amount  of 
Dividends. 


Gardner,    .... 

Gloucester, 

Great  BarringtoD, 

Greenfield, 

Uaverhill, .... 

Hudson,     .... 

Hyde  Park, 

Leicester,  .... 

Leominster, 

Lowell,      .... 

l^lalden,     .... 

Marlborough,    . 

Milford 

Mill  bury,  .... 

Nantucket, 

Natick,       .... 

Northampton,    . 

North  Attlcborough, 

North  Shore  (Revere), 

Orange,      .... 

Palmer,      .... 

Pittsfiehl,  .... 

Plymouth, .... 

Qulncy,      ,        .        ,        . 

Salem,        .... 

Somerville, 

South  Hadley  Falls, . 

Suburban  (Boston),  . 

Taunton,    .... 

Union  (Franklin),     . 

United  (Springfield), 

Uxbridge  and  Northbridge, 

Walworth  (Boston), 

Ware,         .        ,        .        . 

Westborough,    . 

Weymouth, 

Whitman,  .... 

Winchendon,     . 

WobuiTi,    .... 

Worcester, 


tl,260  00 


8 

6,800  00 

* 

4 

4,000  00 

7 
8 

19,470  60 
11,746  00 

n 

225  00* 

li 

1,467  60 

4,050  00 
8,925  00 
9,813  00 

2,800  00 

•  „ 

23,667  00 
692  00 

1,200  00 


16,000  00 


$323,581  00 


*  No  dividend  declared. 

1  Also  special  apportionment  of  profits  prior  to  increase  ot  capital  of  16  per  cent, 
or  $21,000. 
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The  following  table  shows  the  system  used,  the  maximum 
dynamo  capacity  and  nominal  candle-power  of  the  lamps  of 
each  company  June  80,   1892:  — 


NAME  OF  COMPANY. 


Abington  and  Rockland, 

Adams,    . 

Amesbnry, 

Amherst, . 
Andover, . 
Athol, 

Beverly,  . 

Bridgewater, 
Blue  Hill  (Canton), 


Boston, 


Brookline,^ 

Cambridge,*    . 

Charlestown,   . 

Chelsea,  .        . 

Chicopee, 

Citizens'  (Wakefield), 

Clinton, 

Cohasset, . 
Cottage  aty,   . 

Dedham,  . 


■        • 


System  used. 


f  Edison, 

I  Westin^house, 

I  National, 

i^  Thomson-Houston, 

Thomson-  Houston, 

^  Westinghouse, 

)  Thomson-Houston, 

Westinghouse, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Westinghouse,      . 
Westinghouse,     . 

f  Thomson-Houston, 

1  Brush,  ... 

American;     . 

New  England  Weston 

Sun, 
f  Thomson-Houston, 
\  Westinghouse,     . 

Thomson-Houston, 

^  Brush,  . 

I  Thomson-Houston, 

Thomson-Houston , 

Thomson-Houston, 

Thomson-Houston, 

J  Schuyler, 

J  Thomson-Houston, 

Thomson-Houston, 

Ball,     . 

Thomson-Houston, 


Maximum 
Dynamo 
Capacity. 


141 

2,200 

760 

650 

45 

500 

500 

500 

90 

750 

50 

1,300 

50 

85 

100 

650 

36 

750 

55 

760 

2,420 

50 

8,100 

1,415 

50 

2,090 

900 

350 

3,000 

930 

6,200 

300 

650 

300 

1,950 

50 

45 

660 

90 

1,950 

1,300 

60 

60 

1,300 


Nominal 
Candle- 
power. 


1,200 

16 

16 

16 
1,200 

16 

16 

16 
1,200 

16 
1,200 

16 
1,200 
2,000 
1,200 

16 
1,700 

16 
1,700 

16 
2,000 
1,200 

16 
2,000 
2,000 

16 

16 
2,000 

16 
1,200 

16 
2,000 

16 
1,200 

16 
1,200 
1,200 

16 
1,200 

16 

16 
1,600 
1,200 

16 


1  Power  generators  60  H.  P. 


» Power  generatora  60  K.  W. 
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NAME  OF  COMPANT. 


Easthampton,  . 
Edison  (Boston), 


Edison  (Brockton), 

Edison  (Fall  River), 
Fall  River, 

Fitchburg, 

Framingharn,  . 

Franklin  (Turner*8 
Falls),  . 

Gardner,  . 
Gloucester, 

Great  Barrington,    . 
Greenfield, 

Haverhill, 

Holjoke,  . 

Hudson,   . 
Hyde  Park,      . 

Lawrence, 

i^ee,  •        •        •        • 
Leicester, 

Leominster,*     . 
Lowell.'    . 


Bjttem  nscd. 


Maximum 
Dynamo 
Capacity. 


Waterhouse, 
Edison, . 

Edison, 

Thomson -Houston, 
Edison, 

Thomson-Houston, 


Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston , 

^  Schuyler, 

<  Edison, 

(^  Westinghouse, 

S  Thomson-Houston, 

}  Westinghouse,     . 

j  Thomson-Houston, 

i  Brush,  . 

\  Schuyler, 
(^Edison, 
Thomson-Houston, 

Thomson-I  louston, 

(  Thomson-Houston, 
!  American,     . 

r  Edison, 

Thom  son-Houston , 
Thomson-Houston, 

Thomson-Houston, 

\  Thomson-Houston, 
?  Edison, 


35 

61,200 

45 

836 

4,700 

110 

650 

7,910 

300 

226 

650 

295 

1,300 

170 

2,450 

30 

600 

100 

1,800 

138 

1,800 

60 

600 

1,550 

45 

800 

750 

75 

95 

800 

60 

1,000 

865 

291 

1,000 

45 

650 

200 

3,250 

300 

50 

400 

6,600 

1,300 

1,600 

100 

2,600 

650 

3,600 

60 


Nominal 
Candle- 
power. 


1,800 

16 
2,000 

16 

16 
2,000 

16 

16 
2,000 
1,200 

16 
1,200 

16 
1,200 

16 
2,000 

16 
1,200 

16 
1,200 

16 
1,500 

16 

16 
1,200 

16 

16 
2,000 
1,200 

16 
2,000 

16 
2,000 
1,200 

16 
1,200 

16 
2,000 

16 
2,000 
2,000 

20 

16 

16 

16 
1,200 

16 
2,000 

16 
2,000 


«  Power  generators  60  H.  P. 


«  Power  generators  160  H.  P. 
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Maximnm 

Nominal 

KAMB  OF  COMPANY. 

9y»tem  naed. 

Dynamo 

Caiidla- 

Capacity. 

power. 

(       355 

2,000 

Lynn/      .... 

Thomson-Houston, 

<        140 
(    4,5.50 

1,200 
16 

Maiden 

Thomson-Houston, 

S       245 

)     3,800 

200 

1,000 

1,200 
16 

Marlburough,  . 

J  Schuyler, 
)  Edison, 

1.200 
16 

Middleboroagh,       . 

(  Thomson-Hou.«»toa, 

J          35 
i       650 

1,200 
16 

(^  Waterhouse^ 

35 

1,700 

Millbnry 

Thomson-Houston, 

S         50 
)       650 

1,200 
16 

Milford 

Thomson-Houston, 

IS          95 
}       750 

1,200 
16 

Milton,     .... 

Thomson-Houston, 

\         50 
}       650 

2,000 
16 

Nantucket, 

Thomson-Houston, 

)         75 
)     1,150 

1.200 
16 

Natick,«    .... 

ThomsoD-Uouston, 

5         90 
)     2.600 

1,200 
16 

Thomson-Houston, 

\       265 
\       118 

2,000 
1,200 

New  Bedford,'. 

1  American,     . 

110 

5     100 

2,000 
1.600 

1  Westinghouse,     . 

}    5,800 

16 

I  Edison, 

7,440 

16 

Newburyport,  . 

\  ThomsoD-Hoaston, 
(Mather, 

5        190 

}       800 

150 

l,20t» 
16 
16 

Newton,   .... 

Thomson-Houston, 

}    8,000 

1,200 
1.6 

North  Adams  . 

Thomson-Houston, 

\        180 
}       500 

1,200 
16 

Northampton,  . 

Thomson-Houston, 

5        140 
>     1,950 

1,200 
16 

C  Schuyler,      . 

90 

1,200 

North  Attleborough, 

}  Thomson-Houston, 

810 

1,200 

(^Westinghouse,     . 

1,000 

16 

North  Shore  (Revere),*  . 

Thomson-Houston, 

5       20 » 
I    2,600 

1,200 
16 

Orwige,    .... 

Thomson-Houston, 

)■  °^ 

1,200 
16 

Palmer,    .... 

Thomson-Houston, 

5         50 

;        650 

1,200 
16 

Pittsfield,*       .        .        . 

S  Thomson-Houston, 

170 

1,200 

)  We->tinghouse,     . 

4,500 

16 

Plymouth,* 

Thomson  -  Houston, 

S        150 
}    .1,000 

1,200 
16 

Qoincy,    .... 

C  Thomson  Houston, 

3        150 
)     1 000 

1,200 
16 

(^  Westinghouse,     . 

1,600 

16 

>  Power  generators  265  H.  P. 
*  Power  generators  180  H.  P. 
•Power  generaton  220  H.  P. 


'Power  generators  2B0  H.  P. 

*  Power  generaton  280  H.  P. 

•  Power  generators  230  H.  P. 
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NAME  OF  COMPANY. 


Salem,  ^    .        .        .        . 
Somerville, 

Southbridge,    . 

South  Hadley  Fal  s, 
Spencer,  .        .        .        . 
Stoughton, 

Suburban  (Boston), 

Taunton,  ,        .        .        . 

Union  (Franklin),  . 

United  (Springfield),      . 

Uxbridge  &  Northbridge, 

Waltbam, 

Walworth  (Boston),* 

Ware, 

Webster,  . 

Westborough, 

Westfield, 

Weymouth, 

Whitman, 

Winchendon, 

Woburn,  .. 

Worcester, 


Syatem  ated. 


Thomson-Houston, 

Thomson-Houston, 

American,     . 
^  Electro  Dynamic  Co., 

Thomson-Houston , 

Thomson-Houston, 
Ball,     . 
Ball,      . 

!  American,    . 
Westinghouse, 

[  Brush,  . 

I  Thomson-Houston, 
^  Arnoux  &  Hochhausen 

Thomson-Houston, 

f  Edison, 

I  Westinghouse,     . 

I  Thomson-Houston, 
Westinghouse,     . 

Thomson-Houston, 

S  Thomson-Houston , 
American,    . 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

\  Schuyler, 
(^  Thomson- Houston, 
Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 


Thomson-Houston, 


j  Brush,  . 
(^  Edison, 

Thomson-Houston, 


Maximum 
Djnamo 
Capacity. 


{ 


360 
8,900 

aoo 

60 

2,3nO 

60 

600 

100 

660 

900 

70 

70 

200 

3,750 

225 

600 

650 

10 

60 

1,160 

46 

2,160 

590 

2,n00 

120 

1,600 

196 

1.960 

900 

75 

60 

660 

80 

600 

60 

960 

98 

116 

1,160 

200 

1,300 

60 

600 

30 

660 

186 

100 

2,700 

45 

800 

736 

1,960 


Nominal 
Caudle- 
power. 

2,000 
16 

2,000 
1,200 

16 
2,000 

26 
1,200 

16 

16 

1,2<X) 

800 

2  000 

16 
1,2(X) 

16 

16 
2,000 
1,200 

16 
1,2U0 

16 
1,200 

16 
2,000 

16 
1,2(H) 

16 

16 
1,200 
1,200 

16 
1,200 

20 
1,200 

16 
2,000 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 

16 
2,000 
1,200 

16 
1,200 

16 
2,000 

16 


*  Power  generators  86  H.  P. 


*  Power  generators  60  H.  P. 

Digitized  by  VjOOQ IC 


1893.] 


PUBLIC  DOCUMENT  — No.  35. 


99 


The   following  table  shows  the    number  of  electric  lights  of 

various  candle-power  representing  the  dynamo  capacity  June  30, 
1890,  1891  and  1892  2  — 

19M.  1S91.  1899. 

16  candle-power, 140.370  181,270  214,700 

20     "           " )  S  900 

26    "           " P'7^  ^^^^\  600 

15    "           " 880  886  836 

2,000     "            " 8,425  8,401  9,633 

1,200     "            " 6,085  6,447  8,499 

1,600     *•            " 60  160  160 

1,500    "            " 60  60  60 

1,800     "            " ?  _^S  35 

1,700     "            " \^^  200 1  125 

800    •*           " 70  70  70 


The  following  table  shows  the  number  of  boilers,  their  total 
rated  horse-power,  the  number  of  engines  and  the  total  rated 
horse-power  of  the  same,  and  the  number  of  dynamos  of  the 
different  companies  on  June  30  last ;  also  the  amount  of  fuel  used 
during  the  year  ending  on  that  day :  — 


®rf 

Total 

^li 

Total 

1! 

NAME  or  COMPANT. 

am 

nted 

^1 

rated 

CoalDted. 

Hona- 

Hone- 

Tons. 

^ 

^/' 

power. 

»s 

Abington  &  Rockland, . 

2 

150 

2 

875 

6 

»260 

Adams, . 

2 

150 

2 

225 

2 

762 

Amesbury,    • 

2 

250 

3 

435 

5 

- 

Amherst,       • 

100 

1 

75 

1 

286 

Andover, 

200 

2 

180 

3 

539 

Athol,    . 

120 

1 

65 

1 

137 

Beyerly, 

Blue  Hill  (Canton), 

104 

1 

175 

4 

•342 

130 

1 

130 

3 

277 

Boston, . 

27 

3,575 

43 

4,915 

106 

22,613 

Bridgewater, 
Brookline,     . 

2 

200 

1 

80 

2 

356 

5 

625 

3 

760 

10 

•522 

Cambridge,  . 

8 

1,000 

6 

1.140 

19 

5,600 

Charlestown,        , 

5 

625 

6 

435 

11 

2,423 

Chelsea,                • 

2 

250 

4 

344 

8 

*886 

Chicopee, 

1 

100 

1 

65 

1 

214 

Citizens'  (Wakefield), 

2 

250 

1 

125 

2 

•     _ 

Clinton, 

2 

250 

2 

325 

5 

706 

Cohasset, 

1 

150 

1 

100 

2 

•227 

Cottage  City, 

1 

60 

1 

50 

2 

63 

*  AIbo  36  tons  iparks.  *  Also  19  biuhels  ooke. 

s  Also  8,846  chaldrons  ooke. 

4  Also  263  tons  screenings  and  75  chaldrons  ooke. 

*  175  chaldrons  coke.  *  Also  70  tons  screenings. 
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^  . 

ToUl 

]t 

Total 

^8 

feC 

nted 

Kted 

iSi 

COftlQMd. 

NAME  OP  COMPANY. 

& 

Bone- 
power. 

h 

Bone- 
power. 

II 

Tons. 

Dedham, 

2 

220 

2 

200 

4 

>436 

EasthamptoD, 
Edison  (Boston), 
Edison  (Brockton),      , 

1 

60 

1 

46 

1 

■71 

16 
6 

8,600 

720 

32 

7 

4,320 
776 

64 
12 

22,276 
2,373 

Edison  (Fall  River),    . 

6 

712 

6 

636 

10 

16,244 

Edison  (Lawrence),     . 

4 

438 

6 

660 

11 

•2,071 

Fall  River,    . 

6 

600 

6 

660 

12 

1,624 

Fitchburg,     . 
Framingbara, 

8 

300 

4 

460 

7 

*401 

2 

260 

2 

260 

6 

•481 

Franklin  (Turner' 

s  Falls), 

•  « 

- 

— 

- 

2 

— 

Gardner, 

2 

160 

3 

200 

6 

607 

Gloucester,   . 

2 

250 

3 

660 

4 

»468 

Great  Barrington, 

2 

19( 

? 

170 

6 

611 

Greenfield,    . 

2 

225 

•3 

226 

4 

730 

Haverbill,     . 

3 

376 

3 

866 

8 

1,941 

Holyoke, 
Hudson, 

•6 

826 

2 

800 

20 

67 

1 

80 

1 

60 

2 

178 

Hyde  Park,  . 
Lawrence,     . 

2 

260 

3 

376 

7 

•718 

2 

300 

3 

300 

6 

809 

Lee, 

2 

160 

2 

»     - 

2 

340 

Leicester, 

2 

280 

2 

"210 

8 

244 

Leominster,  . 

2 

260 

3 

250 

6 

"656 

Lowell. . 

7 

1,060 

3 

1,050 

17 

3,160 

LVDD,      . 

Maiden, 

7 

900 

6 

1,160 

22 

"2,661 

4 

600 

6 

625 

11 

2,111 

MarlboroQgb, 

2 

210 

3 

200 

7 

"337 

^iddleborougb,    . 
Millbury,      . 

1 
2 

100 
130 

3 
2 

"•165 
100 

3 
2 

827 

Milford, 
Milton,  . 

3 

1 

170 
180 

2 

1 

120 

150 

4 
2 

948 
420 

Nantucket,    . 

2 

206 

2 

160 

4 

348 

Nafick,  . 

2 

260 

1 

300 

6 

••601 

New  Bedford, 

11 

1,200 

13 

1,655 

83 

"6,142 

Newbury  port, 
Newton, 

2 
4 

200 
600 

2 
6 

180 
436 

8 
7 

622 
'•1,877 

Nortb  Adams, 

1 

160 

2 

^10 

6 

•179 

Northampton, 
North  Attleborouj 
North  Shore, 

?h.    : 

8 
4 
4 

340 
620 
466 

•3 
'6 
4 

306 

•840 

796 

6 

10 

8 

•»900 
2,000 
•787 

1  Aho  100  torn  sparks  and  108  tons  screenings. 

•  Also  1,500  bushels  coke.  •  Also  54  tons  coke  breeze. 

•  Also  30,158  bushels  coke.  •  Other  fuel,  948  tontf. 

•  2  water  wheels  100  H.  P.  '  Also  176  tons  screenings. 

•  Also  4  water  wheels  280  H.  P.  each. 
•  Also  sparks  117  tons  and  10  tons  screenings, 
to  Also  1  water  wheel  60  H.  P.  »  Also  2  water  wheeU  30  H.  P.  each. 

i«  Also  83  tons  other  ftiel.  "  Also  55d  tons  dust. 

1*  Also  346  tons  screenings.  »  Also  2  water  wheels  90  H.  P.  each. 

>•  Also  1,171  tons  sparks.  "  Also  27  tons  sparks  and  breeze. 

M  Also  1,710  chaldrons  coke.  "  Also  28,278  bushels  coke. 

■•  Also  126  cords  wood,  "  Also  water  wheel  30  H.  P. 

«  Also  116  tons  other  fhel. 
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"s  . 

Total 

li 

Total 

NAME  OF  COMPANT. 

II 

ItttMl 

If 

rated 

OoalQMd. 

Hone- 

Jl 

Hone- 

Tons. 

'"^ 

power. 

w 

power. 

Orange, 

2 

120 

2 

185 

5 

561 

Palmer, 

1 

125 

1 

100 

2 

886 

Pittsfield. 

4 

410 

6 

790 

13 

2,895 

Plymouth, 

2 

260 

8 

625 

7 

985 

Quincy, 

3 

875 

4 

560 

6 

1,883 

Salem, 

6 

750 

4 

1,860 

15 

4,461 

Somerville, 

4 

800 

4 

605 

11 

'  2,083 

Southbridge,         .... 
South  Hadley  Falls,     . 

2 

185 

2 

185 

8 

404 

. 

« 

1 

100 

2 

t. 

Spencer,        ..... 

. 

. 

8 

•45 

2 

~ 

Stoaghton, 

1 

60 

1 

50 

1 

282 

Suburban  (Bo<)ton),     . 

4 

600 

2 

900 

7 

2,794 

Taunton, 

4 

525 

2 

265 

8 

92  L 

Union  (Franklin), 

2 

200 

2 

150 

2 

489 

United  (Sprinerfield),  . 

7 

1,760 

4 

1,660 

20 

6,627 

Uxbridge  &  Northfield,       .       . 

2 

300 

2 

210 

4 

683 

Waltham, 

4 

531 

5 

776 

6 

M.783 

Walworth  (Boston),     . 

6 

380 

2 

200 

5 

1,840 

Ware 

1 

125 

1 

125 

2 

268 

Webster 

2 

230 

2 

140 

8 

688 

Westborough,       .... 

2 

160 

2 

160 

8 

468 

Westfield 

2 

140 

2 

140 

5 

•832 

Weymouth, 

Whitman 

2 

800 

2 

825 

6 

862 

t« 

. 

1 

90 

2 

. 

Winchendon,         .... 

. 

. 

1 

100 

2 

95 

Woburn, 

4 

500 

6 

676 

11 

~ 

Worcester, 

8 

1,200 

3 

1,400 

22 

2fi92 

1  Alio  S68  tooB  sparks.  •  Steam  boaght. 

*  Oaf  tngtoMM,  asing  1,306,000  ibet  gat.       «  Alio  42,121  boabels  ooka* 
•  Alio  29  tool  ooks. 
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The  following  table  shows,  in  feet,  the  total  length  of  wire ;  the 
length'  of  underground  conduit,  the  length  of  the  wires  in  the 
same ;  the  number  of  poles  set  in  streets  and  ways,  and  the  length 
of  streets  with  overhead  wires  of  each  company,  on  June  30 
last :  — 


Total  Length 

Length 
of  Wires 

Length 
ofUnder- 

Namber 
of  Poles 

Length 
of  Street 

NAME  OF  COMPANY. 

of  Wire. 

In  Conduit. 

gronnd 

•etln 

with  over- 

Feet. 

Feet 

CondaiU 
Feet. 

Streets. 

head  Wires. 
Feet. 

Ablngton  &  Rockland,  • 

226.000 

^ 

^ 

930 

112.280 

Adams,  .... 

80,460 

- 

- 

U60 

29,700 

Amesbaiy, 

196,080 

■  - 

- 

276 

63,360 

Amherst, 

22,650 

. 

. 

>75 

7.O0O 

Andover, 

95,056 

- 

. 

601 

33,000 

Athol,     .... 

30,000 

. 

. 

160 

30,000 

Beverly,. 

Bine  Hill  (Canton),      . 

164,126 

- 

. 

695 

71.400 

177,100 

_ 

- 

•692 

180,100 

Boston 

8,276,210 

_ 

. 

*  1,247 

~ 

Bridgewrater,  . 

38.120 

_ 

- 

•238 

38,530 

Brook  line, 

584,940 

. 

^ 

1,230 

160,600 

Cambridge,     . 

696,000 

- 

- 

1,599 

237,600 

Charlestown,  . 

340,000 

'. 

- 

325 

44,880 

Chelsea, .... 

356,640 

_ 

. 

1,593 

179,520 

Cbicopee, 

21,120 

. 

_ 

•250 

21,120 

Citizens*  (Wakefield), 

804,240 

- 

. 

7  690 

81,840 

Clinton,  .... 

155,334 

- 

-. 

638 

90,700 

Cohasset, 

253,440 

- 

- 

«914 

103,098 

Cottage  City,  . 

26,400 

- 

- 

•60 

21,120 

Dedham, 

616.479 

. 

. 

1,271 

182.160 

Easthampton, 
Edison  (Boston),   . 

28  000 

- 

. 

228 

28.000 

- 

813,372 

194,732 

149 

17.000 

Edison  (Brockton), 
Edison  (Fall  River), 

606.938 

21,000 

7,000 

1,740 

193,(K)0 

145,590 

62,040 

20.680 

10  68 

3,000 

Edison  (Lawrence), 

597,460 

72,797 

7,200 

1.198 

214,720 

Fall  River,     . 

385.440 

. 

~ 

» 1,213 

147,840 

Fitchbnrg, 
Framingbam, 

325,700 

. 

- 

625 

83,690 

422.400 

- 

- 

900 

132.000 

Franklin  (Turner's  Fall 

B),  ; 

12,000 

. 

- 

"86 

9.(i00 

Gardner, 

198,348 

• 

. 

"450 

50,000 

Gloucester,     . 

120,000 

- 

- 

"150 

75.000 

Great  Barrlngton,  . 

77,760 

300 

800 

"280 

46,120 

Greenfield, 

67.000 

. 

- 

200 

30,000 

Haverhill,       .       . 

224,000 

. 

- 

"500 

158,400 

Holyoke, 

318.950 

- 

- 

1,006 

103.500 

Hudson, 

35,290 

- 

- 

"71 

10,793 

Hyde  Park,    . 

199,370 

. 

- 

680 

67.600 

Lawrence, 

267.450 

_ 

_ 

"482 

79,200 

Lee,        :      .       . 

101,000 

_ 

- 

800 

23.760 

Leicester,       .       .       .       . 

194,500 

- 

— 

479 

60.720 

1  Use  120  poles  of  other  companiee.  *  78  poles  set  elsewhere. 

>  80  poles  set  elsewhere.  ^  7*2  poles  set  elsewhere;  912  roof  fixtures. 

>  4  poles  set  elsewhere ;  20  trees  used.  •  Also  176  trees  used. 

7  6  poles  set  elsewhere.  *  10  poles  set  elsewhere. 

*  40  poles  set  elsewhere  and  wires  attached  to  brackets  on  buildings. 
10  21  poles  set  elsewhere. 

1^  27  poles  set  elsewhere;  also  telegraph  poles  and  roof  structures. 
u  8  poles  set  elsewhere.  "  18  poles  set  elsewhere. 

"  80  poles  set  elsewhere;  also  trees  and  brackets  used. 

"  20  poles  set  elsewhere;  also  trees  and  brackets  on  buildings, 
u  Also  10  roof  structures.  "  Use  17  poles  of  other  companies. 

"  13  poles  set  elsewhere;  use  also  poles  of  other  companies. 
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Total  Length 

Length 
of  Wires 

Lentfth 
of  Under- 

Number 
of  Poles 

Length 
of  Street 

NAME  or  COMPANT. 

of  Wire. 

in  Conduit. 

ground 

setiu 

with  over- 

Feet 

Feet. 

Conduit. 
Feet. 

Streets. 

head  Wires 
Feet. 

Leominster,    .... 

281,630 

»479 

. 

Lowell,    . 

869,2Sft 

. 

. 

1,000 

211,200 

l^ynn,      .       • 

1,214.6.10 

. 

.. 

3,100 

601.600 

Maiden,  .        . 

2,042.400 

- 

- 

5.500 

620.000 

Marlhoron^h, 

165,665 

- 

- 

400 

79.200 

Middleborough, 

82.200 

_ 

- 

•335 

72,600 

Millbury, 

77.760 

.. 

- 

154 

22.440 

Milford,  . 

136,600 

- 

- 

230 

42.240 

Milton.    .       • 

675,520 

. 

. 

•612 

607.600 

Nantucket, 

156.760 

. 

. 

*297 

147,840 

Nailck.    . 

253.440 

- 

. 

•600 

63  360 

New  Bedford, 

644.704 

24,000 

8,000 

•  1,030 

184,376 

Newbury  port, 

124,200 

. 

.    - 

400 

150,000 

Newton,  . 

1,124.510 

1,500 

1.600 

'3.800 

866,005 

North  Adams, 

93.000 

- 

_ 

<'3l9 

46,500 

Northampton, 

607,876 

- 

- 

700 

132.000 

North  Attleborough, 

396,000 

- 

. 

•1,100 

116,160 

North  Shore  (Revere). 

501,465 

- 

- 

"1,386 

201.960 

Orange,  . 

66,392 

> 

. 

244 

26.000 

Palmer.  . 

89.480 

- 

-    . 

207 

38,280 

Pittefield. 

387,090 

1,000 

600 

"928 

122,260 

Plymouth, 

157,950 

. 

-    . 

407 

64,027 

Qaincy,  . 

559,680 

~ 

. 

1,400 

274,560 

Salem,     . 

469,050 

- 

- 

"1.394 

181,ft25 

Somerville,      . 

1,111,400 

- 

- 

"2,500 

264,000 

Southbridge,  . 

112,262 

- 

. 

375 

15,840 

South  Hadley  Falls 

» 

44,400 

- 

- 

"256 

44.000 

Spencer, 

41,676 

- 

- 

"397 

40,000 

Stoughton, 

63,360 

- 

. 

250 

47,520 

Suburban  (Boston) 

f 

82,400 

~ 

.    - 

"350 

89,600 

Taunton, 

107,731 

— 

. 

325 

40.000 

Union  (Franklin), 

115,320 

- 

. 

400 

43.300 

United  (Springfield), 

653,154 

65,328 

9,662 

"600 

230.000 

Uxbrldge  &  Northbrldg^ 

8,        . 

139,440 

- 

- 

437 

53,000 

Waltham, 

181,920 

— 

~ 

"437 

65,570 

Walworth  (Boston), 

5.280 

- 

- 

IB  - 

- 

Ware,      .        .        .        , 

64,960 

- 

« 

■0  211 

16.700 

Webster, 

77,920 

- 

. 

340 

60,(K)0 

We*tborough, 

100,870 

- 

• 

249 

28.075 

Wcstfield.       .        . 

84,0«0 

. 

. 

at  240 

40.500 

Weymouth,    . 

625.516 

- 

- 

« 1,381 

252.578 

Whitman, 

189.240 

. 

- 

570 

130,040 

Winchendon, . 

146,045 

- 

• 

«336 

146,005 

Woburn. 

894,880 

. 

- 

8*3,164 

374,880 

Worcester,      .... 

644,160 

— 

"" 

1,943 

167,950 

*  ft  poles  set  elsewhere  and  trees  used  to  some  extent. 

*  6  poles  set  elsewhere  and  trees  used  to  some  extent. 
B  Poles  of  other  oompanles  used  also. 

*  Use  also  brackets  on  trees.  •  6  miles  wire  attached  to  trees. 

*  27  poles  set  elsewhere;  also  trees  and  buildings  used. 

T  25  poles  set  elsewhere.  •  11  poles  set  elsewhere. 

*  25  poles  set  elsewhere.  "  14  poles  set  eUe where. 

11  80  poles  set  elsewhere;  also  buildings  used  to  a  limited  extent. 
»  10  poles  set  elsewhere;  also  trees,  outriggers  and  roof  structures  need  to  a  limited  extent. 
"  Also  roof  structures  and  trees  used.  ^*  10  poles  set  elsewhere ;  also  trees  used. 

u  4  polec  set  elsewhere.  ^  75  poles  set  elsewhere. 

"  Also  43  roof  structures. 
u  28  poles  set  elsewhere  and  6  roof  siruotures.   "  Only  roof  stmctnres  nsed. 
M  15  poles  set  elsewhere.  *^  12  poles  set  elsewhere ;  also  trees  used. 

**  13  poles  set  elsewhere.  **  21  poles  set  elsewhere. 

**  06  poles  set  elsewhere. 


Digitized  by 


Google 


104 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


The  following  table  shows  the  nnmber  of  motors  fnrniehed  off 
arc,  incandescent  and  power  circuits,  the  number  of-  single  and 
double  arc  lamps,  and  the  number  of  plain  and  copper-coated 
carbons  used  during  the  year :  — 


2- 

mid 

H 

sal 

Komber 

Hamber 

Komber 

N«mbcr 

Si 

Hi 

of 

of 

of 

of  Copper* 

KAMB  or  COMPAHT. 

eg 

**& 

Blngls 

Doubto 

Pl*ln 

onstvd 

l« 

5-" 

Arc 

Arc 

Carbons 

Carbons 

^53 

1^ 

Lampt. 

Lsmpt. 

Used. 

Used. 

Ahlngton   and  Rock- 

26 

1,626 

Adams, 

- 

- 

1- 

~ 

. 

40 

11,000 

11,000 

Amesbniy, . 

- 

- 

18 

22 

70 

4 

- 

20,000 

Amberet,     . 

— 

- 

— 

» 

. 

- 

- 

• 

Andover,     . 

- 

« 

- 

« 

1 

80 

16,760 

- 

Atbol, . 

. 

• 

. 

. 

87 

10 

. 

12,000 

BeverlT,      . 

Bine  Hill  (Canton),   . 

- 

~ 

- 

. 

20 

84 

. 

33,000 

. 

> 

~ 

. 

6 

44 

. 

8,000 

Boston, 

90 

6 

33 

821 

858 

2,050 

. 

l,9a.500 

Bridgvwater, 

- 

- 

- 

» 

33 

2 

- 

8,600 

Brookline,  . 

_ 

m. 

8 

40 

. 

279 

• 

224,908 

Cambridge, 

- 

. 

36 

7fi 

50 

435 

- 

225,000 

Cbarlestown, 

1 

« 

- 

1 

87 

169 

- 

168.572 

Cbelwa, 

- 

I 

-. 

n 

100 

200 

27,000 

63,000 

Cbfcopee,     . 

- 

- 

- 

60 

_ 

- 

15,000 

Citiaens'  (Wakefield), 

- 

- 

- 

* 

-. 

29 

50 

260 

Clinton,       .       . 

2 

— 

• 

H 

49 

39 

80,946 

. 

Cohasset,    . 

- 

- 

• 

. 

- 

- 

• 

Cotrage  C\tj,      . 

- 

- 

- 

- 

54 

- 

6.600 

• 

Dedbam,     . 

— 

- 

- 

- 

• 

80 

13,366 

- 

Eastharopton,     . 

~ 

- 

- 

- 

83 

- 

- 

7,000 

Edl4on  (Boston). 

- 

936 

— 

2,917 

ZtiO 

35 

150,000 

EdUun  (Brockton).    . 

• 

39 

- 

176 

166 

«• 

- 

68,8» 

Edison  (Fall  RWcr).  . 

- 

140 

- 

140 

- 

- 

- 

• 

Edison  (Lawrence),   . 

- 

02 

- 

104 

80 

6 

44,720 

« 

Fall  River,  .       .       . 

. 

. 

. 

. 

168 

283 

6I,U00 

1R6.000 

FItcbhnrff,  . 

1 

- 

~ 

Ifi 

69 

179 

20,000 

78,000 

Framingbam,     . 
Franklin  (Tamer's 

. 

- 

• 

. 

4 

69 

•m 

25,000 

Falls).      .       .       . 

. 

. 

- 

. 

22 

- 

- 

12.000 

Gardner,     .       . 

- 

- 

- 

- 

64 

88 

1,000 

18,940 

Oloncenter,  . 

* 

- 

• 

~ 

64 

4 

20,000 

5,000 

Great  Harrington, 

- 

- 

- 

* 

88 

- 

7,600 

2,500 

Greenfield,  . 

- 

5 

mm 

16 

61 

4 

18,000 

Holyoke,     . 

. 

1 

0 

00 

230 

190 

160,000 

- 

Harerhill,    .       .       . 

- 

30 

- 

27 

66 

100 

- 

126,000 

Hudson, 

. 

. 

. 

• 

20 

4 

2,000 

7,000 

Hyde  Park,        .       . 

. 

- 

. 

- 

12 

138 

- 

- 

- 

- 

- 

170 

114 

- 

'    86,88i 

Lee 

«• 

— 

W 

— 

•• 

■" 

• 

* 

Leicester,     . 

. 

. 

. 

. 

. 

- 

- 

. 

Leominster, 

- 

.. 

. 

. 

27 

56 

• 

. 

Lowell, 

. 

- 

78 

384J 

360 

196 

- 

262,000 

Lynn,  .... 
Maiden,       .       . 

. 

- 

35 

278 

177 

304 

* 

242,000 

. 

. 

. 

^ 

200 

86 

. 

66.600 

Marlborongb, 

- 

- 

- 

- 

76 

45 

86,568 

7,000 

Mlddleborongb,  . 

- 

- 

- 

- 

- 

- 

- 

- 

Mlllbury,    .        .       . 

* 

w 

•> 

* 

37 

1 

— 

mm 

Milford,      .       .       . 

- 

9 

• 

27 

80 

- 

16,000 

15,000 

Milton,        .       .       . 

. 

* 

— 

— 

— 

• 

» 

• 

Nantneket,  . 

• 

- 

- 

- 

42 

- 

- 

10,656 

Natick,        .       .       . 

. 

.. 

9 

•48A 

9 

84 

1,200 

14.000 

New  Bedford,     . 

> 

34 

32 

179 

860 

146 

19.728 

110,648 

Newbnryport,     . 

- 

8 

"• 

ft 

158 

2 

"" 

47,000 

^  Supplies  power  for  elecirlo  railway*    *  Also  supplies  power  for  electric  railway* 
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NAME  OP  OOXPANT. 


III 


ii 


Vomber 

of 
Slnirlo 

Arc 
Lamps. 


Number 

of 

iXMMe 

Arc 


Namber 
of 

Plain 
Cvrbona 

Dsed 


Number 
of  Copper- 
coated 
Carbona 
Uaed. 


Newton, 

North  Adams,     . 
NoithaiDpton, 
North  Attleborouirh,  . 
North  Shore  (Revere), 
Oranse, 
Palmer, 

PItteaeld.    .       .       . 
Plymoath,  . 
Qaincj,       .       .     '  • 
Balem, 
Somerrllle, . 
Sonthbrfd^e, 
South  Hadley  Falls,  . 
Spencer, 
Stonghton,  . 
Subarban  (Boston),   . 
Taonton,     . 
Union  (Franklin),      . 
United  (Springfield), . 
Uxbrldge  and  North- 
bridge,     . 
Waltham,   . 
Walworth  (Boeton),  . 
Ware, .... 
Webeter,     . 
Westhoroagb,     . 
Westaeld.   • 
Weymoaih, 
Whitman,    . 
WInchendon, 
Wobam,     • 
Worcester,  . 


20 


221 


a05 
M9 


461 


16 


1444 


19 


16 


47 
66 


7 

184 

162 

15 

80 

112 
34 

110 
16 
78 

71 

67 

146 

14A 

44 

190 

fiS 

106 

20 

89 

4 

83 

100 
1 

47 
21 
88 

810 


102 

84 

3 

47 

1 

86 

43 

8 

98 

18A 

246 

6 


12 
80 

420 


30 

4A 

8 

72 

10 
82 

12 

86 

894 


16,000 

18,000 

18,280 

9,838 
6,090 
30,000 
400 
8,000 
1,300 

23,000 
10,000 
26,000 

8,32? 
82,962 

4000 
10,059 
06,000 

0,000 

23,300 

1.600 

6.366 

12,000 

64,961 


44,000 
67,000 

10,000 


8,968 

41,000 

0,102 

280.000 

108,000 

6,000 


78,000 

3.986 

277,688 


40,790 

10.000 

20,000 

10,000 

9,000 

8,867 


428,760 
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The  following  table  shows  the  price  charged  by  the  several 
electric  light  companies  for  commercial  lights  on  June  30, 1892 :  — 


NAJIE  OF  COMPANY. 


Price  for  Oommerclal  Lights. 


Abington 
land, 


&    Rock- 


■■{ 


Adams, 

Amesbnry, 

Amherst,  . 

AndoTer,  •       • 

Athol, 
Beverly,    . 

Blue  Hill  (Cantoi 


n),  I 


Boston, 


Bridge  water, 


One  cent  per  16  candle  lamp  hour;  10  per  cent,  discount 
for  prompt  payment,  customers  pay  for  wiring  and  re- 
newals. 

For  17  c.  p.  incandescent  lights  for  business  places  open 
every  night  until  11  p.m.,  f  13.00  each  per  year;  open  6 
nights  per  week,  f  12.00;  open  4  nights  per  week,  $9.00; 
renewals  free ;  wiring  in  stores  and  offices  free,  in  dwell- 
ings at  co6t. 

Arc  lights,  3  nights  per  week,  each  lamp.  $57.00;  4  nights, 
$63.00 ;  6  nights,  $69.00 ;  6  nigbttt,  $76.00 ;  7  nights,  $81  00 
per  year.  Incandescent  lights,  16  c.  p.  lamps,  3  nights 
per  week,  $8.00  per  year,  and  $1.00  per  year  additional 
for  each  additional  night  per  week;  20  c.  p.  lamps,  3 
nights  per  week,  $9.00  per  year,  and  $1.00  per  year  addi- 
tional tor  each  additional  night  per  week ;  32  c.  p  lamps, 
3  nights  per  week,  $16  00  per  year,  and  $2.00  per  year 
additional  for  each  additional  night  per  week.  Wiring 
at  owners'  expense.    All  lamps  at  consumers'  expense. 

Incandescent  llfthts,  one  cent  per  hour,  16  c.  p.  lamps  by 
meter;  dwelling  hoose  wiring  at  cost;  commercial  wir- 
ing free ;  renewals  at  cost. 

Incandescent  lights  until  9  p  jr.,  3  nights  per  week  for  10 
months  and  one  night  for  2  months,  $8.14  per  year;  5 
nights  per  week  until  8.30  and  one  night  to  10  P.  M., 
$10  00  per  year.  Wiring,  store;!,  free.  All  other  places 
from  $2.60  to  $5  00  per  outlet;  renewals  or  contract 
lights  free ;  customers  pay  for  metered  lights  renewals. 

Arc  lights,  $75.00  per  }  ear. 
are  used. 


Run  only  where  street  lights 


Arc  lights,  50  cents  per  night.  Incandescent  lights,  16  c.  p  ; 
7  nights  per  week,  $l.l6g  per  month;  6  nights  per  week, 
$1  00-each  per  month ;  4  nights  per  week,  87^^  cents  each 
per  month ;  3  nights  per  week,  82  cents.  Cubiomers  pay 
for  wiring  and  renewals. 

Incandescent  lights,  one  cent  per  ampere  hour  by  meter ; 
$10.00  per  year  per  light  by  comract.  Wiring,  $2.00  and 
$2  75  per  light;  lamp  lenewals,  70  cents  each. 

Arc  lights  under  contracts,  1  lamp  for  12  mos.,  75  cents ; 
for  6  mos.,  80  cents;  for  3  mos.,  90  cents ;  2  lamps  fur  12 
mos.,  each  70  cents ;  for  6  mos  ,  each  76  cents ;  for  3  mos  , 
each  85  cents;  3  or  4  lamps  for  12  mos.,  each  65  cents; 
for  6  mos.,  each  70  cents ;  for  3  mos  ,  each  80  cents ;  5  to 
7  lamps  for  12  mos.,  each  60  cents;  for  6  mos,,  each  65 
cents ;  for  3  mos  ,  each  75  cents  per  day ;  8  or  9  lamps 
for  12  mos.,  each  55  cents ;  for  6  mos.,  each  60  cents ;  for 
3  mos.,  each  70  cents;  10  lamps  for  12  mos,  each  60 
cents;  for  6  mos.,  each  55  cents;  for  3  mos.,  each  66 
cents  per  day.  Incandescent  lights  under  contracts,  125 
c.  p.  tor  12  mos.,  each  lamp  50  cents  per  day ;  65  c.  p.  lor 
12  mos  ,  30  cents  per  day ;  32  c.  p.  for  12  mos.,  20  cents 
per  day ;  16  c.  p.  1  cent  per  hour  by  meter.  Inside  in- 
cande.scent  wiring  charged  to  customer  at  cost;  lamps 
fui-ni»bed  and  renewed  free,  except  those  broken  by 
customer. 

Incandescent  lights,  1  cent  per  ampere  hour  or  $10.00  per 
year  for  16  c  p.  lamps;  wiiing  $2.00  per  lamp,  open 
wiring;  $2.76  per  lamp  for  concealed  work.  Lamp  re- 
newals free. 
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NAME  or  COMPANY. 


Price  for  Gommerdal  LIf  htt. 


Brookline, 

Cambridge, 

CharlestowD,    . 
Chelsea,    . 

Citizens' (Wakefield),^ 
I 

[ 

Clinton,     .       .        .< 

1 

Cobasset,  .  •  .| 
Cottage  City,    .      *. 

Dedbam,  •  .  .< 
Edison  (Boston),  A 
Edison  (Brockton),  ,j 
Edison  (Fall  River),  j 

Edison  (Lawrence), . 
Fall  River, 

Fitchbnrg, 


Arc  lights.  $65.00  to  $10000  per  year  according  to  boars 
bnrnt.  Incandescent  lisbtfi,  $1.00  to  $1.60  per  mo.,  16 
c  p.  lamps,  according  to  hours  burnt,  and  l^  cents  per 
hour  by  meter. 

Arc  lights,  6  days  per  week  to  10  p.m  ,  $100.00  per  year  per 
lamp ;  7  days  per  week,  $120.00 ;  6  days  per  week  to  12 
P.M.,  $120.00  per  year;  7  days  per  week,  $140.00  In- 
candescent lights.  20  c  p.,  yearly  contract,  1  lamp  $10.00, 

6  lamps  $9  50,  10  lamps  $9.00, 15  lamps  $8.50,  20  lamps 
$8  00  each ;  32  c.  p.,  $24.00  to  $30.00;  65  c.  p..  $40.00  to 
$48.00;  16  c.  p.,  $10  00  per  year;  16|  per  1,000  watts  by 
meter.    Consumers  pay  for  lamps  and  renewals. 

Arc  lights,  50  cents  per  niffbt.  Incandescent  lights,  50  cents 
per  night  per  sronp  of  8,  16  c.  p  lamps  running  an  aver- 
age o(  abont  6  hours  per  night.    Lamp  renewals  free. 

Arc  lights,  40  cents  per  lamp  per  night  nntil  12  p.m..  25 
cents  nntil  6.30  p.m.  Incandescent  lights,  16  c  p.,  $1  25 
per  mo.  for  stores-.  By  meter  1^  cents  per  boar.  Re- 
newals, 65  cents  each. 

Incandescent  lights,  1  cent  per  honr,  16  c.  p.  lamps  by 
meter.  $1  00  per  month  by  contract  for  16  c.  p.  lamps; 
$1.75  for  32  c  p.  lamps.  Wiring,  $2.00  per  lamp  for 
cleat  work ;  over  10  lamps  $2.00  per  lamp ;  do  no  con 
cealed  work.  Renewal^*,  60  cents  for  16  c.  p.  lampsi  75 
cents  for  32  c.  p.  Arc  lights,  7  nifrhts  per  week,  $108.00 
per  year;  6  nights,  $96.00;  5  nights,  $84.00;  4  nights, 

Arc  lights.  1  light,  $8.33  per  mo. ;  2  lights.  $7.50  each ;  3 
lights,  $7.00  each ;  4  or  more  lights,  $6.50  each.  Incan- 
descent lights,  $1.00  per  liffht  per  month,  meter  rates  1^ 
cents  per  hoar,  with  special  rates  to  large  consumeni. 
Wiring  and  renewals  f^ee. 

Incandescent  lights,  contract  rates  for  each  customer;  cus- 
tomers pay  for  renewals. 

Arc  lights,  $50  00  per  season  of  90  days. 

Arc  lights,  $70,00  per  rear  Incandescent  liebts  on  con- 
tracts based  on  $10  00  per  lamp  per  year  nntil  10  p.m  ; 
by  meter,  20  cenu  per  1,000  watt  hours. 

Incandescent  liKbtM.  1  cent  per  honr,  16  c.  p.  lamp  by  meter. 
Lamp  renewals  ft-ce ;  inside  wiring  charged  to  customer. 

Arc  lights,  4  nights  per  week,  each  lamp  $9.00  per  month. ; 

7  nights,  $10.00  Incandescent  lights,  $0,015  per  16  c.  p. 
lamp  hour  by  meter.    Lamp  renewals  free. 

Incandescent  lights,  1  and  1^  cents  per  16  c  p.  lamp  honr 
by  meter.    Inside  wiring  at  net  cost ;  renewals  firee. 

Arc  lights,  every  night  till  midnight,  $10.00  per  mo  ;  6 
niKhis  per  week,  $800;  4  nights.  $7.50, 3  nights,  $3  00. 
Incandescent  lights,  1  cent  per  16  c.  p.  lamp  hour  by 
meter,  less  5  per  cent,  for  prompt  payment.  Renewals 
free. 

Arc  lights,  1  to  4  liffhts,  each.  $8.00  per  mo  ,  6  to  8,  each, 
$7.00, 9,  $60.00, 10,  $65.00, 11,  $70.00, 12  to  15.  each,  $6.25, 
16  or  more,  each,  $6  00  per  mo.  Incandescent  liffbts,  20 
cents  per  1,000  watt  hours  by  meter.    Renewals  free. 

Arc  lights,  3  nights  per  week,  1  to  4  lights,  $10.00  each 
light  per  mo.,  5  to  9  lights.  $9.00  per  mo  .  10  or  more, 
$8.00;  4  nights  per  week,  1  light.  $10.50;  2  to  4,  $10.00 
each;  5  to  9,  $9.00;  10  or  more  $8  00;  5  nights,  1  light, 
$11.00;  2  to  4,  $10  00;  5  to  9,  $9.00;  10  or  more,  $8  00 ; 
6  nights,  1  light,  $12.00;  2  to  4,  $11  00;  5  to  9,  $10.00; 
10  or  more,  $9.00 ;  7  nights,  1  liffht,  $13.00 ;  2  to  4,  $12.00 ; 
6  to  9,  $11.00;  10  or  more,  $10  00  Incandescent  lights, 
per  meter,  stores,  25  cents  per  1,000  watt  hours,  resi- 
dences, 30  cents.    All  lamps  paid  for. 
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NAME  OF  COMPANY. 


Framlogham, 


Franklin 
Falls) 


Gardner,  . 


..  .1 

I 

( 

1  (Turner's  ^ 


Price  for  Commercial  LlghU. 


.         •  - 


Gloacester, 


Holyoke, 


Hndson,    • 

Hjde  Park, 
Lawrence, 

Leicester,  . 


Arc  lights,  172.00  per  year;  if  only  2  lights,  $34.00  each; 
if  only  1  light,  $96.U0.  Incandescent  lights,  by  meter, 
1  cent  per  famp  honr;  by  contract,  $1.2A  each  per  month 
if  3  lishts  or  less;  if  more  than  3,  $1.00  each ;  12  lights 
for  $10.00  per  month.  Largernamber  by  contract.  Wirmg 
in  stores,  $1.60  per  lamp,  houses  at  cost.  Renewals 
free. 

Incandescent  lights,  4  nishts  in  the  week  to  9  p.m.,  $7.00 
per  year;  6  nights  in  the  week  to  11  p.m.,  $10.00.  Wir- 
ing and  renewals  free. 

Arc  lights,  for  yearly  contract,  6  nights  per  week,  $77.78; 
6  nights,  $66.67;  4  nights,  $55.55.  Incandescent  lights, 
25  cents  per  1,000  watt  hours;  by  contract,  $0.0122  per 
lamp  hour.  Shops,  mills  and  factories,  60  cents  per 
1,000  watt  hours,  or  by  contract  $0.0225  per  lamp  hour. 
Dlscoant  of  10  per  cent,  on  all  bills  if  paid  on  or  before 
the  tenth  of  the  month.  Lamp  renewals  free  to  meter 
customers,  at  cost  to  others. 

Arc  lights,  1  lamp,  $9.00  per  mo. ;  2  lamps,  $8.60  each ; 
more  than  2,  $8  00  per  month  each.  Incandescent  lights, 
6  nights  per  week  to  7  p.m.,  and  1  night  to  midnight,  16 
c.  p.  75  cents  per  lamp  per  mo.,  66  c.  p.  $3.00  per  mo. ; 
6  nights  to  9  p.m.,  and  1  night  to  midnight,  16  c.  p.,  $1.00, 
65  c.  p.,  $3  50;  7  nights  to  midnight,  16  c.  p.,  $1.26,  65 
c.  p.,  $4.00  per  lamp  per  mo.  Rates  by  meter,  18  cents 
per  1,000  watt  hours.    Wiring  at  cost ;  renewals  free. 

Arc  lights,  25  cents  per  night.  Incandescent  lights,  16  c.  p., 
$10.00  per  lamp  per  year  by  contract;  by  meter,  1  cent 
per  ampere  hour.    Renewals  free. 

Arc  lights,  averaging  16  hours  per  week,  $65.00  per  lamp 
per  year.  Incandescent  lights,  metered  lights  at  1  cent 
per  16  c.  p.  lamp  hour;  contract  rates,  $6  00  to  $20.00 
per  lamp  per  vear,  Imsed  on  1  cent  per  hoar  and  esti- 
mated hoars  of  consumption.    Lamp  renewals  free. 

Arc  lights,  50  cents  per  night.  Incandescent  lights,  $1.26 
per  mo.    Wiring  and  renewals  flree. 

Arc  lights,  6  nights  per  week,  $100.00  each  per  year;  4 
nights,  $76.00 ;  3  nights,  $70  00.  Incandescent  lights  by 
meter  or  contract,  1^  cents  per  hour  for  16  c.  p.  lamp ; 
discounts  5  per  cent,  on  contract  lights  in  stores  and 
shops,  on  metered  lights ;  25  per  cent,  for  dwellings  and 
small  bills ;  33  per  cent  for  hotels,  and  for  large  consump- 
tion.   Arc  wiring  free ;  incandescent  renewals  at  cost. 

Arc  lights.  $6.25  per  mo.  Incandescent  lights,  by  con- 
tract, 50  cents  to  $1.00  per  mo. ;  by  merer,  1  cent  per 
hour.    Renewals  free;  customer  pays  for  wiring. 

Arc  lights,  $70.00  per  year.  Incandescent  lights,  $10.00 
each,  per  year  until  10  p.m.;  20  cenu  per  1,000  watt 
hours  by  meter. 

Arc  lights,  3  nights  per  week,  $6.00  per  lamp  per  mo. ;  6 
nights,  $8.00;  7  nights,  $10.00.    Wiring  f^ee. 

Incandescent  lights,  stores,  20  c.  p.,  $9  00  per  year  till 
10  P.M. ;  $11.00  till  12  p.m.  ;  32  c.  p.,  $18.00  till  10  p.m.  ; 
$22  00  till  12  p.m.;  6.5  c.  p,  $38.00  till  10  p.m  ;  $42.00 
till  12  p  M.  Ten  per  cent,  advance  for  seven  days  of  the 
week.  Meter  rates,  residences,  20  cents  per  1,000  watt 
hours;  hails  and  churches, 30  cents.  Wiring  $3.00  per 
light;  renewals  f^e. 

Incandescent  lights,  $10.00  per  lamp  per  year;  6  per  cent, 
dlscoant  for  all  lamps  when  number  is  5  or  more.  In 
houses,  for  hall  light,  $7.60  per  year;  balance  of  house 
graduated  to  this.  Wiring  and  renewals  paid  by  cus- 
tomer. 
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NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


Leominster, 
Lowell, 

L3^ny        •       • 
Maiden,    . 

MarlboroDgh,  . 
Middleborough, 


Milford, 


Millbury,  . 
Milton,  . 
Nantucket, 


Arc  Ifgbta,  $76  00  per  year.  Incandescent  lights  antil  10 
o'clock,  (10.00  per  year;  until  12  o'clock,  f  12.00;  all 
nigbt,  $18.00;  by  meter,  20  cents  per  1,000  watt  bours. 
Renewals  65  cents  eacb. 

Arc  llgbts,  $10.00  per  lamp  per  montb,  burned  every  nigbt, 
50  cents  per  lamp  per  nigbt,  burned  3  or  4  nigbts  per 
week ;  $8  44  per  lamp  per  month  on  yearly  contracts, 
part  burned  outside  stores  everv  nlffht,  part  inside  3 
nights  a  week.  Incandescent  lights,  $1.00  per  lamp  per 
mo.  for  contract  lights,  16  cents  per  1,000  watts  by  meter. 
Wiring  at  cost,  renewals  free. 

Arc  lights,  4  nights  to  6  30 ;  1  night  to  11 ;  and  1  night  to  12 
p.M  ,  each  week,  $7.50  per  lamp  per  mo.;  5  nights  to  11, 
and  1  nlffbt  to  12  p.m.  eacb  week,  $10.(  0;  if  burned  Sun- 
day night  also,  $11.00  per  mo.  Incandescent  lamps, 
$1  00  to  $1.25  per  lamp  per  mo. ;  by  meter,  20  cents  per 
1,000  watt  bours.    Renewals  free,  on  contract  lights  only. 

Arc  lights,  $10.00  per  mo.  Incandescent  lights,  $1.00  per 
mo.  for  16  c.  p  lamps ;  for  contract  lights,  1^  cents  per  16 
c.  p  lamp  hour  by  meter.  Lamps  and  renewals  for  con- 
tract lights  free.    For  metered  lights  no  hw  renewals. 

Arc  lights,  every  nigbt,  1  light,  $8.50  per  mo  ;  2  or  more 
lights,  $7.50  each ;  3  nights  per  week.  1  light,  $7.50  per 
mo  ;  2  or  more  lights,  $5.00  eacb.  Incandescent  lights, 
16  c.  p.,  stores  closing  3  nigbts  a  week  at  6  p.m.,  $10.00 
per  year;  6  nights  per  week  burning  until  9  p.m  ,  $1200; 
until  11  PM.,  $13  50;  until  12 P.M.,  $15.00.  Wirlngand 
renewals  free. 

Incandescent  lights,  $10.00  per  lamp  per  year.  Wiring  and 
renewals  at  cost. 

Arc  lights,  outside,  every  night,  April  to  October,  $6  67  per 
lamp  per  mo.:  October  to  April,  $10.00.  Inside  use,  April 
to  October,  1  lamp  6  or  7  nights  per  week.  $8.00  per  mo. ; 

2  lamps  6  or  7  nights  per  week,  $14  50;  3  lamps  6  or  7 
nights  per  week,  $20  50 ;  4  lamps  6  or  7  nlsbts  per  w^eek, 
$25.50.  For  4  nights  per  week,  11am p  $6.00;  2  lamps, 
$10.75;  3  lamps,  $16.00 ;  4  lamps,  $20  00  For  3  nights 
per  week,  1  lamp,  $5  50;  2  lamps,  $10  00;  3  lamps, 
$15  00;  4  lamps,  $18  00.  From  October  to  April,  6  or  7 
nigbts  per  week,  1  lamp,  $12.00;  2  lamps,  $21.50;  3 
lamps,  $30.50 :  4  lamps,  $38.50.  4  nights  per  week,  1 
lamp.  $9.75;  2  lamps,  $17  00;  3  lamps.  $24.00;  4  lamps, 
$31.00    3  nights  per  week,  1  lamp,  $9.50 ;  2  lamps,  $  15.00 ; 

3  lamps,  $22  50;  4  lamps,  $28.00.  Transient  lights.  75 
cents  per  light  per  night.  Incandescent  lights  by  meter, 
1|  cents  per  lamp  hour.  On  contract.  16  c.  p.  lamps 
burning  every  nigbt  until  11  p.m.,  $1  25,  until  9  p  m., 
$1  00.  If  burnt  4  evenings  per  week.  $1  00  per  mo. ;  3 
evenings,  90  cents  if  as  many  as  3  lights  are  used.  For 
5  or  more  lights,  wiring  and  renewals  free ;  other  wiring 
and  renewals  paid.  For  10  or  15  lights,  1  consumer,  10 
per  cent,  discount;  more  than  16, 15  per  cent,  discount. 
Factory  lighting,  from  4  to  6  p.m.,  65  cents  per  lamp  per 
month. 

Incandescent  lights,  50  cents  per  candle  per  year.  Wiring 
at  cost.  Renewals  free  for  commercial  lamps ;  domestic 
lamps  80  cents  each.    Arc  lights  $80  00  per  year. 

Incandescent  lights,  1  cent  per  hour  by  meter  for  eacb  16 
c.  p.  lamp.  Contract  lights,  16  c.  p.,  $10  00  per  year; 
25  c.  p.,  $18.00.    Renewals,  50  cents  per  lamp. 

Arc  lights,  $10.00  each  per  montb.  Incandescent,  16  c.  p. 
$10  00  each  per  year.  Wiring  and  renewals  paid  by 
customers. 
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NAME  OF  CX)MPAXr. 


Price  for  Gommercial  Lights. 


NaUck, 


New  Bedford, 


Newbaryport, 


Newton, 


North  Adams, . 


Northampton, 


North  Attleboroagh, 
North  Shore  (Revere) , 


Arc  llghti,  l0t  light,  $800,  2d  liftht,  f7  00.  3d  light,  86.00 
per  month.  In<.*snde8oent  lights,  first  three,  $1.20  per 
mo.  each ;  second  tbree,  $1  00 ;  third  three,  80  cents ; 
fourth  three,  60  cents;  additional  lamps,  50  cents  each. 
Wiring  and  renewals,  free. 

Arc  lights,  aboat  5  cents  per  hoar,  and  rent  of  lamp  at 
$10  00  per  year.  Incandescent  lishts,  I  cent  per  16  c.  p. 
lamp  hour.    Discounts,  bills  $8.00  per  month  and  under, 

6  per  cent  ;  $8.00  to  $16.00. 10  per  cent. ;  $16.00  to  $20.00, 
15  per  cent. ;  over  $20  00,  25  per  cent,  for  prompt  pay- 
ment.   Wiring,  by  contract    Lamps  and  renewals  free. 

Arc  lights,  4  to  7  nightF  per  week.  I  lisht,  $10.00  per  mo. ; 
2  lights,  $9.00  each ;  3  or  more,  $8  00  each ;  1  to  3  nights 
per  weeic,  I  light,  $7  00  per  mo. ;  2  lights,  $6 .25  each ;  3 
or  more.  $5  67  each  Series  incandescent  lights,  6-5  c.  p., 
4  to  7  nigbts  per  week,  I  light,  $5.00  per  mo. ;  2  lightu, 
$4. 75  each  ;  3  lightf<,  $4  60  each ;  4  lighto,  $4  25  each ;  5 
or  more,  $4.00  each.  1  to  3  nights  per  week,  I  light, 
$3.50  per  mo. ;  2  lights,  $3  37^  each ;  3  lights,  $3  25  each ; 
4  lights,  $3.12A  each;  5  lights,  $3.00  each;  6  or  more, 
$2.83^  each.  Direct  current  incandescent,  20  c.  p.  lamp, 
4  to  7  nights  per  week,  $1  25  each  per  mo  ;  1  to  3  nights 
per  week,  $1.00 ;  32  c.  p.  lamp,  4  to  7  nights,  $2  00  each 
per  mo. ;  1  to  3  nigbts  per  week,  $1.60.  8  per  cent,  dis- 
count from  these  prices  for  incandescent  lights,  and  a 
further  discount  of  5  per  cent,  on  all  bills  paid  before  the 
10th  of  the  month.    Renewals  at  consumers'  expense. 

Incandescent  lights,  by  contract,  $100  per  mo. ;  by  meter, 
25  cents  per  1,000  watt  hours.  Discount  of  10  per  cent, 
if  consumption  equals  100,000  feet  of  gas  per  year.  Re- 
newals at  customers'  expense ;  70  cents  for  16  c.  p  : 
$1.00  for  32  c.  p. 

Arc  lights,  single  lamp,  40  cents  per  night;  2  lamps,  36 
cents  each;  3  at  34  cents  each;  4  or  more  at  32  cents 
each.  Incandescent  lights,  $1  00  per  mo.  for  6  nights 
per  week ;  83|  cents  per  mo.  for  4  nights  per  week.  Re- 
newals free. 

Arc  lights,  $75.00  per  year  every  night  till  10  p.m.  ;  $100  00 
till  midnight;  $60  00  for  one  night  a  week  till  10  p  m. 
Incandescent  lamps,  16  c.  p  used  2  nishts  per  week  until 

10  p  M.  and  4  nights  until  6  p  m  ,  $8  00  each  per  vear ;  6 
nights  until  9  p  m.,  $10.00;  until  10  p.m.,  $12  00;  until 

11  P.M.,  $14  00;  until  midnight,  $16.00;  7  nigbts  until 
10  p  M..  $13  00 ;  until  11  p.m.,  $15 ;  until  midnight,  $17.00 ; 
all  night,  $20  00.  10  c  p.  used  2  nights  per  week  until 
10  p  M.  and  4  nights  until  6  p.m  ,  $7  00  each  per  year;  6 
nights  until  9  p.m  ,  $8  00;  until  10  p.m.,  $9.00;  until  11 
p.m.,  $10  00;  until  midnight,  $12  00;  7  nights  until  10 
PM.,  $10.00;  until  11  p.m..  $11.00;  until  midnight, 
$13.00;  all  night,  $15  00;  20  c  p.  used  2  nights  per 
week  until  10  p.m.  and  4  nights  until  6  p  m.,  $10.00  each 
per  year;  6  nights  until  9  p  m.,  $12.00;  until  10  p.m  , 
$15.00;   until  11  p.m,  $18.00;  until  midnight,  $20.00; 

7  nishts  until  10  p.m.,  $16.00;  until  11  p.m.,  $20  00; 
until  midnight,  $21.00;  all  night,  $25.00 ;  25  per  cent, 
added  to  the^e  rates  when  less  than  3  lights  are  used. 
By  meter,  I  cent  a  lamp  hour.  Wiring  and  lamps  on 
meter  ai  consumers'  cost ;  other  lamp  renewals  free. 

Arc  liffhtF,  $8.00  per  lamp  per  mo.,  6  nights  per  week ; 
$9.00,  every  night.  Incandescent  20  c.  p  lamps.  $1.25 ; 
25  c.  p  ,  $1.50;  32  C.  p.,  $2  00;  50  c  p.,  $3  00;  65  c  p  , 
$4  00  each  per  month.  Renewals  and  wiring  paid  by 
consumers. 

Arc  lifthts,  $80.00  per  year.  Summer  rates,  55  cents  ner 
night  per  light.  Incandescent  lights;  by  contract.  $1000 
per  year  until  10  p.m  ;  by  meter,  20  cenU  to  yearly  and 
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NAME  OF  COMPANY. 


Price  for  Commercial  Llgfati. 


North  Shore  (Revere) , 
Orange,    • 
Palmer,     . 


Fittsfleld, 


Plymouth, 

Qaincy,     . 

Salem,    '  . 

Somerville, 
Soutbbridge,     . 

South  Hadlej  Falls, 


Spencer,    . 
Stoaghton,        • 

Suburban  (Boston) 


..I 


30  cents  to  summer  customers  per  1,000  watt  hours. 
Renewals,  80  cents  each,  with  rebate  of  6  cents  for  old 
lamps.    Wiring  paid  bj  customers. 

Incandescent  lighu,  16  c  p ,  4  nights  a  week,  $9  00  a  year ; 
6  or  7  nights  a  week,  f  10.00  a  year;  20  c.  p..  i  nights  a 
week,  $l0.00a  year;  6  or  7  nights  a  week,  ^12.00  a  year. 
Wiring  at  cost.    A  charge  for  renewals. 

Arc  lights,  f 80  00  per  year.  Incandescent  lights,  $10.00 
per  year  till  10  p.  m.  Store,  wiring  and  renewals  firee ; 
house,  wiring  at  cost  and  renewals  75  cents  each. 

Arc  llshts,  until  6  p.  m.  3  nights  per  week,  and  until  9  p. 
M.  3  nights,  1  lamp,  $84.00  per  year,  2  or  more  lamps, 
•72.00  each ;  same  service  as  above  flrom  April  Ut  to 
September  Ut,  1  lamp,  $26  00,  2  lamps,  $24.00  each ; 
fl-om  September  Ist  to  April  1st,  1  lamp.  $65.00.  2  lamps, 
$60.00  each.  Until  9  p.m.  6  nights  a  week.  1  lamp 
$120  00  per  year,  2  lamps  $108.00.  Same  service  fh)m 
April  let  to  September  1st,  1  lamp  $40.00,  2  or  more 
lamps  $36  00;  September  Ist  to  April  1st,  1  lamp  $84.00, 

2  lamps  $76.00.  Incandescent  lights,  by  meter,  250 
ampere  hours  or  less,  I  2-10  cents  per  hour ;  250tod00, 
1  I-IO  cents;  500  to  1,500.  1  cent;  1,500  to  2,000,  9-10 
cents ;  2,500  to  3,500,  8-10  cents ;  3,500 or  more,  7- 10 cents. 

Arc  lights,  30  cents  per  lamp  per  night.  Incandescent 
lights,  four  nights  per  week  to  10  p.m.,  80  cents  per  lamp 
per  month ;  other  lights  to  10  p.m  90  cents,  to  midnight 
$1.00,  all  niffht  $1.50 ;  these  rates  for  16  c.  p.  lamps,  pro- 
portional rates  for  higher  candle  powers.  Meter  rates, 
20  cents  per  1,000  watt  hours  for  rebidences,  30  cents  per 
1.000  watt  hours  in  other  cases.  Meter  rentals  $2.00  to 
$4.00  per  year.    Renewals  60  cents  each. 

Incandescent  lights,  $1.00  per  mo.,  16  c  p.  lamp.'  Renewals 
for  stores  fhmished  by  company ;  houses,  by  consumers. 
Arc  lights  $87  00  per  year,  moon  schedule. 

Arc  lights,  every  eveniuff  except  Sunday,  $12.00  per  month ; 
incandescent  lights,  16  c.  p.,  one  cent  per  hour  by  meter. 
Contract  lights,  16  c.  p  lamps,  $1.00  per  lamp  per  month ; 
without  renewals  $1.25  per  month,  renewals  free.  Re- 
newals, 60  cents  each. 

Arc  lights,  $12500  per  year  for  drug  stores.  $80 00  for 
grocery  stores.  Incandescent  lights,  meter  rates,  20 
cents  per  1,000  watt  honrs ;  consumers  pay  for  renewals. 

Arc  lights,  single  lamp,  $80  00  per  year  for  drag  stores, 
$70.00  elsewhere;  2  lamps,  10  per  cent,  discount ;  3,  15 
per  cent,  discount.  Incandescent  lights,  $10  00  per  year 
for  one  16  c.  p.  lamp,  $50.00  for  six.    Renewals  free. 

Incandescent  lights.  6  nights  per  week  till  6  30  p  m  ,  $6.00 
per  year;  till  6  30  p  m.  ordinarily  and  till  10  p  m.  2  nights 
per  week,  $7.20;  till  6.30  p.m.  ordinarily  and  till  10  p.m. 

3  nights  per  week.  $7.80 ;  till  6  30  p.m.  ordinarily  and 
till  10  p  M  4  nights  per  week,  $8.40 ;  till  9  p.m.  6  niffhts 
per  week,  $8.40;  till  10  p  m.  6  nights  per  week,  $10  00; 
till  11  P.M.  6  nights.  $11  00.  Prices  are  for  16  c.  p.  lamps. 
Discount  of  5  per  cent,  on  bills  paid  within  A  days  Meter 
rates  20  cents  per  1,000  watt  hours.  Discount  of  5  per 
cent,  if  paid  within  15  days  from  date.  Wiring  and 
lamp  renewals  at  ooft. 

Arc  lights,  28  54  cents  per  night. 

Arc  lights.  $60.00  per  year. 

Arc  lights,  1  lamp  1  night  per  week,  75  cents,  2  or  more 
nights,  45  cents  per  night,  2  or  more  lamps  over  2  nights 
a  week,  40  cents,  10  or  more  lamps  6  nights  a  week,  3-5 
cents  per  light  per  niirht.  Incandescent  lights,  1  cent  per 
lamp  hour.    Renewals  free. 
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NAME  OF  COMPANY. 


Price  fbr  Commercial  Ughti. 


Taanton,  • 


Union  (Franklin), 


United  (Springfield), 


Ux bridge  and  Nortb- 
bridge,   • 


Waltbam,  • 


Walworth  (Boston) 


■I 


Arc  lights,  $8.00  per  month.  Incandescent  lights,  f  1 00 
per  month. 

Arc  lights,  single  lamp,  4  nights  per  week  till  10  p  m.,  $60  00 
per  year;  till  12  p  m  ,  $75  00;  every  night  (except  Sun- 
day) till  10  P.M.,  $75  00  per  year;  till  12  p.m  ,  $90  00. 
Incandescent,  16  c.  p.  lights,  eveiy  night  till  10  p.m., 
$10.00  per  lamp  per  year;  till  12  p.m..  $12  00;  till  day- 
light, $18  00;  &  c.  p.  till  10  p  M  ,  $12.00  per  year;  till 
12  P.M.,  $15  00;  till  daylight.  $21  00.  Above  20  c.  p  , 
spcial  rates.  By  meter,  20  cents  per  1,000  watt  honra. 
wiring  and  renewals  at  cost. 

Arc  lights,  35  cents  to  70  cents  per  lamp  per  night,  based 
on  a  rate  of  eight  cents  per  hoar.  Incandescent  liffhts. 
Rates  p>er  lamp  per  year  for  domestic  lighting ;  Ist  lamp, 
$9.00;  2d,  $8.00;  3d,  $7  00;  4th,  $6  00;  5th,  $5  00; 
6th,  $4  00;  7th,  and  all  others,  $3  00.  Rates  per  lamp 
per  year  for  business  lighting  until  6  p.m.  brdinarily  and 
10  P.M.  1  night  per  week ;  10  c  p.  lamps.  $5.50  each ;  16 
c.  p.,  $7.00;  25  c  p.,  $9  25;  50  c.  p  ,  $17  50;  100  c.  p., 
$33.50;  160  c.  p.,  $49  00.  Until  6  p.m.  ordinarily  and 
10  P.M.  2  nights  per  week;  10  c.  p  ,  lamps,  $6..M)  each; 
16  C.  p.,  $8.00;  25  c.  p  ,  $1075;  50  c.  p.,  $20  00;  100  c. 
p  ,  $38.50 ;  150  c.  p.,  $56  00.  Until  6  p.m.  ordinarily  and 
10  P.M.  3  nights  per  week ;  10  c  p.,  lamps,  $7.50  each ; 
16  c  p,$9  00;  25  c.  p.  $12.00;  50  c.  p.,  $22  50;  100  c. 
p.,  $43  25 ;  160  c.  p.,  $60  00  Until  8  pm.  ordinarily  and 
12  P.M.  1  night  per  week ;  10  c.  p.  lamps.  $8  00  each ;  16 
c  p..  $10.00;  25  c  p..  $13.25;  50  c.  p.,  $25  00;  100  c.  p  , 
$48  00 ;  150  c.  p  ,  $70.00.  Until  10  p  m.  every  night;  10 
c.  p.  lamps,  $9.00  each ;  16  c  p  ,  $11.00 ;  25  c.  p.,  $14  75 ; 
50  c.  p.,  $27  50;  100  c.  p.,  $52  7d:  150  c.  p.,  $77  00. 
Until  12  P.M  every  night:  10  c.  p   lamps,  $10  00  each; 

~'c.  p,$16  00;  50  c.  p..  $:J0.00;  100  c. 

.,  $84.00.  All  night  and  every  night ; 
Inmps,  $13.00  each ;  16  c.  p.,  $16  00;  25  c.  p.. 
W'ii'^'^;  50  c.  p.,  $40.00;  100  c.  p.,  $76.75;  150  c.  p., 
$112.00.    Renewals  free. 

Incandescent  lights,  16  c.  p.  lamps,  1  cent  per  hour  by 
meter;  by  contract  $10.00  per  year.  Wiring,  $2.00  per 
light  open,  $3.00  concealed ;  renewals  free. 

Arc  lights,  6  or  7  nights  per  week  till  12  p  m.,  1  light  $12.50 
per  mo  ;  2  lights,  $11.87^;  3  lights,  $11.25;  4  lishts, 
$10.62^;  6  lights,  $10  00;  4  or  5  nights  per  week,  1  light. 
$10.00;  2  lights.  $9.50;  3  lights.  $9  00;  4  lights,  $8.50;  5 
lights,  $8.00  each.  Discount  20  per  cent,  from  above 
prices  if  paid  on  or  before  the  15th  of  the  month.  Incan- 
descent lights,  16  c.  p  ,  6  or  7  nights  per  week,  $1.35  per 
light  per  mo.;  5  nights  per  week.  $1.30  each;  4  nights 
per  week,  $1  25  each.  Discount  35  cents  per  light  if  paid 
on  or  before  the  15th  of  the  month.  32  c  p.,  6  or  7  nights 
per  week.  1  light,  $2.75;  2  lights,  $2  62;  3  lights,  $2  48; 
4  lights,  82.34.-  5  lights,  $2  20;  4  or  5  nights  per  week,  1 
light,  $2.50;  2  lights,  $2.38;  3  lights,  $2  25;  4  lights, 
$2.12;  5  lighU,  $2.00  each;  65  c.  p.,  6  or  7  nights  per 
week,  1  light,  $5.00;  2  lights,  $1.75;  3  lights,  $4.50;  4 
lights,  $4  25;  5  lights,  $4.00;  4  or  5  nights  per  week.  1 
light,  $4..^0;  2  lights,  $4.28;  3  lights,  $4  05;  4  lights, 
$3  83;  5  lights,  $3.60  each.  Discount  10  per  cent,  from 
these  prices  if  paid  on  or  before  the  15ih  of  the  month. 
Rates  by  meter  1  cent  per  16  c.  p.  lamp  hour.  Lamp 
renewals  at  expense  of  consumer. 

Arc  lights,  50  cents  per  day.  Incandescent  lights,  16| 
cents  per  1,000  watt  hours;  special  rates  to  large  con- 
sumers.   Lamp  renewals  free. 


p.,  $57  50;  150  c 
10  c. 
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KAME  OF  COMPANY. 


Price  for  Ck>inmerc!al  Lights. 


Ware, 


Webster,   . 


Weatborougli, 


Westfield, . 


Weymouth, 


Whitman, 


Winchendon, 


Wobum, 


Worcester, 


Arc  lights,  $6.00  per  roo.  Incandescent  lights,  6  nights 
per  weelc  until  10  p.m.,  f  1.00  per  mo  ;  until  9  p  m..  83 
cents  per  mo. ;  3  nights  per  week  until  10  p.m.,  67  cents 
per  mo. ;  by  meter,  20  cents  per  1,000  watt  hoars.  Wir- 
ing at  cost ;  renewals  at  one  half  cost. 

Arc  lights,  bingle  light,  fSO.OO  per  year;  2  lamps,  $72  00; 
3  lamps,  $68.00 ;  6  or  more,  $60  00  each  per  year.  In- 
candescent lights,  1  light  until  12  p.m.,  $10.00  per  year; 
5  lights,  5  per  cent,  off;  10  lights  or  more,  10  per  cent, 
off.    Wiring,  stores,  free ;  bouses  at  cost ;  renewals  free. 

Arc  lights,  $80  00  per  year.  Incandescent  lights;  by  con- 
tract, $7.50  per  year  for  16  c.  p.  lamp;  $9.00  for  20  c.  p. 
lamp;  by  meter, 20  cents  per  1,000  watt  hours.  Wiring 
at  cost;  renewals  76  cents  each. 

Arc  liffhts,  $100  00  per  year  payable  monthly.  A  discoanc 
of  10  per  cent,  is  made  for  each  weelc-day  night  on  which 
the  lamp  is  not  burned  after  6  p.m.  Incandescent  lights, 
for  I  16  c.  p.  lamp  every  night  until  11  p.m.,  $1.25  per 
mo.;  every  night  except  Sunday  until  11  p.m  ,$1.15; 
5  nights  until  9  p.m.,  1  night  until  II  p.m  .  $1  00;  4 
nights  until  8  pm..  2  nights  until  11  p  m.,  85  centfl;  3 
nights  until  6  p.m.,  2  nights  until  9  p.m.,  I  night  until  11 
p  M.,  70  cents  per  mo  ;  10  c.  p.  lamps,  25  per  cent  less 
than  al)Ove  rates ;  20  c  p  lamps,  20  per  cent  more  than 
above  rates.  Exposed  wiring  free ;  lamps  and  renewals 
at  consumers*  expense. 

Incandescent  lights,  16  c  p.  lamps,  7  nights  per  week. 
$10  00  per  year;  6  nights,  $9  60;  6  nights,  $9.00;  4 
nights,  $8  50.  Wiring,  $3.00  per  light  for  concealed 
work,  $2.00  for  cleat  work ;  renewals,  16  c.  p.  lamps,  65 
cents  each,  with  rebate  of  5  cents  for  lamp  bases. 

Arc  lights,  4  nights  per  we^k  until  10  p.m.,  $60  00  per  year; 
until  midnight,  $75  00;  6  nights  per  weeic  until  10  p.m.. 
$75.00;  until  midnight,  $90.00.  Incandescent  lights,  16 
c  p.  until  10  p  M.,  90  cents  per  lamp  per  month;  until 
midnight,  $12.00;  until  daylight,  $18.00  per  year:  20 
c.  p.  lamps  until  10  p  M  ,  $12  UO;  until  midnight,  $15.00; 
until  daylight,  $21  00.    Renewals  at  customers'  expense. 

Arc  1iffht9, 4  nights  per  week  until  10  p  m  » $60  00  per  year; 
until  midniffht.  $75  00;  6  nights  per  week  until  10  p.m., 
$75  00 ;  until  midnight.  $90.00.  Incandescent  lights,  16 
c  p.  until  10  P.M.,  $10.00  per  lamp  per  year;  until  mid- 
night, $12  00;  until  daylighr,  $18.00.  20  c.  p.  lamps 
until  10  P.M.,  $12.00;  until  midnight,  $15  00;  until  day- 
light, $21.00;  above  20  c.  p..  special  rates.  By  meter 
for  residences,  20  cents  per  1,000  watt  hours,  in  other 
cases  30  cents  per  1,000  watt  hours.  Meter  rental,  25 
lii?ht  meter,  $2  00  per  year;  50  light,  $2  50;  100  light, 
$4.00.    Wiring  at  cost.    Lamp  renewals,  65  cents  each. 

Arc  lights,  7  nights  per  week,  $9.00  per  mo. ;  6  nights, 
$8.00;  5  nights.  $7.00;  4  nights  or  less.  $6.00.  Incan- 
descent lights.  6  or  7  nights  per  week,  $12  00  per  year; 
5  nights,  $11.00;  4  nights  or  less,  $10.00.  Renewals 
free ;  wiring  at  from  $1.50  to  $3.25  per  outlet. 

Arc  lights,  1  light  for  4  mos.  daily,  70  cents  per  light ;  for  8 
mos.  daily,  and  Saturd-iys  for  12 mos  ,  60 cents  per  light; 
2  lights  for  4  mos.  daily,  65  cents;  for  8  mos.  daily,  and 
Saturdays  for  12  mos.,  55  cents  each  per  night;  3  lights 
for  4  mos.  daily,  60  cents  each  per  night;  for  8  mos. 
daily,  and  Saturdays  tor  12  mos.,  50  cents  each  per 
night.  One  or  more  lights  every  night  in  the  year,  50 
cents  each.  Incandescent  lights,  6  nights  per  week, 
until  9  P.M  ,  $100  per  lamp  per  mo.;  until  10  30  pm., 
$1  25  per  mo. ;  until  11.30  p  m.,  $1  50  per  mo. ;  7  nights 
per  week,  until  10  30  p  m..  $1  50  per  mo. ;  nntil  12  p.m  , 
$1.75  per  mo. ;  all  night,  $2.00  per  mo.  Renewals  free 
to  stores;  others  at  cost. 
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Cases  pending  before  the  Board,  Dec.  81,  1892. 

Appeal  of  the  Braintree  Electric  Light  Company  from  the 
decision  of  the  selectmen  of  Braintree,  granting  permission  to 
A.  S.  Morrison  and  others  to  run  wires  over  certain  streets  in 
Braintree. 

Appeals  of  the  Randolph  and  Holbrook  Electric  Company,  and 
of  Edward  H.  Galligan  and  others,  from  the  decision  of  the 
selectmen  of  Randolph,  granting  permission  to  the  Randolph  and 
Holbrook  Light  and  Power  Company  to  erect  poles  and  wires  in 
the  streets  of  Randolph. 

Appeal  of  the  Bristol  County  Electric  Company  from  the 
decision  of  the  aldermen  of  Taunton,  refusing  to  grant  permission 
to  said  company  to  erect  poles  and  wires  in  the  streets  of  Taunton. 

Appeals  of  the  Boston  Electric  Light  Company  and  the  Edison 
Electric  Illuminating  Company  from  the  decision  of  the  aldermen 
of  Boston,  granting  permission  to  certain  parties  to  run  wires  over 
Summer  Street. 

Petition  of  the  Natick  Gas  Light  Company  for  authority  to 
supply  electric  light. 

Appeal  of  the  Lawrence  Gas  Company  from  the  decision  of  the 
selectmen  of  North  Andover,  granting  permission  to  the  Merrimao 
Valley  Horse  Railroad  Company  to  erect  poles  and  maintain  elec- 
tric lights  in  the  streets. 

Appeal  of  the  Framingham  Gas,  Fuel  and  Power  Company  from 
the  decision  of  the  selectmen  of  Framingham,  granting  permission 
to  the  Framingham  and  Ashland  Gas  Light  Company  to  lay  pipes 
in  the  streets. 

Appeal  of  the  Worcester  Electric  Light  Company  from  the 
decision  of  the  mayor  and  aldermen  of  Worcester,  granting  per- 
mission to  the  Quinsigamond  Electric  Power  and  Light  Company 
to  erect  poles  and  run  wires  in  the  streets  of  Worcester. 

Petition  of  consumers  of  the  Springfield  Gas  Light  Company 
for  reduction  in  the  price  of  gas. 

Petition  of  consumers  of  the  East  Boston  Gas  Company  for 
reduction  in  price  of  gas. 

Petition  of  consumers  of  the  South  Boston  Gas  Light  Com- 
pany for  reduction  in  price  of  gas. 
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Petition  of  consumers  of  the  Dorchester  Gas  Light  Company 
for  redaction  in  price  of  gas. 

Petition  of  consumers  of  the  Roxburj  Gas  Light  Company  for 
reduction  in  price  of  gas. 

Petition  of  consumers  of  the  Jamaica  Plain  Gas  Light  Company 
for  improvement  in  quality  and  reduction  in  price  of  gas. 

Petition  of  consumers  of  the  Brookline  Gas  Light  Company  for 
•reduction  in  price  of  gas. 

Appeals  of  the  Edison  Electric  Illuminating  Company,  and 
Boston  Electric  Light  Company,  from  decision  of  aldermen  of  the 
city  of  Boston,  granting  to  D.  Webster  King  permission  to  run 
electric  wires  over  certain  streets  in  Boston. 

Appeal  of  the  Westborough  Gas  and  Electric  Company  from 
the  decision  of  the  selectmen  of  Westborough,  granting  to  Henry 
S.  Jackson  and  others  permission  to  lay  gas  mains  and  pipes  in  the 
streets  of  Westborough. 

Appeals  of  the  Boston  Electric  Light  Company,  and  Edison 
Electric  Illuminating  Company,  from  the  decision  of  the  aldermen 
of  Boston,  granting  iio,  the  Suburban  Light  and  Power  Com- 
pany permission  to  maintain  electric  wires  in  the  streets  of  Boston. 

Petition  of  consumers  of  Citizens'  Gas  Light  Company  of  Read- 
ing, South  Reading  and  Stoneham  for  improvement  in  quality  and 
reduction  in  price  of  gas  supplied  in  Reading. 

JAMES  w.  Mcdonald. 

FORREST   E.   BARKER. 

CHARLES   A.   TOWNE. 

Boston,  Jan.  4.  1893. 
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APPENDIX  A. 


BALANCE    SHEETS,    MANUFACTURING    AND    PROFIT 
AND  LOSS  ACCOUNTS,  TO    JUNE  30,  1892. 

[From  the  retarns  made  as  corrected  tiy  the  Board.] 


ABINOTON  AND  ROCKLAND  ELECTRIC  LIGHT. 
(See  Elbotkic  Light  awd  Poweb  CoKPAmr  or  Abimotoh  ahs  Rockland.) 


ADAMS  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

A88BTB. 

Real  estate, 98,586  48 

Steam  plant, ll,7R7  96 

Electric  plant, 6,810  96 

Lines,  meters,  lamps  and  globes, 9,416  37 

Incandescent  installation, 1,087  46 

Dne  for  electric  light  and  power, 1,483  43 

Faei  on  hand 192  50 

Carbons  on  hand, 18  60 

Oil  and  waste  on  hand, 32  80 

Incandescent  lamps  on  hand, 17  30 

Globes  on  hand, 11  60 

Other  matariab  on  hand, 382  16 

Cash  on  hand, 114  93 

Total  asseta,  as  per  books  of  the  oompanj,  $34,869  34 

Profit  and  loss  balance, '  97 

$34,870  31 

LlABXLITIBS. 

Capital  stock, $8,600  00 

Notes  payable, 9,460  00 

Unpaid  bills, 16,92031 

Total  Habilities,  as  per  books  of  the  company $34,870  31 

MANTTPAOTtrBIKO  AOCOUNT. 

Db.  Ck. 

Operating  expenses, $7,667  00 

Income  Ihmi  sale  of  light  and  power,      ....  $9,962  66 

Balance  to  profit  and  loss 2,386  66 


$9,962  66        $9,962  65 
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Profit  and  Loss  Account. 

Dm.  Cm, 

Balance  Jane  30»  1891, $2,100  23 

Balance  of  electric  manafactorlng  acoonnt,     .  $2,386  69 

Other  Items  of  income, 32  62 

Interest  paid, 814  01 

Balance  Jane  80, 1892, 97 

$2,419  24  $2,419  24 
ADAMS  GAS  LIGHT  COMPANY. 

ASSSTS. 

Real  estate, $20^049  35 

Machinery  and  manofactoring  appliances, 6,002  06 

Meters, 1,360  74 

Dneforgas, 631  21 

Coke  on  hand, 300  00 

Tar  on  hand, 269  60 

Enrichers  on  hand, 412  60 

Gas  lamps, 478  82 

Sundry  accounts  due  the  company, 6,138  19 

Office  fbmitnre, 392  63 

Cash  on  hand,    ....               660  08 

Total  assets,  as  per  books  of  the  company $36,684  97 

Liabilities. 

Capital  stock, $17,800  00 

Unpaid  bills, 4  39 

Total  liabilities,  as  per  books  of  the  company $17,804  39 

Profit  and  loss  balance, 19,280  68 

$36,684  97 

Manupactukino  Account. 

Dr.  Cb. 

Operating  expenses, $7,692  61 

Income  from  sale  of  gas, $10,932  64 

residuals, 1,290  66 

Balance  to  profit  and  loss 4,630  69 

$12,223  20  $12,223  20 

Pbopit  and  Loss  Account. 

Da.  Ca. 

Balance  Jane  30, 1891, $20,388  24 

Balance  of  gas  manufacturing  account,  ....  4,630  69 

Rentji, 72  00 

Dividends  declared, $3,460  00 

Rebates  to  stockholders, 2,360  36 

Balance  June  30,, 1892, 19,280  58 

$25,090  93  $26,090  93 
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AMBSBUBY  ELECTRIC  LIGHT. 
(See  Blbotsio  Light  Ain>  Fatbkt  FLooiuva  Compawt.) 


AMESBUBY  AND  SALISBURY  GAS  COMPANY. 

Absbtb. 

Real  eetata, $4,8/6  98 

Maebineiy  and  manafaetiiring  appUanoes, 40,255  50 

Street  malDS, 16,530  SI 

Meten, 1,603  81 

Dae  for  gas, 882  90 

Gas  coal  on  hand 1,089  50 

Enrichen  on  hand, 80  00 

Purifying  materials  on  band» 25  00 

Gae  fixtures  on  hand, 36  18 

Office  fnrnitnre, 80  00 

Cash  on  hand, 2,898  01 

Total  assets,  as  per  books  of  the  company, 967,916  19 

LlABZLTTlBS. 

Capital  stock, f60,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $60,00000 

Profit  and  loss  balance, 7,916  19 

$67,916  19 

MAKirrAOTURINO   AOOOUKT. 

Db.  Ca, 

Operating  expenses, $6,250  86 

Income  from  sale  of  gas, $9,018  26 

other  sources, 1  00 

Balance  to  profit  uid  loss, 8,768  41 

$9,019  26  $9,019  26 
Pbort  Ain>  Loss  Aooovnt. 

Db.  Ck. 

Balance  June  80, 1891 $6,844  98 

Balance  of  gas  mannfkcturing  account,  ....  8,763  41 

Dividends  declared, $2,400  00 

Other  items, 292  20 

BaUnce  Jnne.80, 1892, 7,916  19 

$10,608  89  $10,608  89 


AMHERST  GAS  COMPANY. 

Ajbsbts. 

Real  estate  (gas), $686  86 

Machinery  and  manuflMtnring  appliances  (gas), 7,978  18 

Street  mains  (gas), 6,615  77 

Meters  (gas), 1,448  40 

Due  for  gas, 1,043  07 

Coke  on  hand 20  25 

Gas  oil, ....  128  26 
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Other  gas  materiale  on  hand, $81  60 

Oas  fixtares  on  band, 01  46 

Real  estate  (electric), 1,298  77 

Steam  plant  (electric), 1 

Electric  plant I  81  966  38 

Lines,  meters,  lamps  and  globes  (electric),     .  [ ' 

Patent  rights, J 

Dae  for  electric  light  and  power, 899  18 

Fnel  on  hand  (electric  light) 113  03 

Oil  and  waste  on  hand, 42  38 

Incandescent  lamps  on  hand, 175  06 

Other  electric  materials  on  hand 1,072  79 

Sundry  acoonnts  due  the  company, 281  84 

Office  fbmitare, 66  16 

Cash  on  band, 4S0  20 

Insurance, 72  08 

Total  assets,  as  per  books  of  the  company, $64,373  62 


LlABILITIBS. 

Capital  stock, $26,000  00 

Bonds  issued, 18,600  00 

Unpaid  bills, 672  34 

Total  liabilities,  as  per  books  of  the  company,       ....  44,072  34 

Profit  and  loss  balance, 10,801  28 


$64,373  62 
Manttpactubino  Account. 


f  gas. 
Operating  expenses,  j  electric,        .       . 

Income  (h>m  sale  of  gas, .... 

sale  of  electric  light  and  power, 
other  sources,  electric, 

BUan«U)profitMidloM.|8;^^- 


Pbofit  and  Loss  Account. 

Balance  June  30, 1891 

Balance  of  gas  manufactnring  account,  .... 
Balance  of  electric  mannfkctnring  account, 

Reyaluation  of  real  estate, 

Other  items  of  income, 

Interest  paid, $924  81 

Depreciation, 56  30 

Balance  June  80, 1892,      . 10,301  28 


Dr. 

Cr, 

$2,463  39 

3.«66  77 

$4,299  04 

4,028  86 

86  47 

1,846  66 

468  66 

$8,414  86 

$8,414  36 

Db. 

Ca. 

$8,212  68 

1,845  66 

468  56 

•636  86 

128  76 

$11,281  39J    $11,281  39 
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ANDOVEB  BLBCTRIC  COMPANY. 

A88BT8. 

Real  esUte, $12,880  80 

Steam  plant, 10,387  86 

Electric  plant, 18,461  98 

Lines,  meten,  lamps  and  globes, 14,868  04 

Dne  for  electric  light  and  power, 814  97 

Fnel  on  luCnd, 25  00 

Carbons  on  band, 40  00 

OH  and  waste  on  hand, 45  60 

Incandescent  lamps  on  band, 76  00 

Globes  on  band, 4  00 

Other  materials  on  band, 125  00 

Electric  fixtures  on  hand, 53  66 

Horses,  wagons,  etc, 478  60 

Sundry  aooonnts  dne  the  company, 477  53 

Office  famitare, 96  00 

Cash  on  hand 371  12 

Total  assets,  as  per  books  of  the  company, $58,693  86 


LlABILITIBS. 

Capital  stock, $80,000  00 

Bonds  issaed, 21,000  00 

Notes  payable, 4,600  00 

Unpaid  bills 1,126  11 

Total  Uabilities,  as  per  books  of  the  company,         ....  $66,62611 

Profit  and  loss  balance, 2,068  74 

$68,693  86 
Manupactubimo  Aooovnt. 

Da.  Cb. 

Operating  expenses, $9,023  66 

Income  flrom  sale  of  light  and  power,      ....  $9,132  76 

Balance  to  profit  and  loss, 109  19 

$9,132  76  $9,13*775 
Pbofit  and  Loss  Aoooviit. 

Db.  Cr. 

Balance  Jane  30, 1891, $2,017  68 

Balance  of  jobbing  acoonnt, 1,090  69 

Balance  of  electric  manafacturlngaooonnt,     ...  10919 

Interest  reoeired, Ill  66 

Bents, 68  33 

Other  items  of  income, 60  00 

Interest  paid $840  28 

Constmction  charged  oif, -  628  42 

Balance  Jane  80, 1892, 2,068  74 

$3,437  44  $3,437  44 
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ABLINGTOM  GAS  LIGHT  COMPANY. 

A88BT8. 

Real  estate, $1,000  00 

Machinery  and  mannfiustaring  appllancee, 85,000  00 

Street  mains, 34,000  00 

Due  for  gas, 3,274  47 

Gas  ooal  on  hand, 876  95 

Cash  on  hand, 4,775  53 

Total  assets,  as  per  books  of  the  company, $78,926  95 


LlABILITIBS. 

Capital  stock, $70,000  00 

Unpaid  dividends, 744  00 

Total  liabilities,  as  per  books  of  the  company, $70,744  00 

Profit  and  loss  balance, 8,182  95 

$78,926  95 
Manttfaotubinq  Account. 

Dr.  Ci. 

Operating  expenses, $11,692  42 

Income  from  sale  of  gas, $16,406  47 

residnals, •    .  880  50 

other  sources, 4  00 

Balance  to  profit  and  loss, 5,597  55 

$17,289  97      $17,2^^97 
Pbofit  Aim  Loss  Acooitnt. 

Db.  Ck. 

Balance  Jane  30, 1891, $6,891  10 

Balance  of  gas  mannfltcturing  account,    ....  5,597  55 

Dividends  declared, $4,200  00 

Construction  charged  off, 105  70 

Balance  June  30, 1892 8,182  95 

$12,488  65     .812,488  65 


ATHOL  GAS  AND  ELBCTRIC  COMPANY. 

ASSBTH. 

Real  estate  (gas), 

Machinery  and  mannflustoxing  appliances,    ^ $46,016  07 

Street  mains  (gas),    ...... 

Meters  (gas) i 

Dae  for  gas, 420  55 

Gas  coal  on  hand, 180  00 

Enrichers  on  hand, 120  00 

Other  gas  materials  on  hand, 75  00 

Real  estate  (electric), 
Steam  plant  (electric). 

Electric  plant, \ 18,630  07 

Lines,  meters,  lamps  and  globes  (electric) , 
Patent  rights, 
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Dae  for  electric  light  and  power, f  299  ft8 

Fuel  on  band  (electric  light) 4500 

Carbons  on  hand, 35  00 

Oil  and  waste  on  hand, 5  00 

Other  electric  materials  on  hand,            150  00 

Cash  on  band, 182  40 

Total  assets,  as  per  books  of  the  company, $61,158  76 


LlABILTTXES. 

Capital  stock,    .                       .        .                . $25,000  00 

Bonds  Issued,    .       .               .        .       .        .  ' 25,000  00 

Notes  payable, 4,115  00 

Unpaid  bills, 4,818  58 

Total  liabilities,  as  per  books  of  the  company,        ....      $58,933  58 
Profit  and  loss  baUnce, 2,225  18 

$61,16816 

Makupactubino  Account. 

Dr.  Cb. 

Operating  expenses,  |8f** *f '?^  ^^ 

^        »!-'»]  electric, 3,032  44 

Income  from  sale  of  gas, $7,227  17 

sale  of  electric  light  and  power,  3,414  88 

Balance  to  profit  and  loss,  I  ^•'^ 1,972  40 

"^  I  electric,         ....  382  44 

$10,642  06      $10,642  05 

PboFTT  AMD  Loss  ACCOUNT. . 

Da.  Ck. 

Balance  of  gas  mannfkctnring  account,    ....  $1,97240 

Balance  of  electric  manofiictoring  account,  382  44 

Aevalnation  of  supplies, 610  00 

Interest  paid, $739  66 

Balance  June  30, 1892, 2,225  18 

$2,964  84        $2,964*84 


ATTLEBOROUGH  GAS  LIGHT  COMPANY. 

Assets. 

Beat  estate, $12,136  05 

Machinery  and  mannfiictnring  appliances, 25,063  82 

Street  mains, 10,576  89 

Meters, 2,055  59 

Due  for  gas, 2,271  62 

Gas  coal  on  hand,      .       .       .  ' 2,757  15 

Coke  on  hand, 24  00 

Tar  on  hand, 603  75 

Purifying  materials  on  hand, 10  00 

Other  materials  on  hand, 222  18 

Stoves  and  lamps  on  hand, 295  61 

Sundry  accounts  due  the  company, 251  01 

Office  furniture, 131  20 

Cash  on  hand, 1,526  83 

Total  assets,  as  per  books  of  the  company $57,915  20 
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Liabilities. 

Capital  stock, f  46,400  00 

Totalliabilities,  as  per  books  of  the  company,         ....  f  46,400  00 

Profit  and  loss  balance 11,516  20 

Mamvfactubino  Account. 


Operating  expenses,  . 

Income  firom  sale  of  gas,  . 
residoals,  • 
other  sooroes, 

Balance  to  profit  and  loss, 


Peofit  aud  Loss  Account. 


Balance  June  30, 1891,      . 
Balance  of  gas  mann&ctaring  acoonnt, 
Interest  received,      .... 
Dividends  declared,  .... 
Constmctlon  charged  off, 

Depreciation, 

Balance  Jane  80, 1882,      . 


$67,915  20 

Dh. 

Cr. 

f  9,999  61 

$16,225  40 

2,044  78 

S  60 

7,274  17 

f  17,273  78 

$17,273  78 

Dr. 

Ch. 

$9.905  33 

7,274  17 

27  18 

$4,640  00 

1,000  00 

61  48 

11,616  20 

f  17,206  68 

$17,206  68 

BAY  STATE  GAS  COMPANY. 

ASSBTS. 

Real  estate, 1      • 

Machinery  and  manofactoring  appliances,  I $4,960,000  00 

Street  mains ^ 

Meters, 1,761  10 

Dne  for  gas, 11,825  22 

Oas  coal  on  hand, 22,358  76 

Coke  on  hand, 62  80 

Tar  on  hand, 364  65 

Enrichers  on  hand, 12,791  09 

Fnritying  materials  on  hand, 2,481  67 

Other  materials  on  hand, 6,840  36 

Oas  on  hand, 1,687  00 

Works  improvement, 73,391  83 

Horses,  wagons,  etc., 790  50 

Sundry  accounts  dne  the  company, 64  76 

Cash  on  hand, 6,686  70 

Notes  receivable, 9,000  00 

Investments, 26.000  00 


Total  asseto,  as  per  books  of  the  company, $5,126,006  44 

LlABILITIBS. 

Capital  stock, $500,000  00 

Notes  payable, 4,507,000  00 

Unpaid  bills, 78.190  68 

Amount  dne  from  the  company,  not  included  above,     ....  33,999  47 

Total  liabilities,  as  per  books  of  the  company, $6,119,190  15 

Profit  and  loss  balance, 5,816  29 


$5,126,006  44 
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MANirFACTuiinro  Accovmt. 

Db.  Cr. 

OperaUng  expenses 9318,837  90 

Income  from  sale  of  gas, $770,290  83 

residaals, 469  63 

Balance  to  profit  and  loss, 451,922  66 

1770,760  46    f  770,760  46 

PbOFZT  AMD  Loss  AOOOVNT. 

Dr.  Cr. 

Balance  June  30, 1891, $29,033  48 

Balance  of  gas  mannfiftctoring  aoooant,  ....  451,922  66 

Interest  receiyed 1,860  25 

Dividends  declared, $45,000  00 

Interest  paid, 482,000  00 

Balance  June  30, 1892 5,816  29 

$482,816  29    $482,816  29 


BEVERLY  QA8  AND  ELECTRIC  COMPANY. 

Asaars. 

Real  estate  (gas), $28,000  00 

Machinery  and  mannfactaring  appliances  (gas),    .... 

Street  mains  (gas), 

Meters  (gas), 

Doe  for  gas, 

Oas  coal  on  hand, 

Coke  on  hand, 

Tar  on  band, 

Enriebers  on  hand, 

Other  gas  materials  on  hand, 

Stoves  on  band, 

Oas  fixtures  and  Lnngren  tamps, 

Real  estote  (electric) 

Steam  plant  (electric),     .       .       •       .     \ 

Electric  plant, >         .... 

Lines,  meters,  lamps  and  globes  (electric),  i 

Doe  for  electric  light  and  pover, 

Carbons  on  band, 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand, 

Olobes  on  hand, 

Sundry  acooants  doe  the  company, 

Office  (brnltnre,  .  .  ... 

Cash  on  hand, , 

Investments, 

Total  assets,  as  per  books  of  the  company $131,267  68 

LZABIUTIBS. 

Capital  stock, $92,000  00 

Bonds  issned, 11,800  00 

Notes  payable 4,600  00 

Unpaid  bills, 1,026  72 

Total  liabilities,  as  per  books  of  the  company,         ....    $109,326  72 
Profit  and  loss  balance, 21,940  96 


8,207  84 

16,073  45 

3,839  41 

3,653  84 

50  00 

64 

440  00 

18  00 

360  31 

24  13 

614  62 

16,994  47 

52,755  21 

1,192  18 

40  00 

14  50 

11  20 

6  00 

315  94 

520  13 

3,245  81 

1.000  00 

$131,267  68 
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Mamufactubiko  Account. 

Db. 

Income  fh>m  Bale  of  gas, 

residoalfl, 

sale  of  electric  light  and  power, 
other  Boarces  (gas),    .... 
other  soarces  (electric),     . 

Balanceto  profit  and  loss,  j****      .... 
(electric, 


Ck. 


Pbofit  and  Loss  Account, 

Balance  Jane  30, 1891, 

Balance  of  gas  manafkctaring  acooant,   .... 
Balance  of  electric  manafactoring  account,     . 

Interest  received, 

Rents, 

Dividends  declared, $5,040  00 

Interest  paid 1,400  90 

Other  items, 16  19 

Balance  June  30, 1892, 21,940  96 


$15,005  06 

1,492  97 

10,651  76 

78  31 

69  49 

8,033  81 

4,2dl  60 

$27,187  68 

$27,187  68 

Db. 

Ci. 

$15,793  26 

8.033  81 

4,261  60 

220  38 

99  00 

$28,398  05      $28,398  05 


BLUE  HILL  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate, $3,742  40 

Steam  plant, 5,451  33 

Electric  plant, 10,077  62 

Lines,  meters,  lamps  and  globes, 17,606  60 

Due  for  electric  light  and  power, 225  62 

Fuel  on  band, 24  50 

Carbons  on  band, 22  50 

Oil  and  waste  on  hand, 33  75 

Incandescent  lamps  on  band, 66  00 

Globes  on  hand *    .       .  6  00 

Horses,  wagons,  etc., 300  00 

OtBce  fbmitnre,      •  .       .        .       .                              .       .  370  45 

Cash  on  band 3  43 

Total  assets,  as  per  books  of  the  company, $37,930  00 

Profit  and  loss  balance 1,286  78 

$39,216  78 

LlABILITIBS. 

Capital  stock $20,000  00 

Bonds  issued, 18,000  00 

Unpaid  bills, 736  78 

Interest  due  but  not  paid, 480  00 

Total  liabilities,  as  per  books  of  the  company $39,216  78 
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Kaiivfactvbino  Acoount. 

Db.  Ci. 

Operating  expeoBes, $4,270  84 

Income  from  sale  of  light  and  power,     ....  f  4,518  78 

Balance  to  proflt  and  loss 247  94 

f  4,618  78       f  4,518  78 

Pbofit  and  Lobs  Acoottict. 

Da.  Cr. 

Balance  Jane  90, 1891, f  107  17 

Balance  of  electric  mannfkctaring  account,     ...  24794 

Jobbing  account, (681  89 

Intereet, 960  00 

Balance  Jane  30, 1892 1,286  78 

f  1,641  89        f  1,641  89 


BOSTON  ELECTRIC  LIGHT  COMPANY. 

AaSBTB. 

Real  estate, $406,931  26 

Steam  plant, 306,116  00 

Electric  plant, 349.787  74 

Lines,  meters,  lamps  and  globes, 869,025  76 

Due  for  electric  light  and  power 31,880  58 

Fuel  on  hand, 7,178  24 

Carbons  on  hand, 1,486  54 

Oil  and  waste  on  hand, 96  78 

Incandescent  lamps  on  hand, 2,984  48 

Globes  on  hand, 1,328  25 

Other  materials  on  hand, 19,747  29 

Motors  on  hand, 3,605  46 

Horses,  wagons,  etc., 1.153  50 

Sandry  accounts  due  the  company, 4,904  76 

Office  fomiture, 1,200  00 

Cash  on  hand, 11,26142 

Total  asseto,  as  per  books  of  the  company, $2,018,687  05 

LlABILITIBS. 

Capital  stock, $1,257,800  00 

Bonds  issued, 300,000  00 

Notes  payable, 158.889  26 

Unpaid  bills, 46,368  10 

Interest  doe  but  not  paid, 6,662  12 

Total  lUbilities,  as  per  books  of  the  company $1,769,719  48 

Profit  and  loss  balance, 248,967  57 

$2,018,687  05 

Makupaotubino  Aocoukt. 

Di.  Cb. 

Operating  expenses, $341,768  58 

Income  from  sale  of  light  and  power,      ....  $485,91386 

other  sources, 373  85 

Balance  to  proflt  and  loss, '    144,619  13 

$486,287  71  $486,287  71 
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Pbofit  akd  Loss  Aooount. 

db.  Ck. 

Balance  Jane  80, 1891, f  189,218  23 

Balance  of  electric  manaflictaring  aoooant,  .       •  144,619  13 

Jobbing  account 5,269  73 

Rents 4,776  00 

Other  items  of  income, 84  00 

Dividends  declared, f86,292  00 

Interest  paid 24,804  26 

Received  under  ase  and  occupancy  and  flie  insonmoe 

policies, 102,677  77 

Lobs  by  fire, 86,180  04 

Other  items, 2,700  00 

Balance  June  30, 1892, 248,967  67 


1446,443  86    $446,443  86 


BOSTON  OA8  LIGHT  COMPANY. 

Arsbts. 

Real  estate, $1,435,180  77 

Machinery  and  manufacturing  appliances, 3,068,092  68 

Street  mains 1,929,989  26 

Meters, 379,292  06 

Due  for  gas 131,916  98 

Oas  coal  on  band, 87,264  26 

Coke  on  hand,  .               11,469  76 

Tar  on  hand, 6,831  90 

Enrichers  on  hand 2,243  83 

Purifying  materials  on  hand, 648  79 

Other  materials  on  hand, 42,169  92 

Oas  on  hand, 2,764  80 

Ammonia, 443  89 

New  construction, 13,878  75 

Sundry  accounts  due  the  company, 98,792  16 

Office  furniture, 10,703  64 

Cash  on  hand, 108,651  49 

Notes  receivable, 95,000  00 


Total  assets,  as  per  books  of  the  company, $7,373,123  76 

LiABiUTias. 

Capital  stock, $2,600.000  00 

Bonds  issned, 160,000  00 

Unpaid  bills, 40,361  60 

Deposits, 19,614  00 

Reserved  fUnd, .  \ 

Contingent  fund,       .      V 295,744  78 

Depreciation  fund,    .      J 

Amounts  due  from  the  company,  not  Included  above,   ....  10,000  00 


Total  liabilities,  as  per  books  of  the  company,        ....  $3,016,720  38 
Profit  and  loss  balance, 4,367,403  88 


$7,373,123  76 
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Makvfaotubzno  Acooxtnt. 

Db.  Cr. 

OperatiDg  expenseB, $1,463,796  23 

Inoome  from  sale  of  gas, f  1,663,120  34 

residuals, 78,624  83 

other  soaroes, 912  11 

Balance  to  profit  and  loss, 288,862  06 

f  1,742,667  28  $1,742,667  28 

Profit  ajxd  Loss  Acoovmt.. 

Dh.  Cs. 

Balance  June  30, 1891, $4,366,319  67 

Balance  of  gas  manaActnring  account,   ....  288,86206 

Bents,        . 19,449  61 

DtTldends  declared, $260,000  00 

Rent  of  mains 60,000  00 

Interest  paid, 7,227  96 

Balance  June  SO,  1882, 4,867,408  38 

$4,664,631  33  $4,664,631 33 

BEIDGEWATBR  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate, $2,941  97 

Steam  plant, 6,272  02 

Electric  plant, 6,289  26 

Lines,  meters,  lamps  and  globes, 16,179  69 

Due  for  electric  light  and  power, 199  23 

Fuel  on  hand, 10  00 

Carbons  on  hand, 41  26 

Oil  and  waste  on  hand, 40  00 

Globes  on  hand, 3  60 

Cash  on  band, 323  37 

Total  assets,  as  per  books  of  the  company, $30,300  18 

Profit  and  loss  balance, 3,276  36 

$33,676  54 
Liabilities. 

Capitol  stock, $16,000  00 

Bonds  issued, 16,000  00 

Unpaid-bills, 3,126  64 

Interest  due  but  not  paid, 460  00 

Totol  liabilities,  as  per  books  of  the  company,         ....  $33,675  54 
Manttpacturimo  Account. 

Di.  Cb. 

Operating  expenses, $5,066  66 

Income  from  sale  of  light  and  power,      ....  $4,18608 

Balance  to  profit  and  loss, 879  67 

$6.066  66  $6,065  65 
Profit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30, 1891, $1,946  79 

Balance  of  electric  manufacturing  account,     ...  879  67 

Interest, 450  00 

Balance  Jane  30, 1892, $3,276  36 

$8,276  36  $3,276  36 
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BROCKTON  OA8  LIGHT  COMPANY. 

Absbtb. 

Real  estate, $49,000  00 

Machinery  and  mannfacturing  appUanoes, ) 

Street  mains, J ^20,336  46 

Meters, 3,313  41 

Dae  for  gas, 8,667  02 

Oas  coal  on  hand 1,666  00 

Coke  on  hand, 260  00 

Tar  on  hand, 630  00 

Enrichers  on  hand, 26  00 

Parifying  materials  on  hand, 60  00 

Other  materials  on  hand, 1,863  92 

StoTes  on  hand, 471  00 

Oas  flztores  on  band 79  83 

Oas  on  hand, 26  60 

Lamps  on  hand 2,276  70 

Horses,  wagons,  etc., 484  90 

Sundry  aooonnts  dae  the  company, 906  16 

Office  famiture 164  16 

Cash  on  band, 1,886  87 

InTestments, 13,041  60 


Total  assets,  as  per  hooka  of  the  company, f  199,616  62 

Profit  and  loss  balance, 39,327  76 


1238,943  28 

LlABILITIBg. 

Capital  stock, f  100,000  00 

Bonds  issued 100,000  00 

Notes  payable, 16,000  00 

Unpaid  bUls, 18,403  28 

Deposits, 40  00 

Unpaid  dlTldends, 8,000  00 

Interest  due  but  not  paid, 2,600  00 


Total  liabilities,  as  per  books  of  the  company,         ....    f  238,943  28 


Makitvaotviuho  Aooovht. 

Db.  Cb. 

Operating  expenses, $30,063  60 

Income  from  sale  of  gas, $37,292  13 

residuals, 6,187  06 

other  sources, 614  01 

Balance  to  profit  and  loss, 12,939  70 


$42,993  20      $42,998  20 
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Pbofit  and  Lobs  Account. 

Dr.  Cb. 

Balance  June  30, 1891, $32,991  67 

Balance  of  gas  manafactoring  account,  ....  f  12,939  70 

Old  accounts  paid, 873  00 

Rente, 255  66 

Other  items  of  income, 6  13 

Dividends  declared, 6,500  00 

Interest, 9,801  56 

Old  bills  charged  off, 344  41 

Depreciation, 1,899  61 

Other  items, 618  00 

Balance  Jane  30, 1892, 89,327  76 

$52,628  16      $62,528  15 


BROOKLINE  OAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas),             $198,305  45 

New  works  construction, 391,684  37 

Street  mains  (gas), 261,091  89 

Meters  (gas) 16,860  93 

Due  for  gas, 23.971  47 

Oas  coal  on  hand, 5,660  54 

Coke  on  hand 233  83 

Tar  on  hand,     .       .        .       .       • 475  50 

Enrichers  on  hand, 52  26 

Purifying  materials  on  hand, 676  50 

Other  gas  materials  on  band, 8,135  09 

Steam  plant  (electric) 18,223  67 

Electric  plant, 74,880  33 

Lines,  meters,  lamps  and  globes  (electric), 94,325  42 

Due  for  electric  light  and  power 7,494  77 

Fuel  on  hand  (electric  light), 244  90 

Carbons  on  hand, 161  06 

Oil  and  waste  on  hand, 130  12 

Incandescent  lamps  on  hand, 4,277  68 

Globes  on  hand, 21  08 

Other  electric  materials  on  hand, 288  91 

Electric  fixtures  on  hand 2,419  05 

Sundry  acoonnto  doe  the  company, 256  54 

Office  fhmiture 609  90 

Cash  on  hand, 6,514  61 

Shiking  fond, 6,000  00 

Total  assete,  as  per  books  of  the  company, $1,111,985  36 

Liabilities. 

Capital  stock $500,000  00 

Bonds  Issned 350,000  00 

Notes  payable, 214,000  00 

Unpaid  bills, 3,400  00 

Deposite, 716  67 

Total  liabilities,  as  per  books  of  the  company,  .$1,068,116  67 

Profit  and  loss  balance, 43,868  69 

$1,111,985  36 

Digitized  by  VjOOQ IC 


144  GAS  AND  ELECTRIC  LIGHT.  [Jan. 


Manvfactubimo  Aocovht. 

Or.  Ck. 

^         ,  fgas,      .       .       .       .       .       .       188,448  88 

Operating  expenses,  }^,^^,^ 4«,834  76 

Income  from  sale  of  gas, 

resldaals, 

sale  of  electric  light  and  power, 

^        ,  ,        fgas 61,172  91 

Balance  to  profit  and  loss,  { ^^^^^^^     ....  908  02 

f  186,364  06 
Pbofit  and  Loss  AcoovifT. 

DB. 

Balance  June  30, 1891 

Balance  of  gas  mannfisMsturing  account,  •       •       .       . 
Balance  of  electric  mannfsctnring  account,    . 

Interest  receired 

Rents, 

DiTidends  declared, .       •  $36,000  00 

Interest  paid, 28,103  62 

Old  bills  charged  off, 666  71 

Repairs  on  dwelling, 488  46 

Jobbing  accoont, If672  09 

Balance  Jane  30, 1892, 48,868  69 


$125,931  72 
13,689  67 
46,742  77 

$186,364  06 

Cr. 

$46,677  20 

61.172  91 

908  02 

6,940  44 

86  00 

$104,684  67    $104,684  67 


CAMBRIDGE  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Realestate, $73,082  73 

Steam  plant, ^.fi<*  63 

Electric  plant, 129,682  94 

Lines,  meters,  lamps  and  globes, 106,860  87 

Sundries 14.869  19 

Fuel  on  hand, 2,340  08 

Carbons  on  hand, 1,642  09 

Oil  and  waste  on  hand, 96  96 

Incandescent  lamps  on  hand, 109  74 

Globes  on  hand, 100  13 

Insurance 800  00 

Construction  account, 6,006  60 

Horses,  wagons,  etc., 460  67 

Sundry  accounts  due  the  company, 11,910  41 

Franchise, 1       .        .        .        .  16.000  00 

Cash  on  hand, 4,872  68 

Notes  receivable, 2>0QQ  <» 

Total  assets,  as  per  books  of  the  company, $462,323  41 

LlABILITIBS. 

Capital  stock $200,000  00 

Bonds  issued, 200,000  00 

Notes  payable, 23.000  00 

Unpaid  bills, 4.342  66 

Interest  due  but  not  paid, <*.126  00 

Reserredfond 10*000  00 

total  liabilities,  as  per  books  of  the  company, $443,467  66 

Profit  and  loss  balance 18,866  76 

$462,323  41 
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Manufactueino  Account. 

Dr.  Cr. 

Operating  expenses, f  69,200  69 

Income  from  sale  of  light  and  power,      ....  f  102,010  99 

Balance  to  profit  and  loss, 32,840  80 

f  102,040  99    1102,040  99 

Pbofxt  and  Loss  account. 

Dr.  Cr. 

Balance  Jane  30,  1891,      .......  $9,585  48 

Balance  of  electric  mannfactaring  account,     .       •       .  32,840  30 

DiTidends  declared, f  12,000  00 

Interest  paid, 11,328  41 

Other  items, 241  62 

Balance  June  30, 1892 18,855  75 

f  42,425  78      f  42,425  78 


CAMBRIDGE  GAS  LIGHT  COMPANY. 

A66BTB. 

Real  estate $64,767*66 

Machinery  and  mannfactnrlng  appliances,  1 

Street  mains, [ 745.106  03 

Meters, j 

Due  for  gas, 38,909  14 

Gas  coal  on  hand, 14.901  60 

Coke  on  hand, 2,700  00 

Tar  on  hand, 826  00 

Pnrifying  materials  on  band, 35  00 

Other  materials  on  band, 7,296  72 

Lungren  lamps, 8,835  60 

Sundry  accounts  due  the  company, 3,388  99 

Cash  on  hand, 55,706  61 

Notes  receivable, 22  14 

Investmento, 43,456  66 

Total  assets,  as  per  books  of  the  company, $980,952  05 


Liabilities. 

Capital  stock, $700,000  00 

Deposits, 2,226  60 

Total  liabilities,  as  per  books  of  the  company,         ....  $702.22660 

Profit  and  loss  balance, 278,725  45 

$980,952  05 
Manufactueino  Account. 

Dr.  Cr. 

Operating  expenses, $131,440  01 

Income  firom  sale  of  gas, $202,502  68 

residuals, 24,861  51 

other  sources, 416  52 

Balance  to  profit  and  loss, 96,340  70 


$227,780  71    $227,780  71 

Digitized  by  VjOOQ IC 


U6  GAS  AND  ELECTRIC  LIGHT.  [Jan. 

FBoriT  AND  Loss  Account. 

Balance  Jane  30, 1891, 

Balance  of  gas  manufacturing  account,   .... 

Interest  received, 

Rents, 

Dividends  declared, 

Other  items, 

Balance  June  30, 1892, 

$348,867  36    f  348,867  35 


Dr. 

Cb. 

1249,490  93 

96,340  70 

1,923  70 

1,112  02 

170,000  00 

141  90 

278,725  46 

CANTON. 
(See  Blue  Hill  Electhic  Company.) 


CHARLESTOWN  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas), $651,622  63 

Machinery  and  manufacturing  appliances  (gas), 20,660  00 

Street  mains  (gas), 1,005  82 

Due  for  gas 18.331  82 

Gas  coal  on  hand, 1.789  44 

Coke  on  hand, 276  00 

Tar  on  band, 315  00 

Enrichers  on  hand, 237  13 

Electric  plant, 93,761  14 

Due  for  electric  light  and  power 3,163  26 

Fuel  on  hand  (electric  light), 437  87 

Extensions, 982  24 

Cash  on  hand, 8,443  82 

Investments 9.600  00 

Total  assets,  as  per  books  of  the  company, $705,626  16 

Liabilities. 

Capital  stock $500,000  00 

Notes  payable, 59,S00  00 

Unpaid  bills, 2,126  26 

Deposits, 579  62 

Unpaid  dividends, 1,195  00 

Reserved  fund, 9,600  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $573,300  88 

Profit  and  loss  balance 132,325  28 

$705,626  16 
Manufacturing  Account. 

Da.  Cs. 

«--<^-p— tr..;  :  :  :  :  :  'SS 

Income  from  sale  of  gas, $134,572  88 

residuals, 13,824  67 

sale  of  electric  light  and  power         .       .  30,455  57 

«i         *         is*      ji        («*»»        .....  67,41048 

Balancetoprofitandioss,|^^^^ ^^26  64 


$178,853  12    $178,853  12 
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PBorxT  AVD  Loss  Account. 

Db.  Cr. 

Balance  Jane  30, 1891 $78,721  04 

Balance  of  gas  mannfactarlng  acconnt,  ....  67,410  48 

Balance  of  electric  manafactnring  account,     .       .       •  6,726  54 

Beserred  ftind, 42,790  69 

Bents, 144  00 

Shop  acooont, 417  74 

DiTidends  dedared, f50,000  00 

Interest  paid 2,885  11 

Balance  Jane  80, 1892, 132,225  28 

1185,210  39  f  185,210  39 


CHELSEA  GAS  LIGHT  COMPANY. 

Assets. 

Heal  estate  (gas), $170,000  00 

Machinery  and  mannfactarlng  appliances  (gas),  \ 

Street  mains  (gas), [ 130,000  00 

Meters  (gas), J 

Doe  for  gas, 8,678  17 

Gas  coal  on  hand, 10,403  19 

StoTSs  on  hand, 65  61 

Real  estate  (electric) 3,160  48 

Steam  plant  (electric) 16,746  97 

Electric  plant, 33,051  18 

Lines,  meters,  lamps  and  globes  (electric), 40,833  46 

Dae  for  electric  light  and  power, 3,246  89 

Carbons  on  hand, 160  00 

Snndry  accounts  dne  the  company, 711  89 

Cash  on  hand, 2,626  72 

Total  assets,  as  per  books  of  the  company, $419,673  56 

Liabilities. 

Capital  stock, $300  000  00 

Motes  payable,  .       • 70,000  00 

Deposits, 1.033  00 

Unpaid  diyidends, 226  00 

Total  liabilities,  as  per  books  of  the  company,         .       .       •       •  $371,258  00 

Profit  and  loss  balance, 48,415  56 

$419,673  66 
Manufaotueino  AccorNT. 

Db.  Ch. 

Operating  expenses,  {«»•' ^'^^^.^ 

^        o      I-'       »  I  electric, 20,022  89 

Income  ftom  sale  of  gas, $55,232  90 

residuals, .  8,345  89 

sale  of  electric  light  and  power,         .  29,567  61 

BaUnce  to  profit  and  loss,  I  ^•' ^l^^^  11 

I  electric,         ....  9,644  72 

$93,146  40  $93,146  40 
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PROPIT  AND  Loss  ACCOUNT. 

Db.  Ck. 

Balance  Jane  30, 1891, f  36,998  58 

Balance  of  gas  manafactaring  accoanf,   ....  21,81631 

Balance  of  electric  mannfocturing  account,     .       .       .  9,644  72 

Oaa  Jobbing  accoant, 467  53 

Rents 172  OO 

Dividends  declared, f  18,000  00 

Interest  paid, 3,769  19 

Old  bills  charged  off, 304  39 

Balance  June  30, 1892, 48,415  66 

$70,489  14     $70,489  14 


CHICOPEE  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Real  estate, $1,020  77 

Steam  plant, 2,414  16 

Electric  plant, 6,524  76 

Lines,  meters,  lamps  and  glol^e^, .       .  4,296  99 

Due  for  electric  light  and  power, 833  33 

Carbons  on  hand, 5  00 

Oil  and  waste  on  hand, 2  00 

Cash  on  hand 838  39 

Total  assets,  as  per  books  of  the  company, $13,936  40 


LlABILXnBS. 

Capital  stock, $10,000  00 

Notes  payable, 1,600  00 

Unpaid  bills 276  82 

Total  liabilities,  as  per  books  of  the  company,        ....      $11,87682 
Profit  and  loss  balance, .         2,068  68 

$13,935  40 

MANU7ACTUEIKG  AOCOVNT. 

Db.  Cm. 

Operating  expenses; $2,196  06 

Income  from  sale  of  light  and  power,      ....  $3,982  92 

Balance  to  profit  and  loss 1,786  87 

$3,982  92       $3,982  92 

Pkofit  and  Lobs  AccovKt. 

Di.  Cb 

Balance  June  30, 1891 $787  48 

Balance  of  electric  manufactoring  account,     .       .       .  1,786  87 

Interest, $129  97 

Depreciation, 385  76 

Balance  June  80, 1892, 2,058  58 


$2,674  30       $2,674  80 
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CHICOPEE  OAS  WORKS. 

A88BTS. 

Real  estate, f  20,000  00 

Machinery  and  manufacturing  appliances, 1,6S4  00 

Street  mains, 6.500  02 

Meters 2,200  00 

Dae  for  gas, 677  00 

Coal  on  band, 449  83 

Coke  on  hand, 50  00 

Tar  on  hand, 10^  00 

Enrichers  on  hand, 86  83 

Pnrifyinff  materials  on  hand, 50  00 

Sundry  accounts  due  the  company, 176  82 

Office  furniture, 100  00 

Cash  on  hand, 1,075  63 

Notes  receivable, 12,100  00 

Investments, 10,000  00 

Total  assets,  as  per  books  of  the  company, $55,2.>5  03 


Liabilities. 
Capital  stock f30,000  00 

Totalliabilities,  as  per  books  of  the  company, f  30,000  00 

Profit  and  loss  balance, 25,255  03 

f55,2M  08 

Manufacturiko  Account. 

Dr.  Cr. 

Operating  expenses, •       .       f  1 1,704  19 

Income  from  sale  of  gas, f  15,865  36 

residuals, 1,235  15 

Balance  to  profit  and  ioss, 5,396  32 

f  17,100  51      f  17,100  51 

Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1891 $31,334  37 

Balance  of  gas  manufacturing  account,    .       .       .       .  5.396  32 

Interest  recelTed, 713  46 

Dividends  declared, f3,600  00 

Construction  charged  off, 8,589  12 

Balance  June  30, 1892, 25,255  03 

$37,444  15      f37,444  15 


CHICOPEE  MANUFACTURING  COMPANY. 

Mantfacttrino  Account. 

Db.  Cb. 

Operating  expenses, f  4,583  99 

Income  from  sale  of  gas,  ...•»••  *f  4,204  77 

Balance, 379  22 

$4,583  99        $4,583  99 
*  Gm  used  In  the  mills  of  the  company  not  included. 
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CITIZENS*  GAS  LIGHT  COMPANY  OF  QUINCY. 

A88BT8. 

Real  estate ....  $9,500  00 

Machinery  and  manufacturiog  appliunces, 16,000  00 

Street  maiiiB, 32.884  16 

Meters, 2,912  26 

Due  for  gas,      .       .       « 1,902  40 

Gas  coal  on  hand, 2,100  00 

Coke  on  band, 4  00 

Tar  on  hand 620  00 

Enrlcbers  on  hand 30  00 

Other  materials  on  band, 47  60 

Stoves  on  hand, 006  40 

Gas  fixtures  on  hand, 422  60 

Horses,  wagons,  etc., 175  00 

Office  furniture, 100  00 

Cash  on  hand, 717  29 

Total  assets,  as  per  books  of  the  company, $66,321  60 

Profit  and  loss  balance 46,623  88 

$112,945  88 

LlABlLITIBe. 

Capital  stock, $63,000  00 

Notes  payable, 69,016  60 

Unpaid  bills 929  88 

Total  liabilities,  as  per  books  of  the  company,        ....  $112,946  38 


Manvpaotv&ino  Account. 

Db.  Ca. 

Operating  expenses, $8,909  01 

Income  Arom  sale  of  gas, $11,218  42 

reskluaiii 1,410  36 

other  sources 141  67 

Balance  to  profit  and  loss, 8,861  43 

$12,770  44     $12,770  44 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1891 $47,494  76 

Balance  of  gas  manufacturing  account,   ....  $3,881  43 

Old  accounts,  not  in  former  balance  sheets,    .       •       •  8,991  36 

Jobbing  account, 616  41 

Rents 108  00 

Other  items  of  income, 9  60 

Interest, 1,483  10 

Payment  of  old  claims  not  before  reported,     .       .       .  6,132  82 

Balance  June  30, 1892, 46,623  88 


$66,110  68      $66,110  68 
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CITIZEN'S   GAS    LIGHT    COMPANY   OF   READING,   SOUTH  READING 
AND  STONBHAM. 

Assets* 

Real  estate  (gas) $21,260  00 

Machinery  and  manafactnring  appliances  (gas), 54  087  17 

Street  mains  (gas), 29,672  40 

Meters  (gas) 2,126  75 

Dae  for  gas, 2,042  50 

Gas  coal  on  band, 210  00 

Tar  barrels, 53  90 

Tar  on  hand, 455  00 

Enrichers  on  hand, 12  00 

Purifying  materials  on  hand, 25  00 

Mains, 1,003  13 

Stoves  on  hand, 43  86 

Real  Cbtate  (electric), 5,763  58 

Steam  plant  (electric) 14,537  98 

Electric  plant, 15,503  43 

Lines,  meters,  lamps  and  globes  (electric) , 21,837  39 

Patent  rights 5,000  00 

Dae  for  electric  light  and  power, 361  06 

Electric  meters 470  43 

Carbons  on  band, 15  00 

Oil  and  waste  on  hand, 20  00 

Incandescent  lamps  on  hand, 96  00 

Other  electric  materials  on  hnnd, 302  12 

Tool 362  12 

Electric  fixtures  on  hand 521  00 

Horses,  wagons,  etc , 263  69 

Sundry  accounts  due  the  company,        .               .       ^     .               .  171  32 

Office  furniture, 709  07 

Insurance  and  postage  stamps, 72  00 

Total  assets,  as  per  books  of  the  company $176,997  30 

Profit  and  loss  balance 1,186  81 

$178,184  11 

LlARTLITIBR. 

Capital  stock, $95,300  00 

Bonds  ishued, 70.000  UO 

Notes  payable, 6,300  49 

Unpaid  bill 5,333  62 

Unpaid  dlridends, 25  00 

Interest  due  but  not  paid, 1,225  00 

Total  liabilities,  as  per  books  of  the  company $178,184  11 

Manufacturino  Account. 

Dr.  Cb. 

OperaUng  expenses,  {«*•' $11,01162 

*^        o      *-*       •  ]  electric 2,049  83 

Income  from  sale  of  gas, 

residuals,     .       •  .'      • 

sale  of  electric  light  and  power, 

Balance  to  profit  and  loss,   {*** 

(electric. 


$11,833  26 

1,621  05 

2,547  10 

2,446  79 

497  27 

816.001  41       $16,001  41 
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Profit  and  Loss  Account. 

Balance  Jane  30, 1891, 

Balance  of  gas  manufacturing  account,  .... 
Balance  of  electric  manafacturiog  account,    . 

Jobbing  account  (gas), 

Other  items  of  Income, 

Interest  paid, 

Oiher  items, 

Balance  June  80,  1892 


[Jan. 


Da. 

Ca. 

$244  54 

2,445  79 

497  27 

163  94 

6  19 

$4,466  86 

77  68 

1,186  81 

$4,544  54        $4,544  64 


CLINTON  GAS  LIGHT  COMPANY. 

ASSBTS. 

Real  estate  (gas), $27,000  00 

Street  mains  (gas), 9,012  00 

Meters  (gas) 528  38 

Gas  coal  on  band, 1,096  15 

Coke  on  band, 135  70 

Tar  on  band, 687  60 

Enricbers  on  band 85  90 

Purifying  materials  on  band 100  00 

Otber  gas  materials  on  hand, 6«^  00 

Real  estate  (electric) 21,000  00 

Steam  plant  (electric), 15,000  00 

Electric  plant 17,000  00 

Lines,  meters,  lamps  and  globes  (electiic) 49,06194 

Fuel  on  band  (electric  light), 125  45 

Carbons  on  band, 210  12 

Oil  and  waste  on  hand 24  10 

Otber  electric  materials  on  band 700  00 

Office  furniture, 200  00 

Cash  on  band, 6,574  44 

Total  assets,  as  per  books  of  the  company, $152,216  68 

Liabilities. 

Capital  stock, $73,000  00 

Notes  payable, 70,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $143,000  00 

Profit  and  loss  balance, 9,216  68 

$152,216  68 

Manufacturing  Account. 

Da.  Ca. 

n»«..f«n«  <.^.^»»»    i^M, $11.888  23 

Operating  e:.pen««,  {8;^^ \^^j  ^^ 

Income  fW>m  sale  of  gas, $13,070  32 

residuals, 1,245  71 

sale  of  electric  light  and  power,         .       .  14,685  72 

Balance  to  profit  and  loss,  \^*    '       '  '  ^*^}Z  !? 

(  electric,      ....  268  24 

$29,001  75  $29,001  75 
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Profit  and  Loss  Acoount. 

Db.  Or. 

B  ilance  Jane  30, 1891, 89,61166 

Balance  of  gas  manafactarlng  account,  ....  2,427  80 

Balance  of  electric  manafacturiagaccoant,     ...  26824 

DiTldends  declared, $600  00 

Interest  paid, 2,491  02 

Balance  Jnne  30, 1892, 9,216  68 


912,307  70      $12,307  70 


COHASSET  ELECTRIC  COMPANY. 


Assets. 


Real  estate $4,221  89 

Steam  plant 5,908  60 

Electric  plant, 14,063  40 

Lines,  meters,  lamps  and  globes, 13,857  84 

Due  for  electric  ligbt  and  power, 362  01 

Fuel  on  band,    . 182  00 

Oil  and  waste  on  hand, 46  50 

Other  materials  on  band, 60  00 

Cash  on  band, 115  56 

Total  assets,  as  per  books  of  the  oompanj, $38,8U7  80 

Liabilities. 

CapiUl  stock, $30,000  00 

Notes  payable 7,000  00 

Unpaid  bills, 691  47 

Depreciation  fand 500  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $38,19147 

Profit  and  loss  balance, 616  33 

$38,807  80 

MANITFAOTUaiNO    ACCOUNT. 

Ds.  Cb. 

Operating  expenses $4,630  08 

Income  from  sale  of  light  and  power,       ....  $6,054  59 

Balance  to  profit  and  loss, 1,424  56 

$6,054  59  $6,054  59 
Profit  and  Loss  Account. 

Dr.  Cb. 

Balance  June  30. 1891, $69  63 

Balance  of  electric  manufacturing  acoonnt,     .  1,424  56 

Other  Items  of  income, 9  00 

Interest  paid $363  70 

Depreciation  fund, 500  00 

Other  items 23  16 

Balance  Jane  30, 1892, 616  33 

$1,503  19  $1,603  19 
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[Jan. 


COTTAGE  CITY  GAS  AND  ELECTRIC  COMPANY. 


A88BTB. 

Real  estate  (gas). 

Machinery  and  manafactarlng  appliances  (gas). 

Street  mains  (gas)» 

Meters  (gas), 

Dae  for  gas, 

Enricbers  on  band, 

Otber  gas  materials  on  band,   .       .       •       • 

Stoves  on  band, 

Gas  flxtores  on  hand 

Real  estate  (electric) ,       .       .       .       • 
Steam  plant  (electric),     .... 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric), 

Carbons  on  hand, 

Oil  and  waste  on  hand,     .... 

Globes  on  hand, 

Other  electric  materials  on  band,     • 
Sundry  accounts  due  the  company. 

Office  furniture, 

Cash  on  band, 


t2I,959  26 

160  60 
96  00 
298  68 
244  26 
244  20 

8,682  42 


600 

16  16 

6  00 

242  36 

77  42 

41  60 

1,614  24 

Total  assets,  as  per  books  of  the  company, $33,685  86 


Liabilities. 

Capital  stock, $26,000  00 

Notes  payable, 4,600  00 

Unpaid  bills, 29  70 

Total  liabilities,  as  per  books  of  the  company, $29,529  70 

Profit  and  loss  balance, 4,056  16 


Manufacturing  Account. 

Db. 

^        .  (gas $2,918  93 

Operating  expenses,  I  ^,^j^,^ ^^^  ^^ 

Income  fVom  sale  of  gas, 

sale  of  electric  light  and  power, 

other  sources  (gas) 

Balance  to  profit  and  loss  J  f*'^^;^     '       ]       '       \         .^S  08 


$33,685  86 
Cb. 


$4,196  73 

2,040  00 

638  81 


$6,776  64       $6,776  64 


DANYERS  GAS  LIGHT  COMPANY. 

A88BT8. 


Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand, 


$22,182  95 

380  20 

314  70 

1,801  80 

300  00 
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Tar  on  hand, $225  00 

Stoves  on  hand, 60  00 

Gas  fixtures  on  hand, 21  90 

Cash  on  hand, 130  77 

Totalassets,  as  per  books  of  the  company, $25.407  32 

Liabilities. 

Capital  stock $20,000  00 

Notes  payable, 2,000  00 

Unpaid  bills 1,247  90 

Total  liabilities,  as  per  books  of  the  company,         ....  $23,247  90 

Profit  and  loss  balance, 2,159  42 

$25,407  32 
Mamvpagturino  Account. 

Da.  Cx. 

Operating  expenses, $4,253  33 

Income  from  sale  of  gas, $4,952  48- 

residuals,     ....'...  667  60 

other  sources, 8  00 

Balance  to  profit  and  loss, 1,274  75 

$5,528  08  $5,528  OS 
Profit  and  Loss  AcoorNT. 

Ds.  Cb. 

Balance  June  30, 1891, $1,449  34 

Balance  of  gas  manufacturing  account,  ....  1,27475 

Interest  paid, $164  67 

Depreciation, 400  00 

Balance  June  30, 1892 2,159  42 

$2,724  09  $2J24  09 


DEDHAM  ELECTRIC  COMPANY. 

AS8BT8. 

Real  estate, $13,443  37 

Steam  plant 15,162  76 

Electric  plant, 10,319  23 

Lines,  meters,  lamps  and  globes, 57,169  44 

Patent  rights, 5,741  78 

Due  for  electric  light  and  power, 1,397  17 

Fuel  on  hand 613  27 

Carbons  on  band, 3  00 

Oil  and  waste  on  hand, 38  05 

Incandescent  lamps  on  hand, 386  58 

Globes  on  band, 22  76 

Other  materials  on  hand, 390  02 

Unexpired  insurance 103  12 

Interest  advanced 218  72 

Horses,  wagons,  etc , 335  00 

Sundry  accounts  due  the  CQmpany, 647  18 

Office  furniture, 16  00 

Cash  on  hand, 863  02 

InTcatments,  notes  receivable 527  51 

Total  assets,  as  per  books  of  the  company, $107,397  97 
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LlABILITIRS. 

Capital  stock, 930,000  00 

Notes  pajable, 42,314  i4 

Unpaid  bills 3.907  10 

Total  liabilities,  as  per  books  of  the  company,        .       .       .       .    f  106,221  54 
Profit  and  loss  balance 1,176  43 

$107,397  97 

M^NVFACTUaiNO   ACCOUNT. 

Pa.  Ci. 

Operating  expenses,  .       « $7,355  29 

Income  from  sale  of  light  and  power,       ....  $12,206  60 

other  sources, 1  75 

Balance  to  profit  and  loss, 4,853  06 

$12,208  35      $12,208  35 
Profit  and  Lobs  Accovnt. 

•  Da.  Cr. 

Balance  Jane  30, 1891, $1,852  74 

Balance  of  electric  mannfacturing  account,    .       .       .  4,853  06 

Guarantee  fund, 1,037  16 

Dividends  declared $3,600  00 

Interest  paid, 2,051  79 

Other  items, 366  82 

Wiring  account 547  92 

Balance  June  30, 1892 1,176  43 

$7,742  96       $7,742  96 


DEDHAM  AND   HYDE  PARK  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate $7,803  68 

Machinery  and  mannfacturing  appllanceji, 12,107  15 

Street  mains, 22,117  87 

Meters 1,463  97 

Due  for  gas, 1,074  40 

Gas  coal  on  hand, 423  14 

Coke  on  hand, 129  88 

Tar  on  hand, 584  00 

Stoves  on  hand,  .        .  > 

Gas  engine,       -       -( ^'^^  ^ 

Gas  fixtures  on  band,  ) 

Horses,  wagons,  etc., 338  41 

Offli«  furniture, 153  58 

CHsh  on  hand 1,607  32 

Investments 480  00 

Total  assets,  as  per  books  of  the  company, $50,627  65 

Profit  and  loss  balance, 58,840  52 

$109,468  17 
Liabilities. 

Capital  stock $100,000  00 

Bonds  issued 9,000  00 

Unpaid  bills 468  17 

Total  liabilities,  as  per  bdoks  of  the  company,         ....  $109,468  17 
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Manufactubino  Acconrr. 

db.  Ci. 

Operating  expenses $10,326  78 

Income  from  sale  of  gas, f  10,663  42 

residnals, 1,172  38 

other  sources, 70  66 

Balance  to  profit  and  loss,        ......  1,579  68 

f  11,006  46      $11,906  46 

Protit  and  Loss  Account. 

Dh.  Ci. 

Balance  Jane  80, 1891 $59,076  42 

Balance  of  gas  manafactnring  account,  ....  $1,579  68 

Rents, 118  25 

Interest  paid, 584  33 

Depredation, 877  70 

Balance  Jane  30, 1892, 58,840  62 

$60,538  46      860,538  45 


DORCHESTER  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, ^ 

Machinery  and  manafactoring  appliances,  f $525,002  51 

Street  mains, J 

Meters 15,326  26 

Dae  for  gas 12,125  86 

Coke  on  hand, 54  00 

Gas  on  hand 192  00 

Enrichers  on  hand, 2  97 

Purifying  materials  on  hand, 298  85 

Other  materials  on  hand, 3,123  17 

Longren  lamps, 144  63 

Sandry  accounts  dae  the  company, 1,039  33 

Cash  on  hand, 4,496  54 

Notes  receivable, 21,165  00 

Total  assets,  as  per  books  of  the  company, $582,971  12 

LlABILITIBS. 

Capital  stock, $400,000  00 

Unpaid  bills 20,456  42 

Deposits 677  00 


Total  liabilities,  as  per  books  of  the  company,        ....  $421,033  42 

Profit  and  loss  balance, 161,937  70 

$582,971  12 
Maxtfaoturino  Account. 

Da.  Cb. 

Operating  expenses, $78,951  81 

Income  flrom  sale  of  gas, $109,53195 

other  sources, 76  00 

Balance  to  profit  and  loss, 30,656  14 


$109,607  95    $109,607  95 
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Protit  anb  Lo*8  Accorwr. 

Dh.  Cr. 

Balance  June  30, 1891, $161,365  31 

Balance  of  gas  mannfactaring  account,   ....  30,65614 

Interest  received, 696  85 

Rents 1,219  40 

Dividends  declared, $32,000  00 

Balance  Jane  30, 1892 161,937  70 


$193,937  70    $193,937  70 


EAST  BOSTON  GAS  COMPANY. 

A88BT8. 

Realei^tate, ^ 

Machinery  and  mannfticta'^ing  appliances,      •  ^___  ___  __ 

Street  mains, f $227,226  89 

Meters, J 

Dae  for  gas 6,411  86 

Oas  coal  on  hand, 2,412  97 

Col(e  on  hand, 

Parifying  materials  on  band, 

Other  materials  on  band, 

Stoves  on  hand, 

Oas  fixtures  on  hand, 

Horses,  wagons,  etc., 

Sundry  accounts  due  the  company, 

Cash  on  hand, 

Investments, 

Total  assets,  as  per  books  of  the  company $301,533  72 

Liabilities. 

Capital  stock $220,000  00 

Unpaid  bills 2,931  30 

Deposits, 371  42 

Total  liabilities,  as  per  books  of  the  company,        ....    $223,302  72 
Profit  and  loss  balance, 81,231  00 


125  00 

78  76 

674  66 

90  60 

1,453  27 

328  50 

434  57 

24,946  76 

40,450  00 

$304,533  72 
MANXTFAOTrmifO  Account. 

Da.  Ca. 

Operating  expenses, $55,087  87 

Income  fh>m  sale  of  gas, $67,970  09 

residuals, 9,080  20 

other  sources 318  78 

Balance  to  profit  and  loss 22,281  20 

$77,369  07      $77,369  07 
Peofit  and  Loss  Accofnt. 

Db.  Ci. 

Balance  Jane  30, 1891, $78,898  61 

Balance  of  gas  manufacturing  account,  ....  22,281  20 

Interest  received, 2,934  56 

Jobbing  account, 627  68 

Other  items  of  income, 3  66 

Dividends  declared, $22,000  00 

Depreciation,     ...  1,409  64 

Other  items, 5  00  ' 

Balance  June  30, 1892, .         81,231  00 


$104,645  64    $104,645  64 
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EASTHAMPTON  GAS  COMPANY. 

Assets. 

Real  estate  (gas) 99,ft00  00 

Machinery  and  niannfactnrlng  appliances  (gas), 10,500  00 

Street  mains  (gas), 8.000  00 

Meters  (gas), 500  00 

Dae  for  gas, 916  9ft 

Coke  on  hand, 15  00 

Tar  on  hand, 251  25 

Enrlchers  on  hand, '• 67  60 

Parlfying  materials  on  hand, 12  00 

Other  gas  materials  on  hand, 10  00 

Beal  estate  (electric) 2,286  71 

Steam  plant  (electric) .  2,'/89  01 

Electric  plant i  6  850  00 

Lines,  meters,  lamps  and  globes  (electric),     .) ' 

Doe  for  electric  light  and  power, 515  63 

Fnel  on  hand  (electric  light), 39  00 

Carbons  on  hand, 48  60 

Oil  and  waste  on  hand 21  00 

Globes  on  hand 8  88 

Other  electric  materials  on  hand, 42  52 

Sundry  accounts  doe  the  company,  ...*....  62  70 

Cash  on  hand, 8727 

Total  assets,  as  per  books  of  the  company, $40,824  12 

Liabilities. 

Capital  stock $30,000  00 

Notes  payable, 5,000  00 

Unpaid  bills, 701  37 

Total  liabilities,  as  per  books  of  the  company,        ....  $35,701  37 

Profit  and  loss  balance, 5,122  76 

$40,824  12 
Makutaoturino  Agcovnt. 

Db.  Cx. 

^       ^  f  gas, $6,555  42 

Operating  expenses,  I  ^j^^^ 19^8  63 

Income  from  sale  of  gas, $7,79120 

residuals, 443  15 

sale  of  electric  light  and  power,         .       .  2,062  50 

other  sources, 60  50 

Balance  to  profit  and  loss,  (^' ^'???  S 

^  1  electric,      ....  163  87 

$10,357  35  $10,357  36 

Profit  and  Loss  Accovnt. 

Db.  Cb. 

Balance  Jane  30, 1891, $5,492  53 

Balance  of  gas  mannfactaringacoonnt,    ....  1,68943 

Balance  of  electric  manufacturing  account,    ...  163  87 

Dividends  declared, $2,100  00 

Interest  paid 123  08 

Balance  June  30, 1892, 5,122  75 

$7^345  83  $7,315  83 
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EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  BOSTON. 

AS8BT8. 


.$2,392,405  69 


Real  estate,        .... 
Steam  plant,       .... 
Electric  plant,    .... 
Lines,  meters,  lamps  and  globes, 
Patent  rights,     .... 

Dae  for  electric  light  and  power,      .       . 60,778  33 

Oil  and  waste  on  band,     . 

Incandescent  lamps  on  band,    . 

Globes  on  band, 

Other  electric  materials  on  hand. 

Motors  on  hand, 

Electric  fixtures  on  hand, . 

Snndry  accounts  due  the  company, 8,085  54 

Cash  on  hand, 310,728  35 

Notes  receiyabl 54,968  67 


200,627  82 


Total  assets,  as  per  books  of  the  company, $3,031,594  40 


Liabilities. 

Capital  stock, $1,342,500  00 

Bonds  issued, 837,600  00 

Notes  payable, 400«000  00 

Unpaid  bills 57,800  48 

Interest  due  but  not  paid, 7,285  00 

Reserved  fund, 27,000  00 

Depreciation  Aind, 38,000  00 

Amounts  due  ft'om  the  company,  not  included  abOTO,    ....  271,095  45 

Totdl  liabilities,  as  per  books  of  the  company $2,979,180  93 

Profit  and  loss  balance 52,413  47 

$3,031,694  40 

Manvfacturino  Account. 

Dr.  Ci. 

Operating  expenses $272,131  67 

Income  from  sale  of  light  and  power,      ....  $454,198  42 

other  sources, 9,563  97 

Balance  to  profit  and  loss 191,630  72 

$463,762  39  $463,762  39 

Profit  and  Loss  Account. 

Da.  Cb. 

Balance  June  30. 1891, $8,676  69 

Balance  of  electric  manufacturing  account,     .       .       .  191,630  72 

Royalties 4,053  48 

Other  items  of  income, 167  28 

Dividends  declared, $90,025  00 

Interest  paid, 38,089  70 

Depreciation, 24,000  00 

Balance  June  30, 1892 52,413  47 


$204,528  17    $204,528  17 
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EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  BROCKTON. 

Assets. 

Real  estate,       .     •.       .     * $51,457  33 

Steam  plant, 34,403  34 

Electric  plant, 70,629  36 

Lines,  meters,  lamps  and  globes, 62,244  91 

Patent  rights, 19,000  00 

Oil  and  waste  on  hand, 26  99 

Incandescent  lamps  on  hand, 320  86 

Other  materials  on  hand 1,850  90 

Motors  on  hand 322  32 

Horses  and  wagons,  tools,  etc., 9,034  48 

Snndrj  acoonnts  due  the  company, 8,644  56 

Cash  on  hand, 6,083  43 

Notes  receiTable, 2,500  00 

Total  assets,  as  per  books  of  the  company, |266,518  48 

Liabilities. 

Capital  stock, $100,000  00 

Bonds  issued, 100,000  00 

Notes  payable, 43,500  00 

Unpaid  bills 1,198  67 

Interest  due  but  not  paid, 1,000  00 

Depreciation  fhnd 20,819  81 

Total  liabilities,  as  per  books  of  the  company,         •       •       •       .  $266,518  48 

Manupaoturiko  Account. 

Ds.  Cb. 

Operating  expenses $36,661  94 

Income  from  sale  of  light  and  power $54,400  05 

Balance  to  profit  and  loss, 17,738  11 

$54,400  05  $54,400  05 
Pbofit  and  Loss  Account. 

Db.  Ca. 

Balance  of  electric  mannfinctnring  account,     .              •  $17,738  11 

Interest  received,                     198  49 

Rents, ,       .       .       .  95  00 

Dividends  declared, $5,700  00 

Interest  paid 8,026  66 

Depreciation, 4,180  94 

Other  items, 124  00 

$18,031  60  $18,031  60 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OP  FALL  RIVER. 

ASSETP. 

Real  estate,     \ 

Steam  plant,     V $74,664  26 

Electric  plant,  J       '       ' 

Lines,  meters,  bmpif  and  globes, 82,223  28 

Patentrights,     .     *.      ' 10.000  00 

Doe  for  electric  Ug14  and.  powjDr, 1,164  39 
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Otber  materials  on  band, $6,600  00 

Motors  on  hand, 7,014  65 

Sundry  accounts  due  tbe  company, •  2,179  20 

Ca&b  on  band, 60  60 


Total  assets,  as  per  books  of  tbe  company,      .       •  •       .    $133,786  88 

Liabilities. 

Capital  stock, $90,000  00 

Notes  payable, 33,000  00 

Unpaid  bills 7,325  59 

Total  liabilities,  as  per  books  of  tbe  company,         ....    $130,32559 
Profit  and  loss  balance, 3,460  79 

$133,786  38 
Makufacti'bino  Accoukt. 

Dr.  Ca. 

Operating  expenses $23,347  09 

Income  from  sale  of  ligbt  and  power,      ....  $41,71982 

other  Sources,     ' 1,200  00 

Balance  to  profit  and  loss, 19,672  73 

$42,919  82      $42,919  82 

Cr. 
$5,747  64 
19,672  73 


Pbofit  AMD  Loss  Account. 


Balance  June  30, 1891 

Balance  of  electtlc  manufacturing  account, 
Dividends  declared,  . 
Interest  paid,    '• 
Other  items, 

Depreciation, 

Wiring  account. 

Balance  June  30, 1892,      . 


Db.  Ch. 

$5,747  64 


$7,200  00 

1,568  97 

58  00 

10,500  00 

2,642  49 

3,460  81 

$25,320  27      $26,320  27 


ELECTRIC  LIGHT  AND  PAtENT  FLOORING  COMPANY  OF 
AME8BURT. 

Assets. 

Real  estate, $11,000  00 

8team  plant, 13.283  69 

Electric  plant 20,784  94 

Lines,  meters,  lamps  and  globes 7,984  66 

Patent  rights, 4,000  00 

Due  for  electric  light  and  power, 1,732  70 

Fuel  on  band, 15  60 

Carbons  on  hand, 30  52 

Oil  and  waste  on  hand, 45  16 

Incandescent  lamps  on  hand,   .........  69  06 

Globes  on  hand, 22  75 

Electric  fixtures  on  hand 266  40 

Sundry  accounts  due  tbe  company, 716  89 

Office  furniture, 100  00 

Cash  on  hand, 144  56 

Investments  (otber  property,  real  and  personal), 46,737  85 

Total  assets,  as  per  books  of  the  company $106,934  67 
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Liabilities. 

Capital  stock, $44,900  00 

Notes  payable 59,800  00 

Unpaid  bills 208  36 

Totalllabllitles,  as  per  books  of  the  oompany $104,908  36 

Profit  and  loss  balance, 2,026  31 

f  106»934  67 

BiAWUPACTURINO    ACCOUNT. 

Dr.  Cs. 

operating  expenses, $10,501  65 

Income  from  sale  of  light  and  power,      ....  $12,647  48 

Balance  to  profit  and  loss, 2,145  83 

$12,647  48      $12,647  48 
Profit  and  Loss  Account. 

Db.  Cr. 

Balance  Jane  30, 1891, $2,355  26 

Balance  of  electric  manufi&cturing  acconnt,      .       .       .  2,145  83 

Mill  items, -.  7,516  39 

Other  electric  items  of  income, 1,020  89 

Interest  paid $1,526  75 

Mill  items, 6,906  79 

Depreciation 1,175  00 

Other  electric  items, 1,403  51 

Balance  Jane  30, 1892, 2,026  31 


$13,038  36      $13,038  36 


ELECTRIC   LIGHT   AND  POWER  COMPANY  OF  ABINGTON   AND 

ROCKLAND. 

Assets. 

Real  estate, $19,815  25 

Steam  plant 17,342  96 

Electric  plant, 21,317  10 

Lines,  meters,  lamps  and  globes, 18,720  19 

Due  for  electric  light  and  power, 1,502  15 

Incandescent  lamps  on  hand, 448  45 

Tool 270  78 

Horses,  wagons,  etc., 317  60 

Office  flimitnre, 216  87 

Cash  on  hand, 4,861  43 

Total  assets,  as  per  books  of  the  company, $84,812  78 

Profit  and  loss  balance,    .       • 2,572  36 

$87,385  14 
Liabilities. 

Capital  stock, $30,000  00 

Bonds  issued, 50.000  00 

Unpaid  bills, 7,385  14 

Total  liabilities,  ss  per  books  of  the  company,         .       .       .       .  $87,385  14 
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Makufaotubiko  Account. 

Ds.  Cb. 

Operating  expenses,  .  •    .  • $4,981  79 

Income  from  sale  of  light  and  power,      ....  f3,283  64 

Balance  to  profit  and  loss, 1,696  15 

14,981  79       f4,981  79 

PBOrtT  AND  Loss  ACCOtNT.  * 

Db.  Cb. 

Balance  of  electric  mannfactnring  account,    .       .  $1,698  15 

Interest  paid, 856  84 

Other  items 17  37 

Balance  Jane  30, 1892,      .  '     .  ' '  $2,572  36 

$2,672  36       $2,572  36 


FALL  RIVER  •ELECTRIC  LIGHT  COMPANY. 

AasBTS. 

Real  estate, $26,800  00 

Steam  plant, 36,069  36 

Electric  plant,    .       .       .  • 43,293  67 

Lines,  meters,  lamps  and  glebes, 48,982  54 

Due  for  electric  light  and  power,- 4,980  78 

Cash  on  hand,    .       .       •       .  •     .  • 2,143  85 

Total  assets,  as  per  books  of  the  companj, $162,270  15 


Liabilities. 

Capital  stock, $120,000  00 

Notes  payable, 36.000  00 

Unpaid  bills, 1,458  28 

Total  liabilities,  as  per  books  of  the  company, .  *     .       .       .  •     .    $157,458  28 
Profit  and  loss  balance, 4,811  87 

$162,270  15 

Manupactueino  Account, 

Db.  Cb. 

Operating  expenses, $29,620  44 

Income  from  sale  of  light  and  power,       ....  $48,095  91 

Balance  to  profit  and  loss, 18,475  47 

$48,095  91      $48,095  91 

Pbo^it  and  Loss  Account. 

Db.  Cb. 

Balance  Jane  30, 1891 $3,624  58 

Balance  of  electric  mannfacturing  acconnt,     .       .       .  18,475  47 

Dividends  declared $7,200  00 

Interest  paid,      .       .       ..      .,      .       .       .       .       .  1,388  18 

Depreciation,     .       .       .       .       .       .       .       •'     .  '8,700  00 

Balance  June  30,  1892, 4,811  87 


$22,100  05      $22,100  05 
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FALL  RIVER  GAS  WORKS  COMPANY. 

Absbts. 

Real  estate, f  135,169  97 

Machinery  and  roanafactaring  appliances, 69.603  09 

Street  mains  and  senrioes, 100,792  95 

Meters, 21,083  91 

Dne  for  gas, 3,917  01 

Oas  coal  on  hand, 2.743  97 

Tar  on  hand, 1,916  37 

Oil  on  hand, 226  60 

Purifying  materials  on  band 16  iSO 

Other  materials  on  band, 8,fi60  88 

Stoves  on  hand, 1,546  73 

Lamp  account, 722  48 

Small  improvements, 2,510  62 

Oas  engines, 871  50 

Fuel  experiments, 12  30 

Tools,  wagons,  etc, 86  40 

Sundry  accounts  dne  the  company , 930  28 

OfRce  furniture, 403  96 

Cash  on  hand 27,592  34 

Total  assets,  as  per  books  of  the  company, 9373,706  76 


LlABILITIBS. 

Capital  stock 9288.000  00 

Unpaid  bills, 6,084  fi9 

Deposits 175  60 

Totalliabilitics,  as  per  books  of  the  company, f  294,260  19 

Profit  and  loss  balance, 79,446  57 

9373,706  76 

Man UFACTU RING    ACCOUXT. 

Db.  Cr. 

Operating  expenses, $33,135  92 

Income  from  sale  of  gas, $77,359  53 

residuals,     .......  714  82 

other  sources, 163  60 

Balance  to  profit  and  lof 45,102  03 

$78,237  95      $78,237  95 
Pbofit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30. 1891, $57,121  65 

Balance  of  gas  manufacturing  account,    ....  45,102  03 

Shop  account, 646  86 

Dividends  declared, $23,040  00 

Interest  paid, 1  48 

Other  items, 382  49 

Balance  June  30,  1892, 79,446  57 


$102,870  54    $102,870  51 
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FITCHBURG  GAS  COMPANY. 

Assets. 

Real  esUte  (gas), $8,600  00 

Machinery  and  manafacturing  appliances  (gas),    .       .'      .       .       .  17,659  87 

Street  mains  (gas), 15,000  00 

Meters  (gas), 5,000  00 

Due  for  gas, 1,941  21 

Gas  coal  on  band 200  00 

Enricbers  on  hand, 300  00 

Water  works S,184  24 

Real  estate  (electric), 22,705  85 

Steam  plant  (electric), 8,000  00 

Electric  plant, 34,000  00 

Lines,  meters,  lamps  and  globes  (electric), 39,23167 

Due  for  electric  light  and  power, 252  55 

Carbons  on  hand, 200  00 

Sundry  accounts  due  the  company, 3,699  63 

Office  furniture, 1,275  00 

Cash  on  hand, 2,601  01 

Investments 449  07 

Total  assets,  as  per  books  of  the  company, $164,200  00 

Liabilities. 

CapiUl  stock, $150,000  00 

Notes  payable, 14,200  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $164,20000 

Mamufacturino  Account. 

Dr.  Cb. 

Oper.t.«««pe««..{«;'^^,^;     ;     ;     ;     ;     ;     *^^^ 

Income  from  sale  of  gas, $33,05101 

residuals 4,552  27 

sale  of  electric  light  and  power,         .       .  27,044  40 

Balance  to  profit  and  loss,  5 '^*' ^o'™  ?« 

*^  ( electric,         ....  8,606  18 

$64,647  68  $61,647  68 

Pbofit  and  Loss  Account. 

Db.  Cb. 

Balance  of  gas  manufacturing  account $12,432  95 

Balance  ofelectric  manufacturing  account,     .       .       .  8,606  18 

Interest  received, 55  66 

Water  rates, 586  51 

Wiring  account 736  02 

Dividends  decUred $10,000  00 

Interest  paid, 4,065  11 

Depreciation  fund, 1,500  00 

Depredation, 34,852  11 

Premium  on  new  stock 25.000  00 

$48,917  22  $48,917  22 
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FRAMINGHAM  ELECTRIC  COMPANY. 

AasBTS. 

Realestote f  12,887  87 

Steam  plant, 24,873  03 

Electric  plant, 41,476  43 

Lines,  meters,  lamps  and  globes, 47,733  42 

Franchise, 3,062  8$ 

Dae  for  electric  light  and  power, 3,186  94 

Foel  on  band,     .... 

Carbons  on  hand. 

Oil  and  waste  on  band. 

Incandescent  lamps  on  hand,  .J- 1,140  31 

Globes  on  band, 

Other  elearic  materials  on  hand, 

Motors  on  band,        ...     J 

Inside  wiring, 18,116  70 

Insnrance, 200  00 

Office  fomitnre, 168  00 

Cash  on  hand, 84  14 


Total  assets,  as  per  books  of  the  company, f  152,929  19 


LlABILlTIBS. 

Capital  stock, f  80,000  00 

Bonds  issued, 60,000  00 

Notes  payable, 1,185  00 

Unpaid  bills, 16,996  29 


Total  liabilities,  as  per  books  of  the  company,         ....    $148,18129 
Profit  and  loss  balance, 4,747  90 


$152,929  19 
Manufacturing  Account. 

Db.  Cb. 

Operating  expenses, f  12,354  20 

Income  from  sale  of  light  and  power,     ....  |17,147  49 

Balance  to  profit  and  loss, 4,793  25 


Profit  and  Loas  Account. 


Balance  June  30. 1891,       .... 
Balance  of  electric  manufactnring  account. 

Care  of  fire  alarm, 

Other  items  of  income,    .... 

Interest  paid, 

Balance  June  30, 1892,       .... 


$17,147  45 

$17,147  45 

Db. 

Cb. 

$2,918  99 

4,793  25 

199  92 

125  00 

$3,289  26 

4,747  90 

t8,037  16       $8,037  16 
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FRAMINOHAM  GAS  FUEL  AND  POWER  COMPANY. 

AasBTB. 

Real  estate, |3l,948  64 

Machinery  and  manafactaring  appliances, 30,747  87 

Street  mains,     ...    * 26,360  81 

Meters 2,427  40 

Due  for  gas, 386  39 

Coal  on  hand, 164  22 

Purifying  materials  on  hand,   .........  98  55 

Other  materials  on  band, 1,821  47 

Stoves  on  band,       .1  o  iqt  ^k 

Gas  fixtures  on  hand,  /  *       * ^'^^  ^^ 

Tools 716  46 

Horses,  wagons,  etc., 216  75 

Sundry  accounts  due  the  company 1,518  47 

Office  fbrniture, 1,044  71 

Cash  on  band, 14  43 

Patent  rights  and  franchise, 40,000  00 

Total  assets,  as  per  books  of  the  company $139,152  62 

Profit  and  loss  balance, 24,394  99 

f  163,547  61 

LlABILITIBB. 

Capital  stock, $76,000  00 

Bonds  issued, 75,000  00 

Notes  payable, 7,400  00 

Unpaid  bills, 297  61 

Interest  due  but  not  paid, 5,850  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $163,54761 


Manvpaoturino  Account. 

Dk.  Cb. 

Operating  expenses, $7,354  36 

Income  fh>m  sale  of  gas, $3,470  74 

other  sources, 61  94 

Balance  to  profit  and  loss, 8,831  67 

$7,364  36       $7,354  36 

Pbofit  and  Lobs  Account. 

Dr.  Cb. 

Balance  June  30, 1891, $16,600  29 

Balance  of  gas  manufacturing  account,    ....  3,831  67 

Interest  paid, 4,600  00 

Jobbing  account, $208  72 

Other  items  of  income, 328  25 

BaUnce  June  30, 1892* 24,394  99 


$24,931  96      $24,931  96 
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FRANKLIN. 
(See  Unioh  Electric  Light  Compakt.) 


FRANKLIN  ELECTRIC  LIGHT  COMPANY  (OF  TURNER'S  FALLS). 

AS8BT8. 

Electric  plant $11,007  46 

Cash  on  band, 361  68 

Total  astets,  as  per  books  of  the  company, $11,369  14 

LlABILITIBS. 

CaplUl  stock, $10,000  00 

Notes  payable, 300  00 

ToUl  liabilities,  as  per  books  of  the  company,        ....  $10,300  00 

Profit  and  loss  balance, 1,069  14 

MAMUrAOTURIHO  ACCOWT. 


Operating  expenses,  .... 
Income  from  sale  of  light  and  power. 
Balance  to  profit  and  loss, 


Fbofit  and  Loss  Aocoukt. 


Balance  Jane  30,  1891,      .... 
Balance  of  electric  manufacturing  account, 

Diyidends  declared, 

Interest  paid 

Balance  June  30, 1892,       .... 


$11,369  14 

Db. 

Ca. 

$2,956  99 

$3,674  86 

717  87 

$3,674  86 

$3,674  86 

Da. 

Cr. 

$765  52 

717  87 

$400  00 

14  25 

1,069  14 

$1,483  39       $1,483  39 


•    GARDNER  ELECTRIC  LIGHT  CO>fPANY. 

Assbts. 

Real  estate $7,000  00 

Steam  plant,   '  •       .'.*.' 10,002  75 

Electric  plant, 

Lines,  meters,  lamps  and  globes,      .       • 

Due  for  electric  light  and  poM[er,      ....... 

Fuel  on  hand, 

Cart)ons  on  hand 

Oil  and  waste  on  hand, 

Incandescent  lamps' on  hand,' .       •       .'•*.'. 

Globes  on  hand, 

Other  materials  on  hand,  i 

Electric  fixtures  on  hand,  J 

Other  apparatus, 

Sundry  accounts  due  the  company,         .       ... 

Office  Aimitnre, 

Cash  on  hand,  .       •       .       .     ,  .       •     .  •     .  • 
Incandescent  lamps  in  use, 

Total  assets,  as  per  books  of  the  company, $52,509  05 
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16,017  88 

15.343  49 

854  47 

215  00 

91  80 

55  60 

276  36 

6  50 

891  44 

63  90 

428  46 

29  42 

573  48 

658  50 
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L1ABILXTIB8. 

Capital  stock, $30,000  00 

Unpaid  bills 326  94 

Reserved  fund 15,000  00 

Total  liabilities,  as  per  books  of  the  oompanj,         ....      |45,326  94 
Profit  and  loss  balance, 7.182  11 

$52,509  05 
Manufactubinq  Account. 

Ds.  Cb. 

Operating  expenses, f  8,092  53 

Income  from  sale  of  light  and  power,       ....  f  12,296  96 

Balance  to  profit  and  loss, 4,204  43 

f  12,296  96      f  12,296  96 
Pbofit  and  Loss  Account. 

Db.  Cb. 

Balance  Jane  30, 1891,   ' |2,938  82 

Balance  of  electric  manufacturing  account,     .       .       .  $4,204  43 

Certificates  of  old  company  surrendered, ....  28,700  00 

Jobbing  account, 544  74 

Other  items  of  income, 81  14 

Dividends  declared, 1,250  00 

Rebates  and  bad  debts, 1,662  87 

Depreciation, 20,496  51 

Balance  June  30, 1892, 7,182  11 

$33,630  31      $33,530  31 

GARDNER  OAS  WORKS. 

(Mrs.  M.  L.  RuoGLES.) 
Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances. 

Street  mains, 

Meters, 

Oil  on  hand, 

Stoves  on  band, 

Oas  fixtures  on  hand,       .... 


$14,100  00 

210  47 

150  00 

30  00 


Total  assets,  as  per  books  of  the  company, $14,490  47 


Liabilities. 

Notes  payable, $12,500  00 

Unpaid  bills, 279  08 


Total  liabilities,  as  per  books  of  the  company,        ....      $12,779  08 
Profit  and  loss  balance, 1,71139 


Manufaoturino  Account. 
(From  May  23  to  June  30, 1892.) 


Operating  expenses, . 
Income  from  sale  of  gas,  . 
Balance  to  profit  and  loss, 


Dr. 
$267  02 

98  78 


$14,490  47 


$365  80 


$365  80  $365  80 
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GLOUCESTER  ELECTRIC  COMPANY. 

Assets. 

Real  estate, f37,376  35 

Steam  plant, 31,263  40 

Electric  plant, 20.655  38 

Lines,  meters,  lamps  and  globes 14,227  50 

Patent  rigbts, 6,000  00 

Duo  for  electric  light  and  power 2,766  75 

Fnel  on  hand, 2,633  40 

Carl)ons  on  band, 43  00 

Oil  and  waste  on  hand, 13  85 

Incandescent  lamps  on  hand, 547  26 

Olobes  on  hand,        ...........  67  54 

Unexpired  indnrance, 254  21 

Tools 135  00 

Snndry  accounts  due  the  company, 276  36 

Offlcafamitare, 87  00 

Cash  on  hand, 332  44 

Total  assets,  as  per  books  of  the  company, f  115,679  44 


LlABILITXBS. 

Capital  stock $50,000  00 

Bonds  issued, 50,000  00 

Notes  payable,  ...  * 4,000  OJ 

Unpaid  bills 1,916  73 

Interest  due  bat  not  paid, 750  00 

Total  liabilities,  as  per  books  of  the  company, $106,666  73 

Profit  and  loss  balance 9,012  71 

1115,679  44 

Manufacturing  Account. 

Dr.  Cr. 

Operating  expenses, f  10,376  75 

Income  from  sale  of  light  and  power f  14,333  92 

Balance  to  profit  and  loss, 3,957  17 

f  14,333  92     $14,333  92 

Pbofit  and  Loss  Account. 

Da.  Cr. 

Balance  Jane  30, 1891, $8,753  25 

Balance  of  electric  manafactaring  account,     .       .       .  3,957  17 

Sale  of  old  station, 350  00 

Rents, 1M25 

Interest  paid, $1,010  97 

Construction  charged  off, 35  24 

Depreidation, 3,157  75 

Balance  June  30, 1892 9,012  71 


$13,216  67      $13,216  67 
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GLOUCESTER   GAS   LIGHT   COMPANY. 

A88BT8. 

Real  estAte, f  40,000  00 

Machinery  and  maDofacturiDg  appliances,  -s 

Street  mains, i 40,000  00 

Meters, ) 

Dae  for  gas 3,854  12 

Gas  coal  on  hand,      .       .        .      - 

Coke  on  band, 

Tar  on  hand 

Purifying  materials  on  hand, 

Other  materials  on  hand, 

Stoves  on  hand, 

Gas  fixtures  and  fitting  tools 

Gas  on  hand, 

Sundry  accounts  dae  the  company, 

Cash  on  hand, 

Notes  receivable 

Total  assets,  as  per  books  of  the  company, 997,226  56 


Liabilities. 
Capital  stock, f  80,000  00 


3,042  00 

200  61 

934  10 

50  00 

1,207  60 

125  00 

350  00 

104  80 

3,313  70 

3,284  46 

760  27 

Total  liabilities,  as  per  books  of  the  company,         ....      $80,000  00 
Profit  and  loss  balance, 17,226  56 


Manufacturing  Account. 

Operating  expenses, |18,581  01 

Income  from  sale  of  gas 

residuals, 

Balance  to  profit  and  loss, 


Profit  and  Loss  Account. 


Balance  June  30, 1891 

Balance  of  gas  manufacturing  account,   . 
Balance  of  gas  fitting  account, . 

Interest  received 

Rents  of  wharf, 

Other  items  of  income,     .... 

Dividends  declared, 

Construction  charged  oflv  . 

Depreciation, 

Balance  June  30, 1892,      


$97,226  66 

D». 

Ci. 

118,581  01 

$26,272  81 

3,413  30 

11,105  10 

129,686  11 

$29,686  U 

Db. 

Ck. 

$17,515  17 

11,105  10 

413  64 

46  65 

2,024  52 

127  66 

$9,600  00 

3,891  18 

515  00 

17,226  56 

$31,232  74 

$31,232  74 
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GREAT  BARRINGTON  ELECTRIC  LIGHT  COMPANY. 

Abbbts. 

Steam  plant, $5.fi30  28 

Electric  plant, 16.867  25 

Lines,  lamps  and  globes, 9,172  62 

Meters 209  50 

Due  for  electric  light  and  power, 1,414  91 

Fnel  on  hand, 42  76 

Carbons  on  band, 19  65 

Oil  and  waste  on  hand, 8  66 

Incandescent  lamps  on  band, 306  66 

Globes  on  hand 13  66 

Other  materials  on  hand, 486  23 

Tools  on  hand, 87  60 

Cash  on  hand, 16  18 

InTestments, 1,100  00 

Total  assets,  as  per  books  of  the  company $36,275  68 

LlABILITIEB. 

Capital  stock $28,800  00 

Notes  payable, 6.134  30 

Unpaid  bills, 4,827  99 

Interest  dae  bat  not  paid, 73  46 

Total  liabilities,  as  per  books  of  the  company,         ....  $34,83574 

Ftofit  and  loss  balance, 489  84 

$36,276  68 

Maxtpaotubikg  Accoukt. 

Db.  Cb. 

Operating  expenses, $6,146  40 

Income  from  sale  of  light  and  power,      ....  $6,388  66 

Balance  to  profit  and  loss, 242  26 

$6,388  66  $6,388  66 

Profit  and  Lo«b  Account. 

dk.  Ck. 

Balance  Jnne  30, 1891, $638  86 

Balance  of  electric  mannfactnring  account,     ...  242  26 

Interest  paid $308  11 

Other  items, 33  16 

Balance  Jane  30, 1892, 439  84 

$781  11  $781  11 
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GREENFIELD  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

A8BBTS. 

Real  estate, |4,000  00 

Steam  plant, 10,030  07 

Electric  plant, ^  24,129  09 

Constractlon  account,       .       .       . T  3,147  ft7 

Due  for  electric  light  and  power,       .....••.  476  80 

Fuel  on  band, 267  SO 

Carbons  on  hand, 27  00 

Oil  and  waste  on  band, ,  .       .  60  80 

Incandescent  lamps  on  band, 19820 

Other  materials  on  hand, 703  83 

Sundry  accounts  due  the  company, 559  17 

Cash  on  band, 122  67 

Notes  receivable, '  .       •       .  175  00 

Total  assets,  as  per  books  of  the  company, $43,887  70 

Liabilities. 

Capital  stock, $30,000  00 

Bonds  issued, 9,000  00 

Notes  payable, 1,000  00 

Unpaid  bills, 1,728  89 

Amounts  due  from  the  company,  not  included  above,    ....  430  31 

Total  liabilities,  as  per  books  of  the  company,        ....  $42,159  20 

Profit  and  loss  balance, 1,728  50 

$43,887  70 

Manvfacturino  Account. 

Dk.  Cb. 

Operating  expenses $9,206  86 

Income  firom  sale  of  light  and  power,       ....  $10,549  29 

Balance  to  proflt  and  loss,         ......  1,342  44 

$10,549  29  $10,549  29 

Pbopit  and  Loss  Account. 

Db.  Ob. 

Balance  June  80, 1891, $358  3S 

Balance  ofelectric  manufacturing  account,     .       .       .  1,342  44 

Wiring  account 218  76 

Other  items  of  income, 295  90 

Interest  paid $486  93 

Balance  June  30, 1892, 1,728  50 

$2,215  43  $2,215  43 
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GREENFIELD  GAS  LIGHT  COMPANY. 

AB8ET8. 

R«*l««^»to I 144.608  47 

Macbinerj  and  maoatectniing  appUanqsa,  J 

Street  maiiu, 4,404  44 

Meters, 1,513  71 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Eoricfaora  on  hand,   ••••••.••. 

Pnrifylng  materials  on  hand, 

Other  materials  on  band, 

Stoves  on  hand,        •     I  .       ,       ,       , 
Gas  fixtures  on  band,    J  •       •       •       • 

Snndrj  accoantt  dae  the  company, 

Cash  on  hand, 

Total  assets,  as  per  books  of  the  company, $53,379  i 


Liabilities. 

Capital  stock, f  50,000  00 

Notes  payable, 1,000  00 

Amonnts  dae  from  the  company,  not  indaded  above,    ....  623  56 


762  58 

248  00 

20  00 

315  00 

110  60 

72  00 

96  54 

176  87 

357  78 

693  50 

Total  liabilities,  as  per  books  of  the  company, f5l,623  66 

Profit  and  loss  balance,     ..........         1,76583 


$63,379  39 


MANt'FACTTRINO    ACCOUNT. 

Dr.  Cr. 

Operating  expenses, f  6,079  95 

Income  fh>m  sale  of  gas, f  7,346  81 

residuals, 626  46 

other  sonrces, 223  28 

Balance  to  profit  and  loss, 2,116  59 


|8,196  64        18.196  54 

P&OFIT   AND    Loss    ACCOUNT. 

Da.  Cr. 

Balance  Jane  30,  1891, |103  11 

Balance  of  gas  manafactoringacconnt,    ....  |2,116  59 

Dividends  declared  (preferred  stock),     ....  120  00 

Interest  paid, 84  80 

Depreciation, 62  85 

Balance  June  30, 1892, 1,755  88 


|2,116  59       f2,116  69 
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HAVERHILL  ELECTRIC  COMPANY. 


Assets. 


Real  estate,      .... 

Steam  plant 

Electric  plant 

Lines,  meters,  lamps  and  globes, 
Dae  for  electric  light  and  power, 
Fuel  on  band  (electric  ligbt),  . 
Carbons  on  hand,     ... 
Oil  and  waste  on  hand,    . 
Incandescent  lamps  on  band,  • 
Globes  on  hand, 

Other  electric  materials  on  hand, 
Motors  on  hand, 
Electric  fixtures  on  hand, 
Horses,  wagons,  etc., 
Sundry  acconnu  due  the  company, 
Cash  on  hand,  .       •       .       .       . 


f  154,963  87 
7,652  18 

1,368  15 


278  60 
28,488  34 


Total  assets,  as  per  books  of  the  company,     •       .       •       .       .    f  192,751  14 


Liabilities. 


Capital  stock, 

Bonds  issued,    .       •       • 

Notes  payable, 

Unpaid  bills, 

Amounts  due  from  the  company,  not  included  above, 


Total  liabilities,  as  per  books  of  the  company, . 
Profit  and  loss  balance,,  •       •       •       .       .       . 


$85,000  00 

32,500  00 

9.800  00 

3,301  31 

40,600  00 

f  171,204  31 
21,546  83 


MAMtTFACTUBINO  ACCOUNT. 


Db. 
122,334  69 


Operating  expenses, 

Income  from  sale  of  light  and  power 

Balance  to  profit  and  loss, 13,117  76 


1192,751  14 

Cb. 
$35,452  35 


f 35,452  35      f35,452  35 


Pbotit  and  Loss  Account. 


Db. 


Balance  June  30, 1891, 

Balance  of  electric  manufacturing  account,    . 

Rents, 

Dividends  declared, $6,800  00 

Interest  paid, 1.451  50 

Balance  June  30, 1892, 21,546  83 


Cb. 

$16,488  55 

13,117  76 

192  02 


$29,798  33      $29,798  33 
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HAVERHILL  GAS  LIGHT  COMPANY. 

ASSBTS. 

Real  estate, |25,033  71 

Machinery  and  manafactnriiig  applianoes, 120,868  05 

Street  malm, 37,708  02 

Meters, 9,563  84 

Doe  for  gaa, 8,893  80 

Gas  coal  on  haod, 278  00 

Other  coal  on  band, 660  00 

Coke  on  hand, 379  68 

Tar  on  hand, «  750  00 

Enrlcbers  on  hand, 635  82 

Pnrif  jing  materials  on  hand, 600  00 

Longren  lamps, 4,376  94 

Sandry  accounts  dne  the  company, 701  24 

Cash  on  hand, 666  71 

Investments, 21,616  29 

Total  assets,  as  per  books  of  the  company,      .....  $232,662  00 


LlABILITIEB. 

Capital  stock, f  76,000  00 

Notes  payable, 47,500  00 

Unpaid  bills, 4,881  97 

Total  liabilities,  as  per  books  of  the  company,         ....    |127,38l  97 
Profit  and  loss  balance, 106,180  03 

1232,562  00 

Mantttaotubino  Aooovnt. 

Db.  Cr. 

Operating  expenses, $68,644  33 

Income  from  sale  of  gas, $73,262  66 

Income  fW>m  residuals 6,332  97 

Balance  to  profit  and  loss, 21,041  30 

$79,586  63      $79,585  63 

Pbofit  and  Loss  Aooovnt. 

Db.  Cb. 

Balance  June  30, 1891, $93,882  73 

Balance  of  gas  manafactnring  account 21,041  30 

Rents 661  76 

Dividends  declared, $7,500  00 

Interest  paid 2,805  75 

Balance  June  30, 1892, 105,180  03 

$116,486  78    $115,485  78 
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HOLYOKB  WATER  POWER  COMPANY. 
Manufacturing  Account. 

Gaa  Department. 

Db.  Cr. 

Inventorj  Jane  30, 1891, j       .         f  9,818  86 

Extensions, 8,292  23 

Oas  stoves 481  39 

Operating  expenses, 61,307  20 

Balance, 27,704  96 

Income  from  sale  of  gas, |78,031  61 

residuals, 11,679  80 

sale  of  gas  stoves 368  82 

Inventory  Jnne  30, 1892 7,624  41 

$97,604  64      $97,604  64 

Electric  Department* 

Db.  Cb. 

Operating  expenses, $22,639  61 

Balance, 22,005  12 

Income  from  sale  of  light  and  power,      ....  $43,792  85 

Other  sources, 256  61 

Gain  on  inventory, 595  37 

$44,644  73      $44,644  73 


HUDSON  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Steam  plant,      \ $1,365  77 

Electric  plant 6,772  63 

Lines,  meters,  lamps  and  globes, 8,427  20 

Due  for  electric  light  and  power, 475  75 

Cash  on  hand, 2,415  59 

Investments, 5,875  00 

Total  assets,  as  per  books  of  the  company, $25,831  94 

LlABILITIBB. 

Capital  Stock, $15,000  00 

Notes  payable, 7,000  00 

Unpaid  bUIs, 225  65 

Total  liabilities,  as  per  books  of  the  company $22,225  65 

Profit  and  loss  balance, 3,106  29 

$25,331  94 
Manufacturing  Account. 

Db.  Cb. 

Operating  expenses, $2,685  77 

Income  from  sale  of  light  and^power,    -.        .       .       .  $4,877  30 

Balance  to  profit  and  loss 2,191  53 


$4,877  30        $4,877  30 
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Profit  and  Loss  Aoooumt. 


Balanoe  Jane  SO,  1891,     .... 
Balance  of -electric  mannfkctaring  account, 
Oil  lamps,  maintenance,    .... 

Interest  paid 

Balance  Jane  30, 1892,       .       .        .       .' 


DR. 

Cr. 

$1,337  69 

2,191  63 

$520  00 

620  00 

422  83 

3.106  29 

$4,049  12        $4,049  12 


HYDE  PAEK  ELECTRIC  LIGHT  COMPANY. 

Assets. 

BealesUte $16,200  22 

Steam  plant, 33,870  50 

Electric  plant, 31,423  91 

Lines,  meters,  lamps,  globes  and  transformers 71,267  02 

Patent  rights, 20,260  60 

Dae  for  electric  Ilglit  and  power, 2,120  60 

Fuel  on  hand, 124  26 

Carbons  on  hand, 20  00 

Oil  and  waste  on  hand, 41  36 

Incandescent  lamps  on  hand, 743  20 

Globes  on  hand, 49  50 

Other  materials  on  hand, 32  60 

Horses,  wagons,  etc, 198  00 

Sundry  accounts  due  the  company i       .       .       .  444  60 

Office  furniture, 60  30 

Cash  on  hand 806  84 

Notes  reoeiyable, 10  74 

Advance  payments  of  taxes,  Insnrance,  water  and  interest,    .  1,069  94 

Total  assets,  as  per  books  of  tbe  company, $177,733  07 

Liabilities. 

Capital  stock, $100,000  00 

Bonds  issued 50.000  00 

Notes  payable, 10,284  38 

Unpaid  bills 11,833  82 

Total  liabilities,  as  per  books  of  the  company $172,118  20 

Profit  and  loss  balance, 5,614  87 

$177,733  07 
Mamufacturino  Account. 

Dr.  Cr. 

Operating  expenses, $11,939  40 

Sale  of  light  and  power, $18,839  68 

Balance  to  profit  and  loss, 6,900  18 

$18,839  68  $18~839  58 
Profit  ahd  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1891 $5,459  93 

BaUnce  of  electric  manufacturing  account,              .  6,900  18 

Dividends  declared, $4,000  00 

Interest  paid 2,746  24 

Balance  June  30, 1892, 5,614  87 

$12,360  11  $12,360Tl 
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IPSWICH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $3,700  00 

Machinery  and  roanufactarlng  appliances,  * 2,000  00 

Street  mains, 6,100  00 

Meters, 1,800  00 

Dne  for  gas, 109  18 

Coal  on  hand, 22  00 

Oil  on  band 100  00 

Cash  on  hand, 238  88 

Total  assets,  as  per  books  of  the  company, 1 13,070  06 

Profit  and  loss  balance, 12,292  79 

$25,362  86 
Liabilities. 

Capital  stock, f  16,000  00 

Bonds  issued 8,000  00 

Notes  payable, 400  00 

Unpaid  biUs, 962  85 

Total  liabilities,  as  per  books  of  the  company,        ....  |26,362  85 

Manufacturimo  Aocovnt. 

Dr.  Cb. 

Operating  expenses, |8,779  97 

Income  from  sale  of  gas, f5,084  50 

Balance  to  profit  and  loss, 1,304  53 

f  6,084  60  $6,084  60 

P&OFIT  AND  Loss  ACCOUNT. 

Dk.  Cb. 

Balance  Jane  30, 1891, f  13,602  44 

Balance  of  gas  manu factoring  account,  ....  $  1,304  53 

Interest  paid 521  00 

Other  items 273  88 

Balance  Jane  30, 1892 12,992  79 

$14,297  32  114,297  32 

JAMAICA  PLAIN  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate .' $118,000  00 

Machinery  and  manafactaring  appliances, 99  J28  72 

Street  mains,     .       .       .' 96,191  00 

Due  for  ga 10,364  33 

Gas  coal  on  band, 5,284  00 

Coke  on  hand, 200  00 

Tar  on  hand, 225  00 

Enrichers  on  hand, 180  00 

Other  materials  on  hand, 1,102  90 

Horses,  wagons,  etc., 400  00 

Sundry  accounts  due  the  company, 2,039  14 

Office  furniture, 750  00 

Cash  on  hand, 4,804  31 

Notes  receivable, • 16,000  00 

Total  assets,  as  per  books  of  the  company $354,269  40 
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LlABILITIBB. 

Capital  stock $250,000  00 

Notes  payable 20,000  00 

Premium  account 17,776  00 

Deposits, 396  40 

Total  liabilities,  as  per  books  of  the  company,        ....    $288,171  40 
Profit  and  loss  balance 66,098  00 

9354.269  40 
Manufactvbino  Account. 

Dr.  Cb. 

Operating  expenses, $56,078  96 

Income  from  sale  of  gas, $79,072  34 

Income  from  residuals, 9,531  84 

Balance  to  profit  and  loss, 32,525  22 

$88,604  18      $88,604  18 
Profit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30, 1891, $53,943  47 

Balance  of  gas  manufacturing  account,    ....  32,525  22 

Premium  on  new  stock, 17,775  00 

Rents, 30  00 

Old  bills  collected 16  17 

Dividends  declared, $16,800  00 

Interest  paid, 2,661  13 

Jobbing  account, 674  56 

Bad  debts 281  17 

Premium  account, 17,775  00 

Balance  June  30, 1892, 66,098  00 

$104,289  86    $104,289  86 


LAWRENCE  GAS  COMPANY. 

ASBBTB. 

Real  estate  (gas), 

Machinery  and  manufacturing  appliances  (gas). 

Street  mains  (gas), 

Meters  (gas),     .       * 

Due  for  gas, 

Water  gas  fuel, 

Oas  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand 

Purifying  materials  on  hand,    .... 
Other  gas  materials  on  hand,   .... 

StoTes  on  hand, 

Oas  fixtures  on  hand 

Real  estate  (electric), 24,048  81 

Steam  plant  (electric) ^ 

Electric  plant I 185,708  54 

Lines, meters, lamps andglobes  (electric) ,  J 

Due  for  electric  light  and  power. 

Fuel  on  hand  (electric  light),  .... 

Carbons  on  hand, 

Oil  and  waste  on  hand, 


$500,995  18 

8,973  54 

1,654  70 

7,473  53 

1,409  00 

3,135  15 

1,418  69 

1,539  84 

9,559  19 

597  61 

8,864  91 

6,303  70 
59  24 
75  90 
118  20 
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Incandescent  lamps  on  hand, $1,954  44 

Globes  on  band 66  90 

Other  electric  materials  on  hand 2,038  88 

Aqua  ammonia, 2,854  23 

Sundry  accounts  due  the  company, 2,930  91 

Cash  on  hand, 16,637  09 

Interest 226  00 

Total  assets,  as  per  books  of  the  company, $788,644  18 


Liabilities. 

Capital  stock, $530,000  00 

Bonds  issued, 125,000  00 

Notes  payable, 60,000  00 

Deposits 26  00 

Premium  account, 10,125  00 

Total  liabilities,  as  per  books  of  the  company,         ....    $725,151  00 
Profit  and  loss  balance, 63,493  18 

$788,644  18 

Manupacturino  Account. 

Dr.  Cr. 

^       ,,  fgas, $95,474  51 

Operating  expenses,  [  ^^^^^  (arc  department) ,   .        .  12,717  16 

Income  from  sale  of  gas, $100,014  28 

residuals, 18,692  97 

sale  of  arc  lights  and  electric  power, .       .  20,286  75 

other  sources, 316  98 

,        ^  ,        f  gas 23,548  72 

Balance  to  profit  and  loss,  [  ^^^^^^^  ^^^^  department),  7,569  60 

$139,309  98    $189,309  98 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1891, $53,962  84 

Balance  of  gas  manufacturing  account,  ....  23,548  72 

Edison  department  surplus 22,776  46 

Balance  of  electric  manufacturing  account  (arc  depart- 
ment)   7,569  60 

Premium  on  new  stock, 10,125  00 

Rents 828  96 

Other  items  of  income, 20  60 

Dividends  declared, $35,000  00 

Interest  paid, 10,203  80 

Premium  account 10,125  00 

Other  items, -    .        .  10  20 

Balance  June  30, 1892 63,493  18 

$Tl8,832  18    $118,832  18 
Manupaoturino  Account. 

Edison  Department* 

Dr.  Cr. 

Operating  expenses, $36,646  76 

Income  from  sale  of  light  and  power,      ....  $43,077  30 

Income  from  other  sources 1,406  11 

Balance  to  profit  and  loss 8,836  66 


$44,483  41      $44,483  41 
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PROnT  AMD  LOM  ACOOURT. 

Ediwn  DepartmerU, 

Dft.  Cb. 

Balance  Jane  30, 1891, f  12,671  52 

Jobbing  aocouDt, 1,146  01 

Balanoe  of  electric  manoihctaring  accoont,     .  8,836  66 

Lamp  sales, 068  01 

Bents, 164  34 

Other  items  of  income, 66  00 

Interest  paid, f  120  38 

Depreciation, 826  70 

Balance  Jane  30, 1892, 22,776  46 


123,722  64      f23,722  64 


LEB  ELBCTBIC  COMPANY. 


A88BT8. 


Beal  estate  (gas), 91,600  00 

Machinery  and  manafaetnrtog  applianoea  (gas), 2,218  88 

Street  mains  (gas), 4,121  19 

Meters  (gas) 686  86 

Dae  for  gas, 26  60 

Gas  coal  on  hand 6  00 

Other  gas  materials  on  hand, 48 

Tools .  16  76 

Qas  fixtures  on  hand, 2,122  87 

Beal  estate 4,600  68 

Steam  plant, 4,027  38 

Electric  plant, 9,333  89 

Lines,  meters,  lamps  and  globes, 21,707  43 

Dae  for  electric  light  and  power, 893  73 

Fuel  on  hand, 131  60 

Oil  and  waste  on  hand, 45  00 

Incandescent  lamps  on  hand, 443  66 

Other  electric  materials  on  hand, 816  18 

Electric  fixtures  on  hand, 143  64 

Horses,  wagons,  etc, 116  87 

Office  fhmitnre, 16  76 

Cash  on  hand, 69  64 

Total  assets,  as  per  books  of  the  company, f62,940  56 

Profit  and  loss  balance, 2,851  62 

f66,792  06 

LlABILITIBS, 

Capital  stock ^20,000  00 

Bonds  issued 16,000  00 

Notes  payable, 2,492  51 

Unpaid  bifls 216  29 

Interest  accrued, 1,200  00 

Amounts  due  from  the  company,  not  included  aboTe,     ....  16,883  28 


Total  liabilities,  at  per  booki  of  the  company,         ....     ^65,792  08 
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Mamtfaotubino  Acooukt. 

Db.  Cb. 

^       ^  fgaB, $776  18 

Operating  expenie.,  t^^^^ ^^^^^  ^ 

Income  from  sale  of  gas, $334  61 

Income  ttom  Bale  of  light  and  power 4,820  12 

Balance  to  profit  and  108.,    j^c,'       !       '.       '.       '.    '  167  93 

$5,764  23 
Pbofit  akd  Loss  Acooukt. 

Db. 

Balance  Jane  30, 1891, $229  38 

Balance  of  gas  mannfactnring  acooant,  •       .  441  67 

Balance  of  electric  manufiactaring  account,       ...  167  93 

Rents, 186  26  $196  00 

Other  items  of  income, 150  00 

Interest 1,769  08 

Bad  debts 474  21 

BaUnce  Jnne  30, 1892 2.861  62 


$3,197  62       $3,197 '52 


LEICESTER  ELECTRIC  COMPANY. 

ASSBTB. 

Real  estate, $10,180  00 

Steam  plant, 12.973  06 

Electric  plant, 6,100  00 

Lines  and  transformers, 13,114  06 

Water  power, 2.800  00 

Due  for  electric  light  and  power, 1,160  71 

Foel  on  hand, 31  75 

Oil  and  waste  on  hand, 69  16 

Incandescent  lamps  on  hand, 129  20 

Other  materials  on  hand, 149  97 

Tools, 125  40 

Taxes, 178  13 

Cash  on  hand, 41  30 

Insarance, 128  13 

Total  assets,  as  per  books  of  the  company, $47,170  84 

Profit  and  loss  balance,    • 1,006  85 

$48,177  69 

LlABILITIBS. 

Capital  stock, $25,000  00 

Bonds  issned 20,000  00 

Unpaid  bills, 2,636  02 

Interest  due  bot  not  paid, 541  67 

Total  liabilities,  as  per  books  of  the  company,        .       .  $48,177  69 

makupacrvbino  acooitnt. 

Db.  %       Cb. 

Operating  expenses, $3,896  05 

Income  from  sale  of  light  and  power,      ....  $4,598  34 

Balance  to  profit  and  loss, 702  29 


$4,698  34        $4,698  34 
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PbOFIT  AlfD  L0B8  ACOOTTNT. 

D«.  Ch. 

Balance  Jane  30, 1891, f  7,473  80 

Balance  of  electric  mannfactoringaccoant,      .       .       .  $702  29 

Revaluation  of  real  estate  and  water  power,     .       .  7,439  83 

Interest  paid, 1,670  17 

Balance  Jane  30,  1892, 1,006  85 

$9,148  97       $9,148  97 


LEOMINSTER  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

A88BT6. 

Real  estate $11,164  36 

Steam  plant, 22.587  44 

Electric  plant, 21,754  28 

Lines,  meters,  lamps  and  globes 51,518  28 

Franchise, 10,000  00 

Dae  for  electric  light  and  power, 2,064  41 

Fnel  on  hand 43  47 

Carbons  on  hand, 18  80 

Oil  and  waste  on  hand, 18  70 

Incandescent  lamps  on  hand, 509  70 

Globes  on  hand, 38  21 

Other  materials  on  hand, 565  53 

Interest, 501  29 

Insarance, 311  86 

Horses,  wagons,  etc 203  00 

Taxes, 259  65 

Office  fiimitare, 75  77 

Cash  on  hand, 829  74 

Notes  receivable, 20  00 

Total  assets,  as  per  books  of  the  company, $122,484  49 

Profit  and  loss  balance, 2,881  27 

$124,865  76 

LlABIZ.inB8. 

Capital  stock, $50,000  00 

Notes  payable 53,443  06 

Unpaid  bUls, 21,422  70 

Total  liabilities,  as  per  books  of  the  company,        ....  $124,865  76 

MANVPAOTUaiMO  AOOOVNT. 

Dk.  Cb. 

Operating  expenses, $11,273  36 

Income  from  sale  of  Ught  and  power $12,461  18 

Income  from  other  sources, 44  08 

Balance  to  profit  and  loss, 1,281  90 

$12,605  26  $12,505  26 
Profit  akd  Loss  Aooovmt. 

Db.  Gr. 
Balance  Jane  30, 1891,      .......         $1,078  12 

Balance  of  electric  manofiustnring  acoonnt,     .               .  $1,231  90 

Interest  paid, 2,454  81 

Whring  acconnt 80  74 

Balance  Jane  30, 1892, 2,381  27 

$3,613  17  $3,613  I 
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LEOMINST£R  GAS  LIGHT  COMPANY. 

A88BT8. 

Real  estate, ^ 

Machinery  aiTd  manafacturing  appliances,  > f  48,054  47 

Street  mains J 

Meters, 

Due  for  gas, 

Gas  coal  on  band* 

Oil  on  hand, 

Sundry  accounts  due  the  company, 

Cash  on  hand, 

Notes  receivable,. 

Total  assets,  as  per  books  of  the  company, 9^*971  78 

Liabilities. 
Capital  stock, f  50,000  00 

Total  liabilities,  as  per  books  of  the  company,        ....     f  50,000  00 
Profit  and  loss  balance 3,971  78 

Manupactu&ino  Acooitnt. 


1,946  53 

1,041  60 

16  48 

207  15 

22  60 

1,483  95 

1,200  00 

Operating  expenses, . 
Income  firom  sale  of  gas,  . 
other  sources, 
Balance  to  profit  and  loss, 


Propit  and  Loss  Account. 


Balance  June  30, 1891,      . 

Balance  of  gas  manufacturing  account, 

Interest  receiyed,      .       •       •       . 

Bents, 

Other  items  of  income,     . 

Dividends  declared 

Construction  charged  off, . 

Other  items 

Balance  June  30, 1892,      . 


f  53,971  78 

Pb. 

Cr. 

$4,702  35 

$7,503  82 

22  60 

2,824  07 

f  7,526  42 

$7,526  42 

Dk. 

Cb. 

$3,533  59 

2,824  07 

67  87 

78  00 

34  00 

f2,000  00 

490  00 

66  70 

8,971  78 

$6,627  63        $6,527  63 


LEXINGTON  GAS  LIGHT  COMPANY. 
Assets. 


Real  estate,         .... 
Machinery  and  manufacturing  appliances. 

Street  mains, 

Meters 

Due  for  gas, 

Tar  on  hand, 

Oil  on  hand, 

Other  materials  on  hand,   .... 

Cash  on  hand, 

Notes  receivable, 


$1,514  96 

21,523  73 

7,490  90 

671  75 

466  86 

24  50 

28  00 

28  74 

721  41 

546  00 

Total  assets,  as  per  books  of  the  company, $33,016  84 
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LlABILITIBS. 

Capital  stock ^20,000  00 

Notes  payable,   ^^ 326  60 

Unpaid  bill, 264  24 

Total  liabilities,  as  per  books  of  the  company, $20,590  74 

Profit  and  loss  balance, 12,426  10 

$33,016  84 

BIamutactubimo  Account. 

Dr.  Cr. 

Operating  expenses, $3,558  68 

Income  from  sale  of  gas, $4,648  95 

residuals, 7  00 

other  sources, 23  80 

Balance  to  profit  and  loss, 1,121  07 

$4,679  75  $4,679  76 

.     Profit  axd  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1891, $12,393  07 

Balance  of  gas  manufacturing  account,     ....  1,121  07 

Interest  receiyed, 14' 21 

Rents, 10  00 

DiTidends  declared $1,100  00 

Interest  paid, 12  25 

Balance  June  30, 1892, .'      12,426  10 

$13,638  36  $13,538  35 


LOWELL  ELECTRIC  LIGHT  CORPORATION. 

ASBBTB. 

Real  estate $27,058  14 

Steam  plant, 9S,414  51 

Electric  pUnt, 116,209  84 

Lines,  meters,  lamps  and  globes, ' .               .  227,048  82 

Inside  wiring, 6,446  31 

Due  for  electric  light  and  power,      : 11,911  25 

Fuel  on  hand, 2,700  00 

Carbons  on  hand, 760  00 

Oil  and  waste  on  hand 260  00 

Incandescent  lamps  on  hand, 108  00 

Olobes  on  hand 182  40 

Other  materials  on  hand, 3,902  99 

Horses,  wagons,  etc 600  00 

Sundry  accounts  due  the  company, 674  18 

Office  furniture, 180  00 

Cash  on  hand 2,^79  82 

Total  assets,  as  per  books  of  the  company $498,736  26 
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Liabilities. 

Capital  stock, $284,900  00 

Bonds  issued, 1,000  00 

Notes  payable, 165,453  90 

Unpaid  bills, 7,662  38 

Total  liabilities,  as  per  books  of  the  company,         ....  $459,016  28 

Profit  and  loss  balance, 39,719  98 

$498,736  26 

Mamufactubiko  Account. 

Dr.  c». 

Operating  expenses, $63,385  93 

Income  from  sale  of  light  and  power,      ....  $103,416  22 

Balance  to  profit  and  loss, 40,030  29 

$103,416  22  $103,416  22 

PbOFIT  AMD  Loss  ACCOVKT. 

Dk.  Cb. 

Balance  Jnne  30,  1891, $23,758  97 

Jobbing  account, 68  74 

Balance  of  electric  manufacturing  account,     .       .       .  40,030  29 

Interest  received 216  14 

Inlurance, 606  40 

Rent  of  lines, 170  07 

Materials  omitted  from  assets  June  30, 1891,  .       .  2,819  25 

Other  items  of  income, 2  00 

Dividends  declared,  .       .* $19,470  60 

Interest  paid 7,382  14 

Depredation 931  34 

Omitted  from  liabilities  June  30, 1891,     ....  167  90 

Balance  Jnne  30,  1892, 39,719  98 

$67,661  86  $67,661  86 


LOWELL  GAS  LIGHT  COMPANY. 


ASSBTS. 

Real  estate, 

Machinery  and  manufacturing  appliances. 

Street  mains, 

Meters, 

Due  for  gas, 2,306  34 


$425,000  00 


Gas  coal  on  hand. 
Coke  on  hand,  . 
Tar  on  band,  . 
Enrichers  on  hand,  . 
Purifying  materials  on  hand, 
Stoves  on  hand. 
Cash  on  hand,  . 
Investments, 


6,229  86 

1,040  00 

2,000  00 

127  46 

100  00 

13,250  00 

25,623  32 

75,000  00 


Total  assets,  as  per  books  of  the  company, $550,676  98 
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Liabilities. 
Capital  Btock, ^500,000  00 

Total  liabilities,  as  per  books  of  the  company,        ....    ^500,000  00 
Profit  and  loss  balance 00,676  98 . 

$560,676  98 

Mantpaotuhino  Account. 

Dh.  Cb. 

Operating  expenses, ^7,773  09 

Income  from  sale  of  gas, $265,843  26 

residuals, 63,164  93 

Balance  to  profit  and  loss, 91,225  10 

$328,998  19    $328,998  19 

Pkotit  and  Loss  Account. 

Dh.  Ck. 

Balance  Jane  30,  1891, $27,802  60 

Balance  of  gas  man nfactnring  account 91,225  10 

Bents 5,224  92 

Dividends  declared $60,000  00 

Interest  paid, 1,723  77 

Construction  charged  off, 11,480  67 

Depredation, 371  10 

Balance  June  30, 1892, 50,676  98 

$124,252  52    $124,252  62 


LYNN  GAS  AND  ELECTRIC  COMPANY. 


Assets. 

Real  estate  (gas) $180,297  60 

Machinery  and  manufacturing  appliances  (gas),  \ 

Street  mains  (gas), I        ....  120,00000 

Meters  (gas), J 

Due  for  gas, 18,938  36 

Gas  coal  on  band 4,440  49 

Tar  on  band, 250  00 

Purifying  materials  on  hand, 16000 

Stoves  on  hand, 961  41 

Real  estate  (electric), 23,034  79 

Steam  plant  (electric), 35,976  71 

Electric  plant, 46,487  24 

Lines,  meters,  lamps  and  globes  (electric), 82,980  67 

Patent  rights, 15,000  00 

Due  for  electric  light  and  power, 11,445  74 

Carbons  on  hand, 138  10    ' 

Incandescent  lamps  on  hand, 215  00 

Globes  on  hand, 44  00 

Sundry  accounts  due  the  company, 1,858  80 

Cash  on  hand, 1,501  40 

Wharf  at  works, 5,551  50 

Total  assets,  as  per  books  of  the  company $649,271  80 
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LlABILITIBS. 

Capital  stock $376,000  00 

Notes  payable, 80,500  00 

Unpaid  bills 9,137  29 

Deposits, 127  16 

Depreciation  fand, 10,000  00 

Amounts  due  from  the  company,  not  included  above,    ....  1.708  86 

Total  liabilities,  as  per  books  of  the  company f  476,473  31 

Profit  and  loss  balance 72,798  49 

9649,271  80 
Manufacturino  Account. 

Dr.  ca. 

Oper.«„g  expense.  I  g^^;      ;      ;      ;      ;      ;     ••^.JJJg 

Income  flrom  sale  of  gas, f  110,757  81 

residaals, 12,220  48 

sale  of  electric  light  and  power, .       •       .  107,813  32 

BaUnce  to  profit  and  loss,    |  ^' '1'^  ^ 

^  I  electric,     ....        49,103  74 

$230,791  61      $230,791  61 
Profit  and  Loss  Account. 

Db.  Cb. 

Balance  Jnne  30, 1891, $57,605  71 

Balance  of  gas  manafactaring  account,    ....  31,366  96 

Balance  of  electric  manufacturing  account,     .  .  49,103  74 

Interest  received, 2,060  80 

Rente 1,425  03 

Other  items  of  income,      « 30  00 

Dividends  declared, $30,000  00 

Interest  paid, 5,002  97 

Oas  construction  charged  off, 13,677  45 

Depreciation  (electric  department) 10,000  00 

Depreciation  fund 10,000  00 

Other  items 113  33 

Balance  June  30,  1892,       .......        72,798  49 

$141,692  24      $141,592  24 


MALDEN  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $20,000  00 

Steam  plant,      .        .        .        .    \ 

Electric  plant,   ....    I 240,280  46 

Lines,  meters,  lamps  and  globes,  f 

Patent  righto, 66,000  00 

Due  for  electric  light  and  power, 8,728  66 

Fuel  on  hand, 193  76 

Carbons  on  hand, 152  70 

Oil  and  waste  on  hand, 37  20 

Incandescent  lamps  on  hand, 180  00 

Globes  on  hand, 34  07 

Other  materials  on  hand, 1.285  94 

Horses,  wagons,  etc  , 1,200  00 

Sundry  accounts  due  the  company, 3,152  04 

Office  furniture, 250  00 

Cash  on  band, 9,686  64 

Total  flPsot.«,  as  per  books  of  the  company, $340,181  36 
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LlABILITIBS. 

Capital  stock, ^l&O.OOO  00 

Bonds  issued, 100,000  00 

Notes  payable, 69,403  37 

Unpaid  bills, 3,645  00 

Total  liabilities,  as  per  books  of  the  company $313,048  37 

Profit  and  loss  ba]anoe» 27,132  99 

$340,181  36 

Mamvfacturino  Accovirr. 

Dr.  Cr. 

Operating  expenses, $35,678  45 

Income  from  sale  of  light  and  power,      ....  $60,750  59 

Balance  to  profit  and  loss, 25,177  14 

$60,760  69      $60,750  59 

Pbofit  and  Loss  Account. 

Dr,  Cb. 

Balance  Jane  30, 1891, $19,426  85 

Balance  of  electric  manufacturing  account,    .       .  25,177  14 

Other  items  of  income 275  00 

Dividends  dechu-ed, $11,746  00 

Interest  paid, 6,000  00 

Balance  June  30, 1892, 27,132  99 

$44,878  99      $44,878  99 


MALDEN  AND  MELROSB  OAS  LIGHT  COMPANY. 

A88BT8. 

Real  estate, $46,052  16 

Machinery  and  manufacturing  appliances, 85,638  36 

Street  mains, 148,765  37 

Meters 14.000  00 

Due  for  gas, 14,003  98 

Oaa  coal  on  hand, 6,063  46 

Tar  on  hand, 30  00 

Purifying  materials  on  hand, 75  31 

Stores  on  hand 58  40 

Gas  fixtures  on  hand, 1,963  03 

Sundry  accounts  due  the  company, 4,156  35 

Cash  on  hand, 962  66 

Total  assets,  as  per  books  of  the  company, $321,769  03 


Liabilities. 

Capital  stock .•       .       .  $220,000  00 

Notes  payable 16,000  00 

Unpaid  bUIs, «...  2,891  25 

Unpaid  dividends, 1,047  60 

Contingent  fund 12,625  00 

Total  liabilities,  as  per  books  of  the  company $252,563  75 

Profit  and  loss  balance 69,206  28 

$321,769  03 
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Manufaotubino  Aocoukt. 

Dr. 

Operating  expenses. f  42,069  90 

Income  from  sale  of  gas, 

residuals, 

other  sources, 

Balance  to  profit  and  loss, 29,562  60 

$71,622  60 

Pbofit  and  Loss  Account. 

Dr. 

Balance  June  30, 1891, 

Balance  of  gas  manofactoring  account,  .... 

Bad  debts  collected 

Diridends  declared, $17,600  00 

Interest  paid, 1,038  12 

Bad  debts. 1.944  27 

Depreciation, 1,092  59 

Jobbing  account, 542  67 

Balance  June  30, 1892, 69,205  28 


Cr. 


$64,338  85 

7.270  16 

13  50 

f  71,622  50 

Cr. 
f61,791  11 
29,552  60 
79  12 

$91,422  88      $91,422  83 


MANUFACTUEERS'  GAS  LIGHT  COMPANY    (FALL  RIVER). 

A88BT8* 


;l 


Real  estate. 

Machinery  and  manufacturing  appliances, 
Street  mains,       .... 

Meters, J 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand,     .... 

Enrichers  on  hand 

Cash  on  hand. 


$49,804  99 

640  00 

2,650  00 

70  00 

700  00 
2.290  22 


Total  assets,  as  per  books  of  the  company, $56,056  21 


Liabilities. 
Capital  stock, $50,000  00 


Total  liabilities,  as  per  books  of  the  company, $50,000  00 

Profit  and  loss  balance, 6,056  21 


Operating  expenses,   . 
Income  fh)m  sale  of  gas,  . 

residuals, 
Balance  to  profit  and  loss, . 


Mamupaotubino  Account. 

• 


Dr. 
$15,342  22 


6.690  89 


$56,056  21 

Cr. 

$19,108  96 
2.824  16 


$29,933  11      $29,933  11 
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Profit  and  Loss  Account. 

Db.  Cb. 

Balance  Jane  30, 1891 f  4,429  37 

Balance  of  gas  maoufactaring  accoant,  ....  6,690  89 

Rents, 34  96 

DlTidendB  declared,    . $6,000  00 

Balance  Jane  30, 1892, 6,065  21 

$11,05^21  911,066  21 


MARBLEHEAD  OAS  AND  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $3,746  64 

Machltieiy  and  mannfiicturing  appliances, 13,491  66 

Street  mains, 21,000  00 

Meters, 1,668  75 

Dae  for  gas 968  40 

Gas  coal  on  band 897  19 

Coke  on  hand, • 460  00 

Tar  on  hand, 360  00 

Stoves  on  hand, 100  00 

Gas  flxtares  on  hand, 27  90 

Office  famltare, 60  00 

Cash  on  hand, 261  74 

Inrestroents 100  00 

Total  assets,  as  per  books  of  the -company, $43,11118 

Profit  and  loss  balance, 6,219  00 

$49,330l8 
Liabilities. 

Capital  stock, $40,000  00 

Notes  payable, 8,000  00 

Unpaid  bills, 1,330  18 

Total  liabilities,  as  per  books  of  the  company,        ....  $49,330  18 
Manvpacttrino  Account. 

Dr.  Cb. 

Operating  expenses $7,670  87 

Income  from  sale  of  gas, $8,446  26 

resldnals, 946  68 

other  sources, 392  88 

Balance  to  profit  and  loss, 2,214  89 

$9,786  76  $9,785  76 

Profit  and  Loss  Account. 

I)a.  Cr. 

Balance  Jane  30, 1891,     • $8,06179 

Balance  of  gas  manafactaring  account,    ....  $2,214  89 

Rents, 170  60 

Interest  paid, 392  60 

Depreciation, 160  00 

Balance  Jane  30, 1892, 6,219  00 


$8,604  89        $8,604  89 
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MARLBOROUGH  ELECTRIC  COMPANY. 

AfiSBTS. 

Real  estate $5,082  13 

Steam  plant, 10,062  40 

Electric  plant, 28,869  74 

Llnef ,  meters,  lamps  and  globes, 23,720  07 

Due  for  electric  light  and  power, 1,487  79 

Fael  on  band, 71  40 

Carbons  on  hand, 100  70 

Oil  and  waste  on  hand .  42  75 

Incandescent  lamps  on  hand, 159  05 

Globes  on  hand, 16  20 

Sundry  accounts  dne  the  company, 14  65 

Cash  on  band, 257  90 

Total  asseto,  as  per  books  of  the  company, |69,884  78 

Liabilities. 

Capital  stock, $30,000  00 

Bonds  issued, - 30,000  00 

Unpaid  bills, 275  37 

Total  liabilities,  as  per  books  of  the  company $60,27fli  37 

Profit  and  loss  balance 9,609  41 

$69,884  78 
Manupacturino  Account. 

Dr.  Cb. 

Operating  expenses, $11,111  49 

Income  from  sale  of  light  and  power,      ....  $16,049  34 

Balance  to  profit  and  loss 4,937  85 

$16,049  34  $16,049  34 
Profit  and  Loss  Acooxjnt. 

Dr.  cr. 

BaUnce  June  30, 1891, $6,391  63 

Balance  of  electric  manufacturing  account,     .        .       .  4,937  85 

Interest  paid $1,720  07 

Balance  June  30, 1892, 9,609  41 

$11,329  48  $11,329  48 

MARLBOROUGH  GAS  COMPANY. 

Assets. 

Real  estate $5,590  00 

Machinery  and  manufacturing  appliances, 53,607  51 

Street  mains, 9,857  40 

Meters, 1,264  11 

Due  for  gas, 1,027  80 

Gas  coal  on  hand, 1,673  06 

Charcoal  on  hand, 122  08 

Tar  on  hand, 252  00 

Purifying  materials  on  hand 30  96 

Other  materials  on  hand, 202  27 

Stoves  on  hand, 1,749  16 

Sundry  accounts  due  the  company, 1,121  19 

Cash  on  hand, 146  70 

Total  assets,  as  per  books  of  the  company, $76,544  24 
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LlABILITISS. 

Capital  stock, ^50,000  00 

Unpaid  bills, 909  76 

Total  liabilities,  as  per  books  of  the  company, 9d0,909  76 

Profit  and  loss  balance, 25,634  48 

$76,644  24 
Manupacturino  Account. 

Dr.  Ch. 

Operating  expenses, f  8,296  78 

Income  fh>m  sale  of  gas, '   f  7,895  70 

residuals, 150  00 

other  soarces, 29  60 

Balance  to  profit  and  loss, 220  48 

f  8,295  78  |8,296  78 
Profit  and  Lors  Account. 

Db.  Cr. 

Balance  June  30, 1891 f  25,854  96 

Balance  of  gas  manufiictnring  account,  ....  f/2120  48 

Balance  June  30,  1892, -  .     •     25,634  48 

f  25,854  96  f  25,854  96 


MIDDLEBOROUOH  GAS  AND  BLECTRIC  COMPANY. 

AB8BT8. 

Real  esute  (gas), $11,000  00 

Machinery  and  manufacturing  appliances  (gas), 14,717  37 

Street  mains  (gas), 8,057  94 

Meters  (gas), 3,257  94 

Dae  for  gas, 482  74 

Oas  coal  on  hand, 40  00 

Oil  on  hand, 19  00 

•  Other  gas  materials  on  hand, 12  60 

Stoves  on  hand, 38  45 

Real  esUte  (electric), 17,510  71 

Steam  plant  (electric), 15,675  93 

Water  power, 42,062  35 

Electric  plant, 26,960  68 

Lines,  meters,  lamps  and  transformers  (electric), 29,295  58 

Franchise, 4,630  52 

Due  for  electric  light  and  power 440  92 

Fuel  on  hand  (electric  light), 13  58 

Carbons  on  hand 78  00 

Oil  and  waste  on  hand, 51  00 

Incandescent  lamps  on  hand, 26  60 

Globes  on  hand, 11  04 

Other  electric  materials  on  hand, 268  90 

Tools, 301  85 

Office  fhmitnre, 16  75 

Cash  on  band, 502  42 

Unexpired  insurance 134  45 

Total  assets,  as  per  books  of  the  company, 9175,512  32 

Profit  and  loss  balance, 15,196  39 


$199,708  71 
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Liabilities. 

Capital  stock, f  80,000  00 

Bonds  issued 80.000  00 

Unpaid  bills, 24,308  71 

Interest  doe  bat  not  paid, 6,400  00 

Total  liabilities,  as  per  books  of  the  company $190,708  71 

Manvfactubino  Account. 

Db.  Ck. 

Income  fh>m  sale  of  gas, $3,657  27 

sale  of  electric  light  and  power, .       .       .  2,729  29 

Balance  to  profit  and  loss,  j  ^' 55!  ?* 

1  electric,       ....  279  64 

"f7,627  44  $7,627  44 

PbOFIT    AMD    Loss    ACCOUNT. 

Dr.  Cm. 

Balance  June  30, 1891 $9,947  32 

Balance  of  gas  mannfactoring  acconnt 861  34 

Balance  of  electric  mannfacturlng  account,    ...  279  54 

Rents, $91  00 

Other  items  of  income, 610  98 

Interest  paid, 4,800  00 

Wiring  account, 10  17 

Balance  Jane  30, 1892 15,196  39 

$16,898  37  $10,898  37 

MILFORD  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, $5,061  09 

Steam  plant, 10,174  00 

Electric  plant 12,030  44 

Lines,  meters,  lamps  and  globes, 27,942  01 

Due  for  electric  ligbt  and  power, 1,265  45 

Fnel  on  hand 29  50 

Oil  and  waste  on  band, .  59  20 

Carbons  on  hand, 25  70 

Incandescent  lamps  on  hand, 242  73 

Globes  on  hand, 20  65 

Other  materials  on  hand, 083  20 

Tools, ' 228  20 

Sundry  accounts  doe  the  company 854  98 

Office  furniture, 46  25 

Cash  on  hand, 712  35 

Total  assets,  as  per  books  of  the  company, $58,786  25 

Liabilities. 

Capital  stock, $40,000  00 

Notes  payable, 14,600  00 

Unpaid  bills 2,216  42 

Total  liabilities,  as  per  books  of  the  company,        ....  56,716  42 

Profit  and  loss  balance, 2,070  ^3 
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MANUrAOTUBIKO  ACOOUMT. 

DB.  Cb. 

Operating  expenses, $11,844  67 

Income  from  sale  of  llgbt  and  power,      ....  $14,313  54 

Balance  to  profit  and  loss,         .       .       .       .  .  2,468  87 

$14,313  64      $14,318  54 

Profit  akd  Loss  Account. 

Dr.  Ck. 

Balance  June  30, 1891, $984  16 

Balance  of  electric  manufacturing  acconnt,     .       .       •  2,468  87 

Interest  paid $1,038  15 

Other  items,      .' 344  05 

Balance  Jane  30, 1892 2,070  83 

$3,453  03       $3,453  03 


MILFOBD  OAS  LIOHT  COMPANY. 

ASSBTS. 

Real  estate, $3,450  00 

Machinery  and  manofhctoring  appliances, 64,366  60 

Street  mains, 81,697  66 

Meter 2,500  00 

Dae  for  gas, 1,484  49 

Oas  coal  on  band 2,829  24 

Coke  on  hand ' 487  50 

Tar  on  hand 1,050  00 

Purifying  materials  on  hand, 45  00 

Other  materials  on  hand, 451  86 

Stoves  on  hand, 230  80 

Oas  fixtures  on  hand, 1,629  96 

OfiQce  furniture *     .  '     .        .       .  50  00 

Cash  on  hand, '     .       .       .       .  3,832  05 

Total  assets,  as  per  books  of  the  company, $114,055  06 

Liabilities. 

Capital  stock $72,300  00 

Unpaid  dividends, 3,615  00 

Depreciation  fhnd 35,800  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $111,715  00 

Profit  and  loss  balance, 2,340  06 

$114,055  06 

MANT7PA0TVBIKO  ACCOUNT. 

Db.  Cr. 

Operating  expenses, $11,613  43 

Income  from  sale  of  gas, $17,315  04 

residuals .       .  2,264  34 

other  soarcest 89  99 

Balance  to  profit  and  loss, 8,055  94 


$19,669  37      $19,669  37 
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Profit  and  Loss  Acooumt. 

Balance  June  30, 1891, 

Balance  bf  gas  manofactaring  acoonnt,  .... 

Dividends  declared 

Balance  Jane  30,  1892, 


Dr. 

Cb. 

$1,514  12 

• 

8,066  94 

f  7,280  00 

2,340  06 

■ 

$9,670  06       $9,670  06 


MILLBURY  ELECTRIC  COMPANY. 

Assets. 

Real  estate $4,611  99 

Steam  plant, 6,308  46 

Electric  plant, 6,120  00 

Lines,  meters,  lamps  and  globes, 16,885  84 

Dae  for  electric  light  and  power, 746  06 

Fuel  on  hand 166  60 

Carbons  on  band, 22  03 

Oil  and  waste  on  hand, 26  76 

Incandescent  lamps  on  hand, 174  30 

Globes  on  hand, 100  00 

Other  materials  on  hand, 667  77 

Cash  on  hand, 24  68 

Total  assets,  as  per  books  of  the  company, $83,763  86 

LlABILITIBS. 

Capital  stock $16,000  00 

Notes  payable 16,836  49 

Unpaid  bills, 1,109  93 

Total  liabilities,  as  per  books  of  the  company,         ....  $32,946  42 

Profit  and  loss  balance, 806  93 

$33,753  36 
Manupaotubino  Account. 

Db.  Cb. 

Operating  expenses $3,377  06 

Income  from  sale  of  light  and  power,      ....  $3,936  00 

other  sources, 44  46 

Balance  to  profit  and  loss, 603  39 

$3,980  45  $3,980  46 

Profit  akd  Loss  Account. 

Db.  Cb. 

Balance  June  30, 1891, $206  32 

Balance  of  electric  mannfactnringaccoant,      ...  60339 

Income  omitted  from  former  acconnts,    ....  833  66 

Dividends  declared, $226  00 

Interest  paid 611  83 

Balance  June  30, 1892,      .• 806  93 

$1,643  26  $1,643  26 

Digitized  by  VjOOQ IC 


1893.]  PUBLIC  DOCUMENT  — No.  35.  199 


MILTON  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, $10,811  70 

Steam  plant, 10,272  00 

Electric  pUnt, 10,749  00 

Lines,  meters,  lamps  and  globes, 22,789  08 

Dne  for  electric  light  and  power, 685  89 

Fael  on  hand, 13  00 

Oil  and  waste  on  band 60  00 

Incandescent  lamps  on  hand 102  00 

Other  electric  materials  on  hand, 725  00 

Electric  fixtures  on  band 27  00 

Office  furniture, 76  00 

Total  assets,  as  per  books  of  the  company, $66,200  17 

Profit  and  loss  balance, 4,461  99 

$60,662  16 
Liabilities. 

Capital  stock $30,000  00 

Bonds  issued, 30.000  00 

Unpaid  bills, 662  16 

Totel  liabilities,  as  per  books  of  the  company,         ....  $60,662  16 


NANTUCKET  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $2,026  38 

Steam  plant,     , 11,148  87 

Electric  plant, .        .        .        .  19,874  04 

Lines,  meters,  lamps  and  globes, 22,145  72 

Patent  rights 1,418  91 

Due  for  electric  light  and  power 179  32 

Fuel  on  hand, 372  21 

Carbons  on  hand, 67  68 

Oil  and  waste  on  hand, 16  83 

Incandescent  lamps  on  hand 85  60 

Globes  on  hand 26  40 

Other  materials  on  hand, 123  21 

Unexpired  Insoranoe 17  00 

Office  furniture, 114  31 

Cash  on  hand, 140  52 

Total  assets,  as  per  books  of  the  company, $57,740  90 

Profit  aud  loss  balance 699  06 

$58,439  96 
Liabilities. 

Capital  stock, $26,000  00 

Bonds  Issued •.       .        .        .  20,000  00 

Notes  payable 10.419  90 

Amounts  due  from  the  company,  not  Inclnded  above,    ....  3,020  06 

Total  llAbllities,  as  per  books  of  the  company $58,439  96 
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Manufactubino  Account. 

Dk.  Cx. 

Operating  expenses,' $4,148  93 

Income  from  sale  of  light  and  power,      ....  $5,406  12 

Balance  to  profit  and  loss 1,257  19 

$6,406  12        $0,406  12 

Pbofit  and  Loss  Account. 

Dk.  Ck. 

Balance  June  30, 1891 $394  87 

Balance  of  electric  manufacturing  account,    .       .       .  $1,257  19 

Wiring  account, 63  35 

Interest  paid 1,615  23 

Balance  June  30,  1892,  ' 699  06 

$2,009  60       $2,009  60 


NANTUCKET  OA8  LIGHT  COMPANY. 

A08BT8. 

Real  estate,       .       .    ' $3,000  00 

Machinery  and  manufacturing  appliances, 20,000  00 

Street  mains, 9,540  53 

Meters, 4,000  00 

Due  for  gas, 346  OO 

Oas  coal  on  hand, 703  50 

Coke  on  hand, 60  00 

Tar  on  hand, 12  OO 

Purifying  materials  on  hand, 6  OO 

Stoves  on  hand, 160  00 

Cash  on  hand, 144  59 

Investments, 368  00 

Totalassets,  as  per  books  of  the  company, $38,340  62 

Profit  and  loss  balance 659  38 

$39,000  00 

LlABILITIKS. 

Capital  stock $36,000  00 

Notes  payable, 8,000  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $39,000  00 

MANUrACTURING   ACCOUNT. 

Db.  Cs. 

Operating  expenses, $4,663  86 

Income  from  sale  of  gas, $4,628  56 

residuals 124  60 

other  sources, 32  40 

Balance  to  profit  and  loss, 121  61 


$4,785  46       $4,785  46 
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Profit  and  Loss  Acoovmt. 


Balance  Jane  30, 1891,      .... 
Balance  of  gas  manufacturing  account,  . 

Interest  received, 

Interest  paid, 

Construction  charged  off, . 

Other  items, 

Balance  June  30, 1892,      .... 


Da. 

Cb. 

^iJ9l  48 

121  61 

62  91 

$75  83 

5,031  25 

28  30 

659  38 

15,635  38        $5,635  38 


NATICK  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate $25,662  80 

Steam  plant 30,477  81 

Electric  plant, 31,570  83 

Lines,  meters,  lamps  and  globes, 83,833  33 

Wiring 12,103  40 

Due  for  electric  light  and  power, 2,076  02 

Fuel  on  hand,    . 

Carbons  on  hand. 

Oil  and  waste  on  hand,    . 

Ipcandescent  lamps  on  hand, 

Globes  on  hand. 

Other  materials  on  hand, . 

Motors  on  hand, 

Electric  fixtures  on  hand, 

Sundry  accounts  due  the  company, 15  00 

Cash  on  hand, 423  76 


1,725  31 


Total  asseta,  as  per  books  of  the  company, $187,787  26 

Profit  and  loss  balance, 9,414  01 

$197,201  27 
Liabilities. 

Capital  stock, $40,000  00 

Bonds  Issued, 35,000  00 

Notes  payable, 11,983  37 

Unpaid  bills, 110,217  90 

Total  liabilities,  as  per  books  of  the  company, $197,201  27 

MAKUFAOTUKIMa  AOOOXTirT. 

Db.  Cb. 

Operating  expenses, $12,176  61 

Income  from  sale  of  light  and  power 

Balance  to  profit  and  loss,        ...%.. 

Profit  and  Loss  Aoooitnt. 


Balance  June  30, 1891, 

Balance  of  electric  manufacturing  account, 
Unpaid  bills  omitted  from  liabilities  June  30, 1891, 

Interest  paid, 

Balance  June  30, 1892, 


$13,672  80 

1,496  19 

$13,672  80 

$13,672  80 

Dr. 

Cr. 

$5,170  33 

$1,496  19 

197  00 

6,542  87 

9.414  01 

$10,910  20      $10,910  20 
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NATICK  GAS  LIGHT  COMPANY. 

A88BTS. 

Real  estate 916.67038 

Machinery  and  manafactaring  appliances, 6,300  00 

Street  mains 14,340  11 

Meters 1.980  12 

Due  for  gas, 1,360  24 

Gas  coal  on  hand, 1,913  09 

Coke  on  hand, 98  00 

Tar  on  band 237  50 

Parifying  materials  on  hand, 20  00 

Stoves  on  hand,        . 1,107  45 

Gas  fixtures  on  hand,        .     ^ 486  23 

Sundry  accounts  due  the  company, 926  74 

Office  furniture, 19d  64 

Cash  on  hand, 16  68 

Totalassets,  as  per  books  of  the  company $15,712  08 

Liabilities. 

Capital  stock $20,000  00 

Notes  payable, 9,525  00 

Unpaid  bills,      I 2,862  20 

ToUl  liabilities,  as  per  books  of  the  company,         ....  $32,387  20 

Profit  and  loss  balance 13,324  88 

$45,712  08 
Manuvactubino  Aocoukt. 

Dr.  Cr. 

Operating  expenses $5,864  91 

Income  from  sale  of  gas, $5,657  96 

residuals, 503  66 

other  sources, 53  03 

Balance  to  profit  and  loss 349  74 

$6,214  65  $6,214  65 
Profit  akd  Loss  Aooovnt. 

Db.  Cr. 

Balance  June  30, 1891 $13,546  27 

Balance  of  gas  manufacturing  account,  ....  349  74 

Interest  paid, $471  13 

Liabilities  omitted  from  balance  sheet  June  80, 1891,     .  100  00 

Balance  June  30, 1892 13,324  88 

$13,896  01  $13,896  01 


NEW  BEDFORD  GAS  AND  EDISON  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas),      .       .       .       .    ' $164,196  73 

Machinery  and  manufacturing  ap'pliances, 25,083  86 

Street  mains  and  senrices,     * 137,871  82 

Meters  (gas), 16,015  63 

Due  for  gas, 3,865  92 

Gas  coal  on  hand, 3,030  65 
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Coke  on  hand,  . 924  00 

Tar  on  hand, 583  00 

Coffin  Street  extension, 868  14 

Purifying  materials  on  hand, 431  00 

Siy>p  accoant 2,412  93 

Other  gas  materials  on  hand, 4,586  07 

Stores  on  hand,         .       .    ' 7,680  01 

Oas  and  electric  fixtures  on  hand, .         3,726  44 

Real  estate  (electric),       .    * 67,763  85 

Steam  plant  (electric),      .     ' 67,635  03 

Electric  plant ) 223,474  78 

Lines,  meters,  lamps  and  globes  (electric),  i 

Patent  rights,    .       .       .    * .        17.000  00 

Dae  for  electric  light  and  power,  

Fael  on  hand  (electric  light); 

Carbons  on  hand, 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand 

Globes  on  hand, 

Other  electric  materials  on  hand, 

Motors  on  hand, 

Books  and  stationery, 

Horses,  wagons,  etc 

Sandrj  accounts  due  the  company, 

Offloe  fhmiture, 

Cash  on  hand, 

Notes  receivable, 

Tools  and  supplies, 

Total  assets,  as  per  books  of  the  company, 


LlABILITIBB. 

Capital  stock, $550,000  00 

Notes  payable, 171,800  00 

Unpaid  bills 7,989  00 

Deposits, 360  00 

Interest  due  but  not  paid 1,478  70 

Insurance  reserve, 2,258  01 

Depreciation  ftmd 29,927  93 

Total  liabilities,  as  per  books  of  the  company,         ....  $763,813  64 

Profit  and  loss  balance, 26,244  27 

$790,057  91 

Mamufactukino  Acoovnt. 

Dr.  Cr. 

OperaUng expense.,  IIJ^^-       ;       ;  ;       ;       •^•gj  JJ 

Income  from  sale  of  gas, $70,161  39 

residuals, 6,872  11 

sale  of  electric  light  and  power,         .       .  90,890  52 

other  sources,  I «" ^^  ^^ 

'I  electric,      ....  1,88966 

Balancetoprofltandloss,!*;;-^^;       ;       ;       ;       ;       ^^J^ 

$170,580  02  $170,580  02 
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7,010  76 

802  48 

704  44 

107  29 

859  93 

89  77 

12,913  64 

9,189  46 

156  55 

746  40 

12,251  98 

1,546  25 

381  93 

434  90 

6,613  27 

$790,057  91 
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PkOTIT  AMD  Loss  AOOOXTNT. 

Dk.  Cb. 

Balftnce  Jane  30, 1891, $13,487  45 

Balance  of  gas  manafitctaringBOooant,    ....  32,92094 

Balance  of  electric  manafiictarlngaocoant,     .       .       .  27,892  %1 

Electric  Jobbing  account, 387  30 

Rents 302  01 

Mercbandise  account, 459  81 

Sales  of  lamps  and  fixtures, 1,258  93 

Dividends  declared, $33,000  00 

Interest  paid 9,711  14 

Wiring  account, 495  80 

Depreciation  fund, 6,632  49 

Depreciation, 66  88 

Shop  account, 557  37 

Balance  June  30, 1892 26,244  27 


$76,708  96      $76,708  95 


NBWBURYPORT  GAS  AND  ELECTRIC  COMPANY. 

ASBBTS. 

Real  estate  (gas), $1,132  43 

Machinery  and  manufacturing  appliances  (gas) 75,000  00 

Street  mains  (gas), 5,205  34 

Meters  (gas), 1,850  08 

Due  for  gas, 2,486  34 

Oas  coal  on  hand 3,361  25 

Coke  on  hand, 100  00 

Tar  on  hand, 280  00 

Enrichers  on  hand,   •       .       . )  283  00 
Purifying  materials  on  band,  .J 

Other  gas  materials  on  band, 252  60 

Gas  fixtures  on  hand, 98  81 

Real  estate  (electric),        .  \ 

Steam  plant  (electric),      .[ 61,148  45 

Electric  plant,   .       .       . ) 

Lines,  meters,  lamps  and  globes  (electric) 13,739  42 

Due  for  electric  light  and  power,, 1,501  18 

Fuel  on  hand  (electric  light), 104  50 

Carbons  on  hand, 75  00 

Oil  and  waste  on  hand 18  15 

Incandescent  lamps  on  band, 95  00 

Globes  on  hand, 72  80 

Motors  on  hand, 825  25 

Electric  fixtures  on  hand, 294  50 

Wagons,  tools,  etc., 482  00 

Sundry  accounts  due  the  company 1,503  00 

Office  furniture 46  22 

Cash  on  hand, 1,189  63 

New  construction, 3,672  87 

Total  assets,  as  per  books  of  the  company, $174,616  82 

Digitized  by  VjOOQ IC 


1893.] 


PUBLIC  DOCUMENT  — No.  35. 


205 


LlABILITXSS. 

Capital  stock $110,000  00 

Notes  payable 14,000  00 

Unpaid  bills, 2,362  17 

Unpaid  dividends, 670  50 

Total  liabilities,  as  per  books  of  the  company,         ....    $156,93267 
Profit  and  loss  balance, 17,684  15 

f  174,616  82 
Manxtpaotukiho  Aocoxtkt. 

DR.  Cr. 

^       ^  fgas $11,787  93 

Operating  expenses,  I  ^l^^tri^ 12,153  48 

Income  flx>m  sale  of  gas, $16,678  11 

residuals 1,671  38 

sale  of  electric  ligbt  and  power,  18,826  79 

B.,«.cetopro««d.o«.{2^^      !       i       !       !  eg  fl 

$37,076  28      $37,076  28 

Pbofit  akd  Lobs  Accoukt. 

Dr.  Cr. 

Balance  Jane  30, 1891, $14,670  01 

Balance  of  gas  manafactnring  account,    ....  6,46166 

Balance  of  electric  manafactnring  acconnt,    .       .       .  6,673  31 

Old  bills  collected, 52  40 

Rents, 200  00 

Other  items  of  income, 125  00 

Dividends  declared $8,400  00 

Interest  paid 766  68 

Real  estate  repairs, 40  45 

Old  electric  bills, 925  03 

Old  gas  bills, 365  97 

Balance  Jnne  30, 1892 17,684  15 

$28,182  28      $28,182  28 


NEWTON  AND  WATERTOWN  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate  (gas), $73,000  00 

Machinery' and  manufacturing  appliances  (gas) 98,356  54 

Street  mains  (gas) 175,257  60 

Meters  (gas) 18,295  84 

Due  for  gas, 20,982  55 

Gas  coal  on  hand, 2,973  20 

Coke  on  hand 30  00 

Tar  on  band, .        .  1,250  00 

Other  gas  materials  on  hand, 922  00 

Stovesonhand, 427  97 

Gas  flxtares  on  hand, 1,195  00 

Real  efctate  (electric) 20,345  22 

Steam  plant  (electric), 27,860  36 

Electric  plant, 27,612  51 

Lines,  meters,  lamps  and  globes  (electric), 78,515  78 
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Dne  for  electric  light  and  power, $4,890  62 

Fuel  on  hand  (electric  light), 189  OO 

Carbons  on  band, 130  00 

Oil  and  waste  on  hand 23  02 

Incandescent  lamps  on  hand, 233  60 

Olobes  on  hand, 3  20 

Other  electric  materials  on  hand, 1,826  18 

Horses,  wagons,  etc., 571  00 

Sundry  accounts  due  the  company, 5,618  07 

Office  furniture, 447  65 

Cash  on  band, 11,489  36 

Notes  receivable, 2,251  28 

Investments, 10,395  27 

Total  assets,  as  per  books  of  the  company,      ....  $585,091  71 


Li  ABILITIES. 

Capital  stock, $225,000  00 

Bonds  Issued 100,000  OO 

Notes  payable, 88,000  00 

Unpaid  bills 9,219  67 

Deposits 65  OO 

Unpaid  dividends, 984  00 

Reserved  fund, 12,672  50 

Contingent  ftind 25,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....    $410,941  17 
Profit  and  loss  balance, 174,160  54 

$686,091  71 
MANVFAOTirRiNa  Account. 

db.  Cb. 

^       ,,  I  gas $82,997  37 

Operating  expenses,  j^j^^j^,^^ 22.076  69 

Income  from  sale  of  gas, ^                       $97,968  58 

residuals 13,169  71 

sale  of  electric  light  and  power,         .       .  31,728  96 

other  sources, 2,055  37 

Balance  to  profit  and  loss,  {  ^' ^'^^  ^ 

I  electric 9,662  37 

$144,922  62    $144,922  62 

PbOFIT  AMD  Loss   ACCOUNT. 

D«.  Cb. 

Balance  June  30, 1891 $156,772  15 

Balance  of  gas  manufacturing  account,  ....  30,196  29 

Balance  of  electric  manufacturing  accoant,     .       .  9,652  37 

Rente, 1,520  00 

Premium  on  new  stock, 12,672  60 

Dividends  declared $16,000  00 

Interest  paid, 7,420  69 

Reserved  fbnd, 12,672  60 

Depreciation, 405  74 

Repairs  of  real  estate,  not  included  in  plant,   ...  163  84 

Balance  June  30,  1892 174,150  54 


$210,813  31    $210,813  81 
D^itized  by  VjOOQ IC 


1893.] 


PUBLIC  DOCUMENT  — No.  35. 


207 


NORTH  ADAMS  OAS  LIGHT  COMPANY. 

AS8BT8. 

Real  estate  (gas), $15,300  00 

Machinery  and  manofactaring  appliances  (gas), 26,696  04 

Street  mains  (gas) 20,000  00 

Meters  (gas), 4,400  50 

Dae  for  gas 2,646  72 

Tar  on  hand 473  20 

Enrichers  on  hand, 64  00 

Stoves  on  hand,         . )  i  qq«  a« 

Gas  fixtures  on  hand,) i,wo  wf 

Real  estate  (electric), 6,700  00 

Steam  plant  (electric) 10,016  80 

Electric  plant, 8,827  59 

Lines,  meters,  lamps  and  globes  (electric) , 17,780  37 

Dae  for  electric  light  and  power, 842  59 

Carbons  on  hand, 32  00 

Incandescent  lamps  on  hund, 360  00 

Globes  on  hand, 100  00 

Other  electric  materials  on  hand, 750  00 

Horses,  wagons,  etc., 762  90 

Sundry  accounts  due  the  company, 882  08 

Offloe  ftamitare, 946  60 

Cash  on  hand, 4,584  50 

Investments 4,123  00 

Total  assets,  as  per  books  of  the  company, $126,265  47 


LlABILITIBS. 

Capital  stock, $60,000  00 

Notes  payable, 40,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $90,000  00 

Profit  and  loss  balance 36,265  47 


Manufacturing  Account. 


Operating  expenses,  I  ^ 

( electric. 

Income  from  sale  of  gas, 

residuals, 

sale  of  electric  light  and  power, 

other  sources,      .        .       .        . 


Balance  to  profit  and  loss,  \  ^^*    ' 
(  electric, 


$126,266  47 

Di. 

Ca. 

$21,820  82 

11,643  43 

$28,635  85 

3,329  45 

18,701  79 

776  93 

10,871  41 

7,058  36 

$61,444  02      $51,444  02 
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PbOFIT  AMD  Loss  ACCOUNT. 

Dk.  Gs. 

Balance  Jane  30, 1891,      . $31,935  19 

Balance  of  gas  manafkctnring  acoonnt,   ....  10,871  41 

Balance  of  electric  manafkctarlDgacooant,     .  7,068  36 

Dividends  declared, $4,000  00 

Interest  paid 2,099  49 

Retirement  of  capital  stock  of  N.  A.  £.  L.  &  P.  Co..     .  7,fi00  00 

Balance  Jane  30, 1892^ 86,265  47 

$49,864  96      $49,864  f  6 


NORTHAMPTON  ELECTRIC  LIGHT  COMPANY. 

AaSBTB. 

Real  estate, $14,108  43 

Electric  plant,    .) 38,208  39 

Steam  plant,       .  i 

Lines.  lamps  and  globes, 30,617  82 

Meters 1,388  08 

Fnel  on  band, 76  00 

Oil  and  waste  on  band, 76  00 

Incandescent  lamps  on  band, 160  00 

Insurance, 145  00 

Horses,  wagons,  etc 286  20 

Sundry  accounts  doe  tbe  company, 1,716  11 

Office  fbmitare  and  tools 182  18 

Casb  on  band, 340  79 

Total  assets,  as  per  books  of  tbe  company $87,141  50 

•    Liabilities. 

Capital  stock $58,700  00 

Bonds  issued, 9,000  00 

Notes  payable, 14,000  00 

Unpaid  bill 317  13 

Total  liabilities,  as  per  books  of  tbe  company,        ....  $82,017  18 

Profit  and  loss  balance 6,124  37 

$87,141  60 
Manufacturing  Account. 

Dk.  Cr. 

Operating  expenses $12,659  90 

Income  from  sale  of  ligbt  and  power,      ....  $17,566  68 

Balance  to  profit  and  loss, 4,906  78 

$17,566  68  $17,566  68 
Profit  and  Loss  Account. 

Da.  Cb. 

Balance  June  30,  1891 $2,688  81 

Balance  of  electric  manafacturing  account,     .       .       .  4,906  78 

RenU 294  50 

Otber  items  of  income 7  72 

Dividends  declared, $1,467  60 

Interest  paid 1,305  94 

Balance  June  30, 1892 5,124  37 


$7,897  81        $7,897  81 
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NORTHAMPTON  GAS  LIGHT  COMPANY. 

A88ST8. 

Real  estate, $24,900  00 

Machinery  and  manufactoring  applianoea 8,000  00 

Street  main 20,000  00 

Due  for  gas, 1,982  47 

Gas  coal  on  band 863  80 

Coke  on  hand, 18  76 

Tar  on  hand, 108  00 

Enrichers  on  hand, 17  59 

Pariiying  materials  on  hand 60  00 

Other  materials  on  hand 1,028  08 

StOTes  on  hand, 147  19 

New  gas  holder, 16,218  54 

Sundry  accounts  due  the  company, 1,161  99 

Cash  on  hand,    • 1,860  23 

Investments, 5,876  60 

Total  asseu,  as  per  books  of  the  company $76,222  14 


#  Liabilities. 

Capital  stock $60,000  00 

Notes  payable, 10,000  00 

Reserved  fbnd 6,418  50 

Total  liabilities,  as  per  books  of  the  company, $65,418  50 

Profit  and  loss  balance, 1U,E03  64 

$76,222  14 

Manufacturing  Account. 

Db.  Cs. 

Operating  expenses, $18,003  80 

Income  from  sale  of  gas, $22,146  69 

residuals, 2,263  33 

other  sources, 81  66 

Balance  to  profit  and  loss, 6,426  87 

$24,430  67      $24,430  67 
Pbofit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1891, $9,390  92 

Balance  of  gas  manufacturing  account,    ....  6,426  87 

Interest  received, 363  01 

Rente, 220  83 

Dividends  declared «...         $4,000  00 

Interest  paid, 831  08 

Constrnction  charged  off, 243  33 

Depreciation, 931  85 

Old  bills, 91  73 

BaUnce  June  30,  1892, 10,803  64 


$16,401  63      $16,401  63 
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NORTH   ATTLEBOaOUGH   GAS   LIGHT   COMPANY. 

AB8BT8. 

Real  estate $47,474  72 

Macbinerj  and  manafactarlng  applianoee 22,483  28 

Street  mains 24,669  07 

Meters, 4.251  94 

Dae  for  gas 1.484  00 

Gas  coal  on  hand 2,843  10 

Coke  on  hand, 188  40 

Tar  on  hand 465  00 

Enrichers  on  band, 170  50 

Purifying  materials  on  hand, 118  13 

Other  materials  on  hand, 393  53 

Stoves  on  hand, 644  80 

Gas  fixtures  on  hand,               856  21 

Sundry  accounts  due  the  company 348  25 

Office  fUmiture 262  60 

Cash  on  hand 2,419  44 

Notes  receivable,       •              .               686  18 

Total  assets,  as  per  books  of  the  company, $109,769  05 

LlABILITIBS.  * 

Capital  stock, $68,100  00 

Bonds  issned, 33,915  00 

Unpaid  bills, 101  17 

Unpaid  dividends, 2.043  00 

Interest  due  but  not  paid 508  72 

Total  liabilities,  as  per  books  of  the  company,         ....  $104,667  89 

Profit  and  loss  balance, 5.091  16 

$109,75905 
Manvfactukino  Aoooukt. 

Db.  ca. 

Operating  expenses, $17,218  12 

Income  Irom  sale  of  gas, $25,204  96 

residuals, 2,904  25 

other  sources 119  29 

Balance  to  profit  and  loss, 11,010  87 

$28,228  49  $28,228  49 
Profit  and  Loss  Aocovkt. 

Ds.  Cb. 

Balance  June  30, 1891, $6,780  76 

Balance  of  gas  manufacturing  account,  ....  11,010  37 

Interest  received, 137  26 

Premium  on  new  stock, 2,661  00 

Other  items  of  income,     ....*...  169  63 

Dividends  declared $4,086  00 

Interest  paid 2,816  59 

Depreciation, 6,104  16 

Stock  premiums  returned 2,661  00 

Balance  June  80, 1892, 5,091  16 

$20,768  91  $20,758  91 
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NORTH  ATTLBBOROUGH  STEAM  AND  ELECTRIC  COMPANY. 

AB8BT8. 

Real  estate, f  18,875  00 

Steam  plant, 43,039  57 

Electric  plant 86,454  15 

Lines,  meters,  lamps  and  globes, .  38,515  06 

Insnrance, 1,205  52 

Due  for  electric  light  and  power, 4,541  57 

Fuel  on  band, 5,277  59 

Carbons  on  hand, 150  00 

Oil  and  waste  on  hand 851  60 

Incandescent  lamps  on  band, 750  05 

Globes  on  hand, 21  86 

Other  electric  materials  on  hand, 3,700  91 

Motors  on  hand, 8,000  00 

Electric  fixtures,  tools,  etc., 616  35 

Sundry  accounts  due  the  company, 8,582  32 

Office  furniture, 52  75 

Cash  on  hand, 75  02 

Total  assets,  as  per  books  of  the  company, f  159,659  82 


LlABILITIBS. 

Capital  stock, f  80,000  00 

Bonds  issued, 15,100  00 

Notes  payable, 48,200  79 

Unpaid  biUs, 13,735  80 

Totalliabllities,  as  per  books  of  the  company f  157,036  59 

Profit  and  loss  balance, 2,622  73 

f  169,659  32 

Mahttpaotubino  Account. 

Da.  Cb. 

Operating  expenses, f  18,407  73 

Income  from  sale  of  light  and  power,      ....  f  23,404  51 

Balance  to  profit  and  loss, 4,996  78 

f23,404  51  f23,404  51 

PBoriT  AVD  Loss  Accouirr. 

Db.  Cb. 

Balance  June  30, 1891, f  542  85 

Balance  of  electric  mannfkcturing  account,    •       .       .  4,996  78 

Interest  receired 184  25 

Rents, 578  60 

Interest  paid, f  8,294  00 

Depreciation, 885  15 

BaUnce  June  30, 1892, 2,622  73 


16,301  88       16,801  88 
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NORTH  SHORE  ELECTRIC  COMPANY   (REVERE). 

Assets. 

Real  estate f  15,471  14 

Steam  plant, 47,140  35 

Electric  plant 93,399  45 

Lines,  meters  and  transformers, 85,359  25 

Franchise 10,000  00 

Dae  for  electric  light  and  power 5,038  35 

Fnel  on  hand, 79  10 

Carbons  on  hand 90  00 

Oil  and  waste  on  hand 64  00 

Incandescent  lamps  on  hand, 663  10 

Globes  on  hand, 39  00 

Other  materials  on  hand, 513  16 

Tools, 39  10 

Unexpired  insnrance, 201  64 

Horses,  wagons,  etc, 245  00 

Sondry  accounts  due  the  company, 696  00 

Office  furniture, 187  30 

Cash  on  band, 796  26 

Notes  receirable, 450  00 

Taxes, 201  60 

Unearned  interest, 198  13 

Total  assets,  as  per  books  of  the  company, f  260,871  93 

Profit  and  loss  balance, 1,615  72 

f  262,487  65 
Liabilities. 

Capital  stock,     .       *. f  125,000  00 

Bonds  issued, 75,000  00 

Notes  payabl 48,906  55 

Unpaid  bills, 11,330  62 

Unpaid  dividends, 2,250  48 

Total  liabilities,  as  per  books  of  the  company, 8262,487  65 

MANUFAOTURnro  Account. 

db.  Cb. 

Operating  expenses, f  14,152  65 

Income  fVom  sale  of  light  and  power,      ....  f  19,970  34 

Balance  to  profit  and  loss, 5,817  69 

f  19,970  34  f  19,970  34 
Pbofit  and  Lobs  Account. 

Dr.  Cb. 

Balance  June  30, 1891, f  323  31 

Balance  of  electric  manufacturing  account,     .       .       .  f  5,817  69 

Interest  paid, 7,110  07 

Other  items, 03 

Balance  June  30, 1892 1,616  72 


f  7,433  41       f  7.438  41 
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NORWOOD  OAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $3,000  00 

Machinery  and  mannfactaring  appliances, )  ■       8  118  57 

Street  mains, J * 

Meters, 886  02 

Due  for  gas, 1,169  76 

Gas  coal  on  hand, 657  60 

Cash  on  hand, 67  87 

Total  assets,  as  per  books  of  the  company, $13,899  82 

LlABILITIBS. 

Capital  stock, $12,000  00 


Total  liabilities,  as  per  books  of  the  company,        ....     $12,000  00 
Profit  and  loss  balance, 1,899  82 


Manvfacturino  Account. 


Operating  expenses,  . 
Income  from  sale  of  gas,  . 
Balance  to  profit  and  loss, 


Pbofit  and  Loss  Account. 


Balance  Jane  30, 1891, 

Balance  of  gas  manufacturing  account. 

Balance  June  30, 1892, 


Dr. 
$2,843  95 

742  17 

$13,899  82 
Cr. 

$3,586  12 

$3,586  12 

I>B. 

$1,899  82 

$3,586  12 

Cr. 
$1,157  65 
742  17 

$1,899  82       $1,899  82 


ORANGE  ELECTRIC  UGHT  COMPANY. 

AssaTs. 

Real  estate, $1,703  28 

Steam  plant, 8,466  73 

Electric  plant, 4,970  90 

Lines,  meters,  lamps  and  globes 20,725  60 

Doe  for  electric  light  and  power, 660  38 

Fael  on  hand, 1  05 

Carbons  on  hand 86  10 

Oil  and  waste  on  hand, 12  55 

Incandescent  lamps  on  hand, 73  10 

Globes  on  hand, 1  75 

Other  materials  on  hand, 573  74 

Tools  on  hand, 51  95 

Sundry  accounts  due  the  company, 131  20 

Cash  on  hand, 756  34 

Total  assets,  as  per  books  of  the  company, $38,164  67 

Profit  and  loss  balance, 7,079  69 


$45,244  26 
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LlABILITIBB. 

Capital  stock ••     $20,000  00 

Bonds  issaed, 15,000  00 

Unpaid  bills, 6,244  26 

Total  liabilities,  as  per  boolLs  of  the  oompanj,        .       .       •  $45,244  26 

Manvfaotttbino  Account. 

Dm.  ci. 

Operating  expenses, $6,871  66 

Income  from  sale  of  light  and  power,       ....  $6,417  61 

other  sources, 29  46 

Balance  to  profit  and  loss 424  66 

$6,871  65       $6,871  65 
Pbofit  and  Loss  Account. 

db.  Ca. 

Balance  Jane  30, 1891, $5,267  S6 

Balance  of  electric  mannfkctnring  account,     .       .       .  424  56 

Wiring  account, 162  39 

Interest  paid, 1,200  00 

Other  items, 25  28 

Balance  Jone  30, 1892, $7,079  69 

$7,079  69       $7,079  59 


GAS  WORKS  OF  THE  OTIS  COMPANY  OF  WARE. 

Manufacturing  Account. 

dk.  cb. 

Operating  expenses $7,208  97 

Income  from  sale  of  gas, $4,097  60 

residual 453  10 

other  sources 6  68 

Balance,* 2,652  60 

$7,206  97  $7,208  97 


PALMER  ELECTRIC  COMPANY. 

A88BT8. 

Real  efitate, $7,797  06 

Steam  plant, 13,821  20 

Electric  plant, 12,604  18 

Lines,  meters,  lamps  and  transformers, 28,876  09 

Patent  rights, 6,000  00 

Due  for  electric  light  and  power, 817  81 

Fuel  on  hand, 262  20 

Carbons  on  hand, 84  00 

Oil  and  waste  on  hand, 31  40 

Incandescent  lamps  on  hand, 201  20 

Globes  on  hand, 22  50 

Other  materials  on  hand, 39  12 

Cash  on  hand, 441  41 

Unexpired  insurance, 106  51 

Total  assets,  as  per  books  of  the  company, $71,094  68 

*  3,007,400  feet  of  gat  used  Id  the  mills  of  the  oompany  and  not  included  In  the  above 
income. 
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LlABILITIM. 

Capital  stock* $30,000  00 

BoodB  iMoed, 2000000 

Unpaid  bills 19,217  91 

-  Total  liabilities,  as  per  books  of  the  companj,         ....  $69,21791 

ProOt  and  loss  balance 1,876  77 

$71,094  68 
Manttpactubino  Aocount. 

1>K.  Ca. 

Operating  expenses, $4,860  43 

Income  from  sale  of  light  and  power $6,809  83 

Balance  to  profit  and  loss, 1,4(M)  40 

$6,309  83  $6,309  83 
Profit  and  Loss  Account. 

Db.  Cm. 

Balance  Jnne  30, 1891, $1,640  71 

Balance  of  electric  manufacturing  aocount,             .       .  I,4fi0  40 

Wiring  account, 1  39 

Interest  paid, $l,2in  73 

Bahinoe  Jnne  30, 1892, 1,876  77 

$3,092  60  $3,092  50 


PITTSPIELD  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estote $40J53  97 

Steam  plant, 29,762  27 

Electric  plant, 65,044  89 

Lines,  meters,  lamps  and  globes, 29,889  53 

Dae  for  electric  light  and  power, 4,307  23 

Fuel  on  hand, 278  10 

Carbons  on  hand, 36  81 

Incandescent  lamps  on  hand, 29  46 

Globes  on  hand, 62  78 

Other  materials  on  hand, 425  00 

Tools, 1,172  94 

Unexpired  Insaranoe  and  interest,    ....'....  775  16 

Horses,  wagons,  etc, 255  00 

Snndrj  accounts  due  the  company 235  90 

Office  furniture 484  97 

Cash  on  hand, 1,013  85 

Investments,      . 6,992  65 

Total  assets,  as  per  books  of  the  company $180,520  61 

LlABILITIBS. 

Capital  stock, $100,000  00 

Notes  payable 60,000  00 

Unpaid  bills, 6,615  64 

Amounts  due  from  the  company,  not  included  above,   ....  187  30 

Total  liabilities,  as  per  books  of  the  company $166,802  84 

Profit  and  loss  balance, 13,717  67 
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Makufaotubino  Account. 

Db.  Cs. 

Operating  expenses, $29,206  02 

Income  Arom  sale  of  light  and  power 

other  sources, 

Balance  to  profit  and  loss, 12,823  66 

$42,029  68 

Pbofit  and  Loss  Account. 

Db. 

Balance  Jane  30, 1891, 

Balance  of  electric  manufactoring  accoant,    . 

Rents, 

Other  Items  of  income, 

Interest  paid, $2,900  00 

Real  estate  expenses, 19  44 

Rebates  on  old  bills 95  24 

Balance  Jnne  30, 1892, 13,717  67 

$16,782  35      $161732  35 


$42,014  68 
IS  00 

• 

$42,029  68 

Cs. 

$3,079  49 

12,823  66 

825  00 

420 

PITTSFIELD  COAL  GAS  COMPANY. 

ASBBTB. 

Real  estate, $30,650  85 

Machinery  and  manufacturing  appliances, 80,906  12 

Street  mains 19,110  00 

Meters, 6,640  00 

Due  for  gas, 4,109  04 

Coal  on  hand, 1,642  00 

Enrichers  on  hand, 306  25 

StoTes  on  hand 25  00 

Sundry  accounts  due  the  company, 301  58 

Cash  on  hand, 1,194  03 

Notes  receivable, 26,160  00 

Investments, 2,450  00 

Total  assets,  as  per  books  of  the  company, $123,284  87 

Liabilities. 

Capital  stock, $62,500  00 

Notes  payable 3,500  00 

Unpaid  bills, 300  00 

Reserved  fund 40,000  00 

Total  liabilities,  as  per  books  of  the  company, ......  $106,300  00 

Profit  and  loss  balance 16,984  87 

$123,284  87 

Manvfacturino  Account. 

Dk.  Cs. 

Operating  expenses, $16,494  45 

Income  from  sale  of  gas, $25,273  26 

residuals, 109  24 

other  sources, 335  75 

Balance  to  profit  and  loss 9,223  80 

$26,718  26  $25,718  26 
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Pbofit  and  Lo88  Account. 

Dx.  Cb. 

Balance  Jane  80, 1891, ^10.906  54 

Balance  ofgaBmannfactoring  account,    ....  9,22380 

Interest  received, 8,788  52 

Bents 119  90 

DiyjdendB  declared, $10,625  00 

Interest  paid, 1,428  89 

Balance  Jane  30, 1892, 16,984  87 


f  29,038  76      f  29,038  76 


PLYMOUTH  ELECTEIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $9,475  89 

Steam  plant 36,696  79 

Electric  plant, 44,334  90 

Lines,  meters,  lamps  and  globes, 27,224  01 

Franchise 8,000  00 

Due  for  electric  light  and  power, 2,122  93 

Fnel  on  hand, 200  00 

Carbons  on  hand, 33  00 

Oil  and  waste  on  hand, 35  10 

Incandescent  lamps  on  hand, 190  20 

Globes  on  hand, 4  50 

Other  materials  on  hand 612  31 

Motors  on  hand 275  00 

Sundry  accounts  due  the  company, 50  00 

Office  furniture 77  00 

Cash  on  hand, 443  24 

Unexpired  insurance, 48  80 

Unearned  interest '     .       .       .       .  14  85 

Total  assets,  as  per  books  of  the  company, $128,838  52 

Profit  and  loss  balance, 543  98 

$129,382  50 
Liabilities. 

Capital  stock, $40,000  00 

Bonds  issued,    ....               30,000  00 

Notes  payable, 35,492  31 

Unpaid  bills, 23,104  39 

Interest  due  but  not  paid 785  80 

Total  lUbilities,  as  per  books  of  the  company $129,382  50 


Manufactubino  Account. 

Dk.  Cb. 

Operating  expenses, $14,401  27 

Income  flrom  sale  of  light  and  power,      ....  $16,345  30 

other  sources 19  50 

Balance  to  profit  and  loss,        .       .  ...  1,963  53 


$16,364  80      $16,364  80 
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Profit  ahd  Lom  Aooottmt. 

Db.  Cb. 

Balance  June  30. 1891, $448  53 

Balance  of  electric  manafacturing  account,     .       .       •  1,963  68 

Wiring  acooant, 36  79 

Interest  paid f  2,992  83 

Balance  June  30, 1892 643  98 

f  2,992  83  f  2,992  83 


PLYMOUTH  GAS  LIGHT  COMPANY. 

Absbt«. 

Real  estate, $8,350  00 

Macbinerj  and  manutectnring  appUaucM,                      ....  16,000  00 

Street  mains 14,650  00 

Meters, 2,000  00 

Due  for  gas 2,028  66 

Gas  coal  on  hand 130  32 

Coke  on  band, 67  43 

Tar  on  hand, 70  00 

Bnrlchers  on  hand, 6  25 

Purifying  materials  on  hand, 44  09 

Other  materials  on  band, 1,484  84 

Stoves  on  hand, 800 

Gas  fixtures  on  band, 1,366  56 

Sundry  accounts  due  the  company,  ...*....  337  89 

OflBce  famiture, 48  19 

Cash  on  hand, 461  88 

Total  assets,  as  per  books  of  the  company, $46,041  99 

LlABILlTIBS. 

Capital  stock, $40,00000 

Notes  payable,   .        .        .        .' 1,609  00 

Unpaid  dividends 76  50 

Amounts  due  from  the  company,  not  included  above,    ....  283  40 

Total  liabilities,  as  per  books  of  the  company, $41,859  90 

Profitand  loss  balance, 4,182  09 

$46,041  99 
Manvfactubiivo  Acoovnt. 

Dr.  Cb. 

Operating  expenses $6,433  46 

Income  from  sale  of  gas, $8,396  67 

residuals, 463  00 

Balance  to  profit  and  loss, 2,428  12 

$8,861  57  $8,861  67 
Profit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30, 1891 $4,045  70 

Balanoeof  gas  manufacturing  account,    ....  2,42812 

Dividends  declared, $2,000  00 

Interest  paid 216  62 

Construction  charged  ofl;  ......       .  76  21 

Balance  June  30, 1892, 4,182  09 


$6,473  82       $6,473  82 
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QUINCY  ELECTRIC   LIGHT  AND  POWEE  COMPANY. 

Assets. 

Real  estate, |9,588  14 

Steam  plant,      .       .       .       .   \ 

Electric  plant,    .       .       .       .    [ 102,388  67 

Lines,  meters,  lamps  and  globes,  J 

Due  for  electric  light  and  power', 3,M8  84 

Foel  on  band, 67  60 

Carbons  on  hand, 30  00 

Oil  and  waste  on  band 67  00 

Incandescent  lamps  on  band, 166  50 

Globes  on  hand, 6  25 

Other  materials  on  hand, 522  .55 

Electric  flxtnres  on  hand, 216  60 

Hones,  wagons,  etc 721  00 

Office  fbrnitare, 126  50 

Cash  on  hand, 163  82 

ToUl  assets,  as  per  books  of  the  company, f  117,612  37 

LlABILITIBS. 

Capital  stock ...  889,700  00 

Notes  payable, 18«800  00 

Unpaid  bills 3,128  74 

Unpaid  dividends 212  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $111,840  74 

Profit  and  loss  balance, 5,771  63 

f  117.612  37 

Manufactvbino  Acooumt. 

Db.  Cr. 

Operating  expenses, f22,114  46 

Income  from  sale  of  light  and  power,      ....  f  28,270  66 

Balance  to  profit  and  loss, 6,156  20 

828,270  66  828,270  66 

Pbofit  and  Loss  Account. 

Db.  Cb. 

Balance  Jane  30, 1891, 8^*067  04 

Balance  of  electric  manafiftcturing  account,      ...  6,15620 

Premium  on  new  stock, 27  00 

Di?idends  declared, 84*050  00 

Interest  paid, 1,428  61 

Balance  Jane  30, 1892, 6,771  63 

8n>260  24  811>250  24 
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ROXBURY  GAS  LIGHT  COMPANY. 

AB8BT8. 

Real  estate, $116,365  91 

Machinery  and  manufactaring  appliances, 304,563  80 

Street  mains, 330.66*5  84 

Meters, 80,881  21 

Dne  for  ffas 25,893  82 

Gas  coal  on  band, 5,988  88 

Enricbers  on  band 3  00 

Parifying  materials  on  band, 539  68 

Otber  materials  on  band, 3.869  88 

Patent  rights, 60,000  00 

Gas  on  hand 1,092  13 

Sundry  accounts  dae  the  company, 95^i  92 

Cash  on  band 50,153  23 

Notes  receivable, 39,905  00 

Total  assets,  as  per  books  of  the  company, 1 1, 010,875  80 


Liabilities. 

Capitol  stocic, ;        .        .        .  $600,000  00 

Unpaid  bills, 3.409  57 

Deposits, 5.081  00 

Amounts  due  from  the  company,  not  included  above,    ....  2,583  68 

Totol  liabilities,  as  per  books  of  the  company $611,074  25 

Profit  and  loss  balance, 399,801  56 

$1,010,875  80 

Manupaotubino  Account. 

Da.  Cb. 

Operating  expenses $191,524  19 

Income  fVom  sale  of  gas, $250,133  81 

Balance  to  profit  and  loss, 58,609  62 

$250,133  81  $250,133  81 

Profit  and  Lobs  Account. 

Da.  Cb. 

Balance  June  30, 1891 $397,843  55 

Balance  of  gas  manufacturing  account,  ....  58,60962 

Interest  received, 1,466  02 

Rents 1,373  97 

Other  items  of  income, 508  39 

Dividends  declared, $60,000  00 

Balance  June  30, 1892, 399,801  65 

$459,801  55  $159,801  65 
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SALEM  ELECTRIC  LIGHT  COMPANY. 

AB8BT8. 

Real  eitate  (electric), 945,000  00 

Steam  plant, 75,000  00 

Electric  plant, 39,500  00 

Linei, 58,500  00 

Lamps, 17,000  00 

Meten, 1,600  00 

Dae  for  electric  light  and  power 7,965  71 

Fuel  on  band, 2,048  75 

Carbons  on  hand, 265  00 

Incandescent  lamps  on  hand 507  91 

Globes  on  hand, 20  21 

Other  materials  on  hand,  ....    * 764  74 

Sundry  accoants  due  the  company, 189  53 

Famlture  and  fixtures, 1,000  00 

Cash  on  hand, 704  69 

Investments, 2,000  00 

Total  assets,  as  per  books  of  the  company, f  252,066  54 

LlABILITIBB. 

Capital  stock, f  176,000  00 

Bonds  issued, 41,200  00 

Unpaid  bill 17,311  25 

Surplus  fhnd 10,000  00 

Total  liabilities,  as  per  books  of  the  company |243«pll  25 

Profit  and  loss  balance, 8,555  29 

^252,066  54 
Manufacturing  Account. 

Dh.  ck. 

Operating  expenses, 963,078  10 

Income  from  sale  of  light  and  power,      ....  $83,494  19 

Balance  to  profit  and  loss, 30,416  09 

$83,494  19  $83,494  19 

Profit  and  Loss  Account. 

Da.  CR. 

Balance  Jane  30,  1891, $29,980  48 

Balance  of  electric  manafactaring  account,     .               .  30,416  09 
Apportionment  of  profits  prior  to  increase  of  capital,     .       $21,000  00 

Jobbing  account, 1,106  49 

Other  items  of  income, 184  61 

Dividends  declared 8,925  00 

Interest  paid 2,083  61 

Franchise  charged  off, 10,000  00 

Depreciation, 11,113  29 

Other  items, 10  48 

Balance  Jane  30,  1892, 8,565  29 

$61,687  67  $61,687  67 


Digitized  by 


Google 


222  GAS  AND  ELECTRIC  LIGHT.  [Jan. 


8ALEM  OAS  LIGHT  COMPANY. 


A88BT8. 


Real  estate f  149,041  42 

Machinery  and  manafacturing  appliances 62»000  00 

Street  mains, 95,000  00 

Meters  (gas) 13.H00  00 

Dae  for  gas, 10,731  05 

Gas  coal  on  band, 3,044  51 

Tar  on  hand 1,725  00 

Enrichers  on  hand, 1,582  73 

Parifylng  materials  on  hand «    •       .       .       .  375  60 

Other  materials  on  hand,  .      ' 1,298  95 

Stoyes  on  hand, 363  09 

Gas  fixtnres  on  hand, 420  62 

Horses,  wagons,  etc., 560  00 

Office  fnmlture, 200  00 

Cash  on  hand, 11,477  76 

Inyestments, 3,885  25 

Total  assets,  as  per  books  of  the  company, $356,005  96 


Liabilities. 

Capital  stock, |300,000  00 

Deposits,   .      , 427  00 

Amounts  due  from  the  company,  not  included  above,    ....  2,468  00 

Tolal  liabilities,  as  per  books  of  the  company, $302,895  00 

Profit  and  loss  balance, 53,110  96 

$356,005  98 

Mamvpaotubino  Account. 

Db.  gb. 

Operating  expenses, $45,075  65 

Income  fh>m  sale  of  gas, $62,023  12 

residuals, 6,708  13 

Balance  to  profit  and  loss, 23,655  60 

$68,731  25  $68,^*25 

PBOFIT  and  L088  Accottnt. 

Db.  Ci. 

Balance  June  30, 1891 $47,715  03 

Balance  of  gas  manufacturing  account,    ....  23,655  60 

Interest  receiyed, 41  67 

Rents 220  ao 

Diyidends  declared $18,000  00 

Interest  paid, 184  38 

Jobbing  account, 387  24 

BaUnce  June  30, 1892, 63,110  98      

$71,632  60  $71,632  60 
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SOMEBVILLE  ELECTRIC  UOHT  COMPANY. 

A88BT8. 

Real  estate, $21,160  85 

Steam  plant 46,313  60 

Electric  plant, 49.709  61 

Pole  lines, 118,963  15 

Meters, 2,249  95 

Transformers, 6»816  64 

Wiring 648  82 

Arc  lamps 168  20 

Artesian  well 1,900  00 

Dae  for  electric  light  and  power, 4,654  30 

Fuel  on  band, 1,673  60 

Carbons  on  hand, 185  43 

Oil  and  waste  on  hand, 93  03 

Incandescent  lamps  on  hand,   ....       ^       ...       .  791  45 

Olobes  on  hand, .  6  28 

Other  materials  on  hand, 1,148  68 

Belting, 1,263  18 

Tools, 902  81 

Horses,  wagons,  etc., 780  00 

Sundry  accounts  doe  the  company, 574  25 

Office  f amitare, 402  05 

Cash  on  hand, 1,832  48 

Unexpired  insurance, 185  55 

Total  assets,  as  per  books  of  the  company,             .       .       .    *  .  $257,323  41 


Liabilities. 

Capital  stock, 8172,100  00 

Notes  payable 71,100  00 

Unpaid  bills 8.413  30 

Total  liabilities,  as  per  books  of  the  company,         .              .       .    |251,613  30 
Froflt  and  loss  balance 5,710  11 

1257,323  41 
Mahtjfaotuhiko  Acoovmt. 

Dr.  Ch. 

Operating  expenses, f34,103  31 

Income  from  sale  of  light  and  power,      ....  f  45,378  10 

Balance  to  profit  and  loss, 11,274  79 

f45,378  10      $45,37810 
Profit  and  Loas  Accovmt. 

Da.  cr. 

Balance  June  30, 1891, $7,816  91 

Balance  of  electric  manufacturing  account,     .  .  11,274  79 

Dividends  declared $9,813  00 

Interest  paid, 3,568  69 

Balance  June  80, 1892, 5,710  11 

$19,091  70      $19,091  70 
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SOUTH  BOSTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, ^200,945  76 

Machinery  and  manufkctaring  appliances, )    ^  otq  ioi  ta 

Street  mains, ) *  " 

Meters, 21,109  27 

Dae  for  gas, 8.393  63 

Gas  coal  on  band, 6,717  23 

Coke  on  hand, 205  78 

Gas  on  hand, 148  08 

Enrlchers  on  hand, 14  47 

Farifying  materials  on  hand, 488  00 

Other  materials  on  hand, 1,685  95 

Patent  rights, 25,000  00 

Sundry  accounts  due  the  company 2,014  28 

Cash  on  hand 38,969  89 

Notes  receivable, 1,373  59 

Inve^tment8, 24,000  00 

Total  assets,  as  per  books  of  the  company, $609,187  65 


Liabilities. 

Capital  stock, f  440,000  00 

Notes  payable, 25,000  00 

Unpaid  bills,      ! 9,419  54 

Deposits, 1,903  95 

Amounts  due  from  the  company,  not  included  above,    ....  953  03 

Total  liabilities,  as  per  books  of  the  company f  477,276  52 

Profit  and  toss  balance, 131,911  13 

f609,187  65 

Manufacturing  Accoitnt. 

Da.  Ca. 

Operating  expenses, $82,079  34 

Income  fVom  sale  of  gas, $113,328  38 

residuals 20,371  31 

Balance  to  profit  and  loss, 51,620  35 

$133,699  69    $133,699  69 

Pbofit  and  Loss  Account. 

Dr.  Cb. 

Balance  June  30,  1891, $99,639  69 

Balance  of  gas  manufacturing  account,   ....  51,62035 

Rents 1,712  19 

Dividends  declared, $17,600  00 

Interest  paid, 1,461  10 

Depreciation 2,000  00 

Balance  June  30,  1892, 131,911  13 


$152,972  23    $152,972  23 
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SOUTHBRIDGE  GAS  AND  ELBCTRIC  COMPANY. 

Assets. 

Real  estate  (gas) $5,515  49 

Machinery  and  manufactaring  appliances  (gas), 1,04183 

Street  mains  (gas), , 7,058  00 

Meters  (gas) ' 1,485  56 

Bne  for  gas,       ....     * 269  91 

Coal  on  hand, 7  00 

Tar  on  hand 2  00 

Oas  oil  on  hand 151  56 

Other  gas  materials  on  hand, 137  47 

Gas  fixtures  on  hand, 115  62 

Real  estate  (electric), 3,622  91 

Steam  plant  (electric), 9,351  59 

Electric  plant 11,401  28 

Lines,  meters,  lamps  and  globes  (electric), 14,893  15 

Franchise, 2,650  00 

Due  for  electric  light  and  power, 187  73 

Fnel  on  hand  (electric  light) 116  37 

Carbons  on  hand, 9  00 

Oil  and  waste  on  hand, 12  00 

Incandescent  lamps  on  hand, 44  40 

Horses,  wagons,  etc., 235  00 

Sundry  accounts  due  the  company, 78  76 

Office  furniture, 125  50 

Cash  on  hand, 238  91 

Total  assets,  as  per  books  of  the  company, $58,751  04 


Liabilities. 

Capital  stock, f  40,000  00 

Notes  payable, 13,500  00 

Unpaid  bills, 508  67 

Total  liabilities,  as  per  books  of  the  company,         ....  f  64,008  67 

Profit  and  k>ss  balance, 4,742  37 


Manutaotubino  Account. 


Operating  expenses,  |  ^*  ^  '       '       *       * 
I  electric, 

Income  fh>m  sale  of  gas, 

residuals, 

sale  of  electric  light  and  power, 

Balance  to  profit  and  loss,  I  ^'  .    " 
( electric, 


f  58,751  04 

Da. 

Cb. 

^2,877  93 

6,796  12 

f3,466  18 

35  20 

9,751  82 

623  45 

2,955  70 

f  13,253  20      ^13,253  20 
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PbOFIT  AMD  Loss  ACCOVNT. 

DB.  Ck. 

Balance  Jane  30»  1891, f  4,757  77 

Balance  of  gas  mannfactnring  acooant»  ....  623  45 

Balance  of  electric  mannfactaring  account,     .       .       .  2,956  70 

Other  items  of  income, 44  14 

Dividends  declared, f2,400  00 

Interest  paid 675  00 

Depreciation, 563  69 

Balance  June  30, 1892, 4,742  37 


f  8,381  06       $8,381  06 


SOUTH  HADLEY  FALLS  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Steam  plant, f  1,249  71 

Electric  plant, 5,089  29 

Lines,  meters,  lamps  and  globes, 3,661  00 

Due  for  electric  light  and  power, 1,993  64 

Incandescent  lamps  on  band, 100  00 

Other  materials  on  band, 136  26 

Sundry  accounts  due  the  company, 225  00 

Total  assets,  as  per  books  of  the  company, $12,453  90 


LlABILITIEA. 

Capital  stock $7,000  00 

Unpaid  bills 1,89129 

Interest  due  bnt  not  paid 200  00 

Amounts  due  from  the  company,  not  included  above,    ....  3,362  61 

Total  liabilities,  as  per  books  of  the  company $12,453  90 


MANUFACTURIirO  ACCOUNT. 

Db.  Cb. 

Operating  ex^nses $4,074  26 

Income  from  sale  of  light  and  power,       ....  $4,274  25 

Balance  to  profit  and  loss, 200  00 

$4,274  25       $4,274  25 

Profit  and  Loss  Aocount. 

DB  Cb. 

Balance  of  electric  manufacturing  account,     .       .       .  $200  00 

Profits  of  former  years  now  brought  forward,        .       .  723  62 

Interest  paid, $350  00 

Depreciation, 673  62 

$923  62  $923  62 
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SPENCER  GAS  COMPANY. 


Assets. 


Real  estate  (gas) $22,522  08 

Machinery  and  mannfiictaring  appliances  (gas), 76,105  76 

Street  mains  (gas), 86,003  49 

Meters  (gas), 

Dae  for  gas,       • 

Gas  coal  on  band, 

Coke  on  band, 

Pipe  and  fittings 

Enrichers  on  hand, 

Purifying  materials  on  hand, 

Other  gas  materials  on  hand, 

Stoves  on  hand, 

Gas  fixtures  on  hand, 

Electric  plant, % 

Lines,  meters,  lamps  and  globes  (electric),) 

Dne  for  electric  light  and  power, 

Carbons  on  hand, 

Oil  and  waste  on  band, ,    .       . 

Globes  on  hand, 

Tools, 

Sondry  acconnts  dae  the  company, 

Office  furniture, 

Notes  receivable, 


3,636  08 

3,138  42 

83  00 

27  00 

300  00 

170  00 

700 

609  00 

4,227  00 

681  32 

24,619  67 

399  50 

80  00 

31  00 

700 

625  00 

3,262  43 

380  00 

300  00 

Total  assets,  as  per  books  of  the  company, $177,114  76 

Profit  and  loss  balance, 8,384  55 


$185,499  30 
Liabilities. 

Capital  stock, $85,000  00 

Bonds  Issued, 85,000  00 

Unpaid  blUs, 1,02372 

Interest  accmed, 2,660  00 

Amounts  due  firom  the  company,  not  Included  above 11,925  58 


Total  liabilities,  as  per  books  of  the  company $185,499  30 


MANUFACTVRIirO  ACCOUNT. 


Op««angexpen.ei.|8J^^-       ;       ; 

Income  from  tale  of  gas, 

residuals, 

sale  of  electric  light  and  power, . 
other  sources,      .       .       .       . 


Balance  to  profit  and  loss,  \  ^"< 
c  elec 


electric, 


Dr. 

Ca. 

$9,857  46 

4,282  90 

$14,720  00 

24  00 

6,190  11 

700  00 

5,686  54 

907  21 

$20,634  11      $20,634  11 
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Profit  and  Lobs  Account. 

Balance  Jane  30, 1891 

Balance  of  gas  mannfactnring  account,    . 
Balance  of  electric  manafactnring  account, 

Rents, 

Interest  paid 

Balance  Jane  30, 1892,      .... 


Da. 

Ca. 

f  10.548  30 

f  5.586  54 

907  21 

770  00 

6,100  00 

8,384  55 

$15,648  30      $15,648  30 


SPRINGFIELD. 
(See  United  Electbic  Light  Company.) 


SPRINGFIELD  GAS  UGHT  COMPANY. 

Assets. 

Real  estate, $168,756  69 

Machinery  and  manufacturing  appliances, 157,637  08 

Street  mains  and  senrices, 177,380  69 

Meters 31,568  23 

Dne  for  gas, 15,914  10 

Gas  coal  on  hand, 14,358  95 

Coke  on  hand 400  00 

Tar  on  hand 1,200  00 

Enrichers  on  band, 600  86 

Parifying  materials  on  hand 283  50 

Other  materials  and  gas  engines, 3,104  45 

Stoves  on  hand, 750  00 

Gas  burners  on  hand 836  88 

Real  estate  (steam), .       .)     ^                       72  74125 

Steam  plant  and  fittings,  . ) * 

Due  for  steam, 8,109  13 

Fuel  on  hand, 468  00 

Horses,  wagons,  etc., 1,500  00 

Sundry  accounts  dne  the  company, 4.460  10 

Office  ftirniture, 965  00 

Cash  on  hand 19,772  48 

Notes  receivable,       . 207  00 

Total  assets,  as  per  books  of  the  company, $675,914  39 


Liabilities. 

Capital  stock, $500,000  CO 

Notes  payable, 45,000  00 

Deposits, 800  59 

Extension  reserve 35,242  69 

Amounts  due  from  the  company,  not  incladed  above,    ....  11,746  87 

Total  liabilities,  as  per  books  of  the  company,         ....  $592,790  15 

Profit  and  loss  balance, 83.124  24 


Digitized  by 
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Manupactubino  Account. 

Dx.  Cb. 

Operating  expenses, f  104,049  67 

Income  from  sale  of  gas $143,344  19 

residoals, 20,723  28 

Balance  to  profit  and  loss, 60,017  80 

$164,067  47    $164,067  47 

PboTIT  AMD  Loss  ACCOUNT. 

Dr.  Cs. 

Balance  Jane  30, 1891, $173,014  64 

Balance  of  gas  mannfactaring  acconnt,    ....  60,017  80 

Interest  receiyed, 496  11 

Rents, 1,365  62 

Dividends  declared, $40,000  00 

Interest  paid,     ...  2,668  13 

Extension  reserve, 35,242  69 

Depreciation, 73,565  10 

Other  items, 393  91 

Balance  June  30, 1892, 83,124  24 

$234,894  07    $234,894  07 


STOUGHTON  GAS  AND  ELECTRIC  COMPANY. 

ASSBTB. 

Real  estate  (gas), $1,000  00 

Machinery  and  manuflictaring  appliances  (gas), )  6  633  75 

Meters  (gas), J          •       •       •       •  i 

Street  mains  (gas), 4,810  45 

Steam  plant  (electric) 2,000  00 

Electric  plant, i 

Lines,  meters,  lamps  and  globes  (electric),  j ^»^^  ^ 


Total  assets,  as  per  books  of  the  company, $17,444  20 

Profit  and  loss  balance, 6,£83  76 


$24,024  96 

LlABILZTIBS. 

Capital  stock, $24,000  00 

Unpaid  dividends 24  96 


Total  liabilities,  as  per  books  of  the  company $24,024  96 


Manufactubino  Account. 


Ope«thig  exp«.M..  \^^'  .  ;     ;     ; 

Income  from  sale  of  gas, 

sale  of  electric  light  and  power. 


Balance  to  profit  and  loss,  j  ^* 
1  elect 


electric, 


Da. 

Cx. 

$1,894  27 

2,731  61 

$2,273  58 

3,514  11 

879  31 

782  50 

$5,787  69        $5,787  69 
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SUBURBAN  LIGHT  AND  POWER  COMPANY. 


Assets. 


Real  estate, f  10,000  00 

Steam  plant ^ 

Electric  plant I 120,438  60 

Lioes,  meters,  lamps  and  globes  (electric) ,  J 

Franchise, 75,000  00 

Due  for  electric  light  and  power, 8,938  78 

Sundry  accounts  due  the  company, 4,692  67 

Of&ce  furniture, 83  00 

Cash  on  hand 824  35 

Total  assets,  as  per  books  of  the  company, f  214,977  40 

Profit  and  loss  balance, 24,084  60 

f  239,062  00 
Liabilities. 

Capital  stock f  159,400  00 

Bonds  issued 36,500  00 

Unpaid  bills, 34,762  00 

Amounts  due  from  the  company,  not  included  above,   ....  8,400  00 

Total  liabUities,  as  per  books  of  the  company,         ....  f  239,062  00 


Mamufactvbino  Account.         < 

Db.  Cb. 

Operating  expenses, f34,569  16 

Income  fh)m  sale  of  light  and  power,      ....  $34,253  91 

Balance  to  profit  and  loss, 315  25 

•34,569  16  $34,569  16 


TAUNTON  ELECTRIC  LIGHTING  COMPANY. 

Assets. 

Real  estate, $11,198  21 

Steam  plant,       .       .   '    .    * 17,677  46 

Electric  plant 27,270  05 

Lines,  meters,  lamps  and  globes, 13,870  79 

Due  for  electric  light  and  power 2,135  06 

Fuel  on  hand, 10  00 

Carbons  on  hand, 18  00 

Oil  and  waste  on  hand 40  00 

Incandescent  lamps  on  hand, 66  00 

Globes  on  hand,        ....               25  00 

Cash  on  hand, 769  27 

Total  assets,  as  per  books  of  the  company, $73,079  84 
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LZABXLITIBS. 

Capital  stock, f  40,000  00 

Notes  payable, 12,A00  00 

Unpaid  bills, 3,000  00 

Total  liabilities,  as  per  books  of  the  company,        ....     $55,/M)0  00 
Profit  and  loss  balanoe, 17,679  84 

$73,079  84 
Mawvfaotukino  Acooumt. 

Db.  Ca. 

Operating  expenses $16,947  7S 

Income  from  sale  of  light  and  power,      ....  $22,860  75 

Balance  to  profit  and  loss 6,903  00 

$22,850  75      $22,850  75 

P&OFIT   AND    Loss    ACCOUWT. 

Da.  Cb. 

Balance  Jnne  80. 1891, $14,624  46 

Balance  of  electric  manufacturing  acoonnt,     .  .  6,903  00 

Wiring  account,        •       .       .      ' 19  00 

Other  items  of  income, 25  14 

DiTidends  declared, $2,800  00 

Interest  paid, 691  76 

Depreciation, 500  00 

Balance  Jnne  30, 1892, 17,579  84 

$21,571  60      $21,671  60 


TAUNTON  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate, $26,500  00 

Machinery  and  manufacturing  appliances,      .  \ 

Street  mains, > 63,500  00 

Meters, i 

Due  for  gas, 13,821  35 

Gas  coal  on  hand, 204  36 

Coke  on  hand, 2  10 

Tar  on  hand, 1,925  00 

Enrichers  on  hand 20  88 

Purifying  materials  on  hand, 34  60 

Other  materials  on  hand 252  00 

Stores  on  hand 1,423  68 

Gas  fixtures  on  hand, 3,840  67 

Lungren  lamps, 69S  07 

Sundry  accounts  due  the  company, 2,849  60 

Cash  on  hand, 1,221  38 

ToUl  assets,  as  per  books  of  the  company, $106,290  49 

Liabilities. 

CapiUl  stock, $80,000  00 

Deposits .^      .  224  00 

Total  liabilities,  as  per  books  of  the  company $80,224  OO' 

Profit  and  loss  balance, 26,066  49 


$106,290  49 
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Manvfaoturino  Account.. 

Ds.  Cl. 

Operating  expenses f  42,697  58 

Income  from  sale  of  gas, $56,319  31 

residuals, 7,107  66 

other  soaroes, 466  42 

Balance  to  profit  and  loss 21,196  71 

$63,893  29      $63,893  29 
Pbofit  and  Loss  Acooumt. 

Dk.  Cr. 

Balance  June  30, 1891 $27,745  42 

Balance  of  gas  mannfacturing  accotint,  ....  21,195  71 

Rents, 150  00 

Dividends  declared, $8,000  00 

Construction  charged  off, 14,634  78 

Depreciation, 389  86 

Balance  Jane  30, 1892 26,066  49 

$49,091  13      $49,091  13 


TURNER'S  FALLS. 
(See  Fbakklin  Elbotric  Light  CoHPAirr.) 


UNION  ELECTRIC  LIGHT  COMPANY   (FRANKLIN). 

A8SBT8. 

Real  estate $5,267  91 

Steam  plant 8,652  73 

Electric  pUnt, 14,566  69 

Lines,  meters,  lamps  and  transformers, 20,924  66 

Due  for  electric  light  and  power, 1,622  38 

Fuel  on  hand, 184  30 

Carbons  on  hand, 17  25 

Oil  and  waste  on  hand 24  60 

Incandescent  lamps  on  hand, 96  48 

Globes  on  hand, 8  51 

Other  materials  on  hand, 672  67 

Horses,  wagons,  etc., .       •  147  50 

Sundry  accounts  due  the  company, 58  40 

Offloe  furniture, 74  85 

Cash  on  band, 1,276  '24 

Unexpired  insurance, 146  95 

Total  assets,  as  per  books  of  the  company, $53,632  02 

Profit  and  loss  balance, 1,604  82 

$55,236  84 

LlABIUTIBS. 

Capital  stock, $20,000  00 

Bonds  issued 30,000  00 

Notes  payable, 1,499  19 

Unpaid  bills. 2,207  66 

Interest  due  but  not  paid, 1,530  00 

Total  liabilities,  as  per  books  of  the  company $55,236  84 
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HANUyAOTUBIKO  ACCOTTNT. 

Db.  Cs. 

Operating  expenses, $7,153  00 

Income  from  sale  of  light  and  power,        ....  $7,982  98 

other  sources 70  34 

Balance  to  profit  and  loss, 900  82 

fS.O&Tsi       $8,053  32 

PfiOPIT  AKD  Loss  ACCOUMT. 

Dr.  Cb. 

Balance  Jane  30, 1891, $3,064  67 

Balance  of  electric  manufactnring  account,      .       .       .  $900  32 

Whring  account, 62  91 

Account  adjustment, 2,391  26 

Interest, 1,872  64 

Other  items 12  00 

Balance  June  30, 1892, 1,604  82 

•4,949  31        $4,949  31 


UNITED  ELECTRIC  LIGHT  COMPANY   (SPRINGFIELD). 

Assets. 

Real  estate, $102,059  94 

Steam  plant, 122.501  77 

Electric  plant, 155,183  10 

Lines,  meters,  lamps  and  globes, 114,114  97 

Due  for  electric  light  and  power, 14,641  00 

Fuel  on  hand, 2,524  94 

Carbons  on  hand, 604  13 

Oil  and  waste  on  hand, 43  70 

Incandescent  lamps  on  hand, 1,407  79 

Globes  on  hand, 359  05 

Motors  on  hand 29,360  60 

Horses,  wagons,  etc., 456  00 

Sundry  accounts  due  the  company, 6,388  75 

Office  furniture, 799  12 

Cash  on  hand 1,279  29 

Total  assets,  as  per  books  of  the  company, $551,724  15 


Liabilities. 

Capital  stock $400,000  00 

Notes  payable, 125,000  00 

Unpaid  bills, 11,515  08 

Amounts  due  fh>m  the  company,  not  included  above,    ....  746  87 

Total  liabilities,  as  per  books  of  the  company,        ....  $537,261  95 

Profit  and  loss  balance, 14,462  20 

$561,724  15 

Manufacturino  Account. 

T)R.  Cb. 

Operating  expenses $78,373  94 

Income  from  sale  of  light  and  power $124,169  37 

Balance  to  profit  and  loss, 45,795  43 


$124,169  37    $124,169  37 
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Pbotit  and  Loss  Aooovnt. 

Di.  Gb. 

Balance  Jane  30»  1891, $8,821  41 

Balance  of  electric  manafactaring  acconnt,     .       .       •  45,795  48 

Rents 1,123  75 

Other  Items  of  Income 20  42 

Dividends  declared, $23,667  00 

Interest  paid, 7,765  28 

Expense  accoants  not  heretofore  charged  off,  .       .       •  948  49 

Depreciation 6,482  22 

Rebates  and  bad  debts, 2,036  10 

Other  items, 402  72 

Balance  June  30, 1892 .  14,462  20 

$55,764  01      $56,764  01 


UXBRIDOB  AND  NORTHBBIDGE  ELECTRIC  COMPANY. 

Assets. 

Real  estate $6,395  68 

Steam  plant, 8,678  97 

Electric  plant 10,063  81 

Lines,  meters,  lamps  and  globes, 34,561  88 

Fael  on  hand, 353  60 

Carbons  on  hand,       .       .   ' 27  50 

Oil  and  waste  on  hand 65  60 

Incandescent  lamps  on  hand, 76  00 

Globes  on  hand 23  65 

Other  materials  on  hand, 397  42 

Electric  fixtures  on  hand, 105  00 

Horses,  wagons,  etc., 603  37 

Sundry  accounts  due  the  company 1,274  40 

Of&ce  furniture, 54  03 

Cash  on  hand, 2,658  22 

Total  assets,  as  per  books  of  the  company $65,338  03 


Liabilities. 

Capital  stock $38,400  00 

Notes  payable, 23,500  00 

Unpaid  bills, 2,365  86 

Total  liabilities,  as  per  books  of  the  company,         ....  $64,265  86 

Profit  and  loss  balance,      • 1,072  17 

$65,338  03 

MANUFACTuaiNa  Account. 

Dr.  Cr. 

Operating  expenses $5,932  70 

Income- from  sale  of  light  and  power,       ....  $8,27842 

Balance  to  profit  and  loss, 2,345  72 


$8,278  42         $8,278  42 
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PbOFIT  AMD  Loss  ACCOUNT. 

Dr.  Cr. 

BaUnce  Jane  30, 1891, $246  71 

Balance  of  electric  manufacturing  account,      .       .       .  2,345  72 

Jobbing  account, 301  34 

Dividends  declared, $692  00 

Interest  paid 1,129  60 

Balance  June  30, 1892, 1,072  17 


$3,893  77         $3,893  77 


WAKEFIELD. 
(See  CiTisBNs'  Gas  Light  Company.) 


WALTHAM  OAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas), $33,170  29 

Machinery  and  manufacturing  appliances  (gas), 80.572  49 

Street  mains  (gas) 00,800  00 

Meters  (gas), 6,000  00 

Due  for  gas, 7,183  85 

Gas  coal  on  band, 1,119  60 

Coke  on  band, 27  00 

Tar  on  band, 2.02fi  76 

Purifying  materials  on  band, 103  00 

Other  gas  materials  on  band, .       .       .  1,371  61 

Stores  on  band 196  35 

Gas  fixtures  on  hand, 661  89 

Steam  plant  (electric) 31.681  12 

Electric  plant 26,319  67 

Lines,  meters,  lamps  and  globes  (electric), 31,835  61 

Due  for  electric  light  and  power, 4,240  62 

Fuel  on  hand  (electric  light), 101  30 

Carbons  on  hand 129  66 

Oil  and  waste  on  hand, 68  40 

Incandescent  lamps  on  band, 262  33 

Globes  on  hand, 14  30 

Other  electric  materials  on  hand, 1,674  78 

Horses,  wagons,  etc., 788  10 

Sundry  accounts  due  the  company, 3,182  72 

Office  furniture 1,038  67 

Cash  on  hand 1,468  86 

Total  assets,  as  per  books  of  the  company, $286,029  87 

Liabilities. 

Capita]  stock, $140,000  00 

Bonds  issued, 46,600  00 

Notes  payable, 11,000  00 

Total  liabilities,  as  per  books  of  the  company $197,600  00 

Profit  and  loss  balance, 88,529  87 

$286,029  87 
Digitized  by  VjOOQ IC 


236  GAS  AND  ELECTRIC  LIGHT.  [Jan. 


Manvfactubino  Account. 

Dr.  Cb. 

Opcratmgexpeii.es.  j^l^^^^ 2^^^^  21 

Income  from  sale  of  gas, $49,795  76 

residnals, 8,220  89 

sale  of  electric  light  and  power,  .       .       .  35,650  09 

$03,666  74     $93,666  74 

Pbotit  and  Loss  Account. 

Dr.  Ct. 

Balance  Jone  30. 1891 $78,246  53 

Balance  of  gas  manufacturing  accoanf 22,030  68 

Balance  of  electric  mannfactnring  account,       .       .       .  8,872  88 

Jobbing  account  (electric), $93  41 

Jobbing  account  (gas), 13  74 

Other  items  of  Income, 83  69 

Dividends  declared 9,800  00 

Interest  paid 2,252  79 

Construction  charged  off, 2,342  60 

Depreciation, 5,618  66 

Bad  debU 610  39 

Balance  June  30, 1892, 88,629  87 

$109,247  52    $109,247  62 


WALWORTH  LIGHT  AND  POWER  COMPANY. 

A8SBT8. 

Steam  plant, $20,287  49 

Electric  plant, 9,900  30 

Lines,  meters,  lamps  and  globes, 6,845  93 

Due  for  electric  light  and  power, 2,154  19 

Materials  on  hand, 9  49 

Sundry  accounts  due  the  company, 212  09 

Office  furniture, 456  72 

Cash  on  hand, 740  63 

Total  assets,  as  per  books  of  the  company, $40,606  74 


Liabilities. 

Capital  stock $15,000  00 

Bonds  issued, 8,260  00 

Notes  payable, 300  00 

Unpaid  bills, 8,051  23 

Reserved  ftind, 9,637  63 

Depreciation  fhnd, 4,467  88 

Total  liabilities,  as  per  books  of  the  company,         ....  $40,606  74 

Digitized  by  VjOOQ IC 


1893.]  PUBLIC  DOCUMENT  — No.  35.  237 


Hanvfactubino  Accoumt. 

Db.  Cb. 

Operating  expenses, f  26,335  27 

Income  from  steam  beating, f  6,784  76 

sale  of  electricligbt  and  power,         .       .  21,200  48 

steam  power 6,776  05 

Balance  to  profit  and  loss, 8,426  02 

f34,761  29      $34,761  29 

PbOFIT  AMD  Loss  ACCOVMT. 

Db.  Cb. 

Balance  June  30, 1891, $5,000  00 

Balance  of  manufacturing  account, 8,426  02 

Interest  paid $703  17 

Reserved  fund, 9,537  63 

Other  items, 76  00 

Depreciation  fund, '    •       .       .  8,110  22 

$13,426  02      $13,426  02 


WARE  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate, $6,505  23 

Steam  plant, 7,533  00 

Electric  plant, 4,934  00 

Lines,  meters,  lamps  and  globes, 16,877  04 

Due  for  electric  light  and  power, 496  79 

Fuel  on  hand 80  00 

Carbons  on  hand 18  00 

Oil  and  waste  on  hand, 25  00 

Incandescent  lamps  on  hand, 37  00 

Globes  on  hand,        .     * 7  00 

Other  materials  on  band, 256  83 

Station  furniture  and  tools, 452  43 

Cash  on  hand, 13  57 

Unexpired  insurance, 27  00 

Total  assets,  as  per  books  of  the  company, $87,262  89 

Liabilities. 

Capital  stock, $20,000  00 

Notes  payable 16,000  00 

Unpaid  bills, 37  50 

Depreciation  flind, 605  89 

Total  liabilities,  as  per  books  of  the  company,         ....  $36,643  39 

Profit  and  loss  balance, 619  50 

$37,262  89 
Manufactubino  Account. 

Db.  Cb. 

Operating  expenses, $4,698  30 

Income  from  sale  of  light  and  power,      ....  $6,686  77 

other  sources, 67  21 

Balance  to  profit  and  loss, 2,055  68 


$6,753  98       $6,753  98 
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Profit  and  Loss  Aooovnt. 

Db.  ck. 

Balance  June  30, 1891, f  1,147  24 

Balance  of  electric  mannfactaring  accoant,     •       .       .  2,055  68 

Jobbing  account 51  80 

Dividends  declared, :         f  1,200  00 

Interest  paid, 829  33 

Depreciation  ftand, 605  89 

Balance  Jone  30,  1892, 619  50 


93,254  72       83,254  72 


WEBSTER  ELECTRIC  COMPANY. 


Assets. 


Real  estate  (gas) .'      .       .  $8,500  00 

Machinery  and  mannfactaring  appliances  (gas), 10,109  90 

Street  mains  (gas) 10,000  00 

Meters  (gas) 2,000  00 

Due  for  gas, 279  15 

Oas  coal  on  band, 862  50 

Coke  on  hsnd, 16  00 

Tar  on  hand, 70  00 

Oas  on  band, 20  00 

Other  gas  materials  on  hand 25  00 

Stoves  on  band 80  20 

Real  estate  (electric), ^    .  9.771  14 

Steam  plant  (electric) 11,634  81 

Electric  plant 16.107  60 

Lines,  meters,  lamps  and  globes  (electric),     .       .       .       .  10,90143 

Due  for  electric  light  and  power, 798  87 

Fuel  on  hand  (electric  light) 125  00 

Carbons  on  hand, 106  20 

Oil  and  waste  on  hand, 68  00 

Incandescent  lamps  on  hand, 77  50 

Olobes  on  hand, 15  51 

Other  electric  materials  on  hand, 1,351  70 

Office  fumitnre, 181  50 

Cash  on  hand, 306  18 

Total  assets,  as  per  books  of  the  company, $83,308  14 


LlABILITIBI. 

Capital  stock $45,000  00 

Bonds  issued 30,000  00 

Notes  payable, 2,222  78 

Unpaid  bills, 1.385  11 

Total  liabilities,  as  per  books  of  the  company $78,607  89 

Profit  and  loss  balance, .       •       •       .  4,700  25 


$83,308  U 
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Manufactubino  Acoovmt. 

Dr.  Cb. 

^       ,,  fgas,      .   ' $3,031  61 

Operating  expeoscB,   I  ^j^^rt^ ^726  11 

Income  from  sale  of  gas, f  3,667  64 

residuals 255  74 

sale  of  electric  light  and  power,         .       .  9,163  54 

other  sources  (gas), 47  25 

Balance  to  profit  and  loss,  j  *"' 939  12 

I  electric,      ....  2,437  48 

$13,134  17      $13,134  17 

Profit  and  Lose  Aocouitt. 

Da.  Cx. 

Balance  June  30, 1891, $4,414  77 

Balance  of  gas  mannfocturing  account,  ....  939  12 

Balance  of  electric  manufacturing  account,     .       .       .  2,437  43 

Interest  paid $1,967  67 

Depreciation, 1,123  40 

Balance  June  30, 1892, 4,700  25 

$7,791  32       $7,791  32 


WESTBOROUGH  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, $5,768  38 

Steam  plant, 7,048  95 

Electric  plant,   ^ .  10,808  70 

Lines,  meters,  lamps  and  globes, 16,302  42 

Patent  rights 4,500  00 

Dne  for  electric  light  and  power, 1,016  24 

Foel  on  hand 91  00 

Carbons  on  hand, 12  00 

Oil  and  waste  on  hand, 62  20 

Incandescent  lamps  on  hand, 175  05 

Globes  on  hand, 14  50 

Other  materials  on  hand 416  74 

Sundry  accounts  due  the  company, 482  88 

OfiBoe  furniture, 66  00 

Cash  on  hand, 11  03 

Total  assets,  as  per  books  of  the  company $46,765  09 


Liabilities. 

Capital  stock, $25,000  00 

Notes  payable 18,700  00 

Unpaid  bills, ....  1,928  40 

Interest  due  but  not  paid, 253  02 

Total  liabilities,  as  per  books  of  the  company,         ....  $45,881  42 

Profit  and  loss  balance 883  67 


Digitized  by 


$46,765  09 

Google 


240  GAS  AND  ELECTRIC  LIGHT.  [Jan. 


Manuvactubiko  Account. 

Db.  Cb. 

Operating  expenses, •       •         f  5,328  21 

Income  from  sale  of  light  and  power,      .       •       •       . 

otber  sonrces, 

Balance  to  profit  and  loss, 

Pbofit  AMD  Loss  AccorNT. 

Balance  Jane  30, 1891, 

Balance  of  electric  manafactaring  account,     . 

Bents, 

Jobbing  acconnt, 

Other  items  of  income, 

Interest  paid, 

Repairs  on  dtvellini;, 

Balance  Jane  30,  1892, 

$2,086  40        $2,086  40 


$7,016  01 

14  25 

1,702  05 

$7,030  26 

$7,030  26 

DB. 

Cb. 

$46  18 

$1,702  05 

184  67 

64  60 

135  18 

1,070  38 

87  17 

883  67 

WESTFIELD  GAS  LIGHT  COMPANY. 

Assets. 

Real  esUte  (gas), $17,831  62 

Machinery  and  manafactaring  appliances  (gas), 14,289  55 

Street  mains  (gas), 14,79195 

Meters  (gas), 2,193  88 

Service 1,791  55 

Dae  for  gas, 2,708  69 

Gas  coal  on  hand, 73  62 

Enrlchers  on  hand, 197  43 

Purifying  materials  on  hand 105  68 

Lamp  posts  and  burners, 123  08 

Stoves  on  hand 93  41 

Real  estate  (electric) 9,406  01 

Steam  plant  (electric), 6,476  71 

Electric  plant 6,271  60 

Lines,  meters,  lamps  and  globes  (electric), 10,907  64 

Converters, 1,575  S3 

Due  for  electric  light  and  power, 1,063  71 

Fuel  on  hand  (electric  light), 354  81 

Carbons  on  hand, 88  20 

Oil  and  waste  on  hand, 40  90 

Globes  on  hand 18  00 

Other  electric  materials  on  hand, 18  51 

Sundry  accounts  due  the  company 180  29 

Cash  on  hand 2,808  70 

Total  assets,  as  per  books  of  the  company, $93,400  77 

Liabilities. 

Capital  stock, $54,000  00 

Notes  payable, 21,500  00 

Unpaid  bills 931  98 

Reserved  ftind 3,043  05 

Total  liabilities,  as  per  books  of  the  company $79,475  03 

Profit  and  loss  balance 13,925  74 


$93,400  77 
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MiLNXTPAOTTmiNG  AOOOITirT. 

Db.  Cb. 

^      ^  1  gM, f  11,631  90 

Operating  expenses,  j^l^^^^ ^22^3^ 

Income  from  sale  of  gas, 

zesidoals, 

sale  of  electric  light  and  power, 

Balance  to  profit  and  loss,  |  «"• 2,908  94 

C  electric,      .       .       .       •  3,261  68 

f  24,023  81 
Profit  and  Loss  Aocovwt. 

Db. 

Balance  June  30, 1891, 

Balance  of  gas  manafactnring  account,  .... 
Balance  of  electric  manafacturing  account,     . 

Rents, 

Dividends  declared '  .       »       .       .        f  4,820  00 

Interest  paid, 1,195  48 

Depreciation  fond, •  275  59 

Balance  Jnne  80, 1892, 13,925  74 


f  13,524  81 

1,016  03 

9,482  97 

f  24,023  81 

Cb. 

f  13,517  81 

2,908  94 

3,261  58 

28  43 

f  19,716  76     f  19,716  76 


WEYMOUTH  LIGHT  AND  BOWER  COMPANY. 

Assets. 

Real  estate, $13,139  96 

Steam  plant, 16,858  46 

Electric  plant, 27,269  04 

Lines, 81,329  36 

Arc  lamps  and  globes, 2,650  60 

Meters, 1,079  00 

Dae  for  electric  light  and  power, 4,658  33 

Fuel  on  hand, 25  00 

Carbons  on  hand, 27  00 

Oil  and  waste  on  hand, 38  00 

Incandescent  lamps  on  hand, 126  60 

Other  materials  on  hand, 208  60 

Tools  on  hand 171  70 

Horses,  wagons,  etc., 548  90 

Sundry  accounts  due  the  company, 904  32 

Cash  on  hand, 667  04 

Inrestments, 23,585  60 

Total  assets,  as  per  books  of  the  company, f  173,287  41 

Liabilities. 

Capital  stock, $75,000  00 

Bonds  issued, 75,000  00 

Notes  payable, 12,907  05 

Unpaid  bills, 5,797  21 

Interest  due  but  not  paid, 2,655  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $171,359  26 

Ptofit  and  loss  balance, 1,928  15 


$173,287  41 
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Makufacttjbino  Account. 

[f  roii\  date  of  organ^ation.] 

Dr.  c«. 
Operating  expenses,  .       .'.'.'.*.'.'     .       f  30,224  97 

Income  from  sale  of  light  and  poWer,      .       .    '  .       .  f39,5l5  64 

Balance  to  profit  and  loss,     ' 9,290  67 

f39,61&  64  939,515  64 
Profit  akd  Loss  Accovmt. 

Dr.  Cr. 

Balance  of  electric  manufacturing  account,    .       .       .  |9,290  67 

Jobbing  account, 2,309  48 

Other  items  of  income, 79  07 

Interest,     .                      .     '  .       .     *  .       .       .       .         f  9,761  07 
Balance  Jane  30, 1892,      .     * 1,928  15 

. f  11,679  22  111,679  22 

WHITMAN  ELECTRIC  COMPANY. 

Assets. 

Real  estate $218  39 

Steam  plant 1,900  30 

Electric  plant, 5,103  00 

Lines,  meters,  lamps  and  globes, 18,151  96 

Due  for  electric  light  and  power, 730  68 

Carbons  on  hand, 107  60 

Oil  and  waste  on  hand, 26  00 

Incundescent  lamps  on  bund, .     ' .       .  64  60 

Globes  on  hand, 3  75 

Other  materials  on  hand, 402  11 

Horses,  wagons,  etc., 100  00 

Sundry  accounts  due  the  company, 181  75 

Office  furniture, 14  00 

Cash  on  hand, 1,383  60 

Total  assets,  as  per  books  of  the  company, $28,387  64 

Liabilities. 

•CapiUl  stock f 20,000  00 

•Unpaid  bills, 8,187  72 

Total  liablHties,  as  per  books  of  the  company,        ....  f  28,187  72 

(Profit  and  loss  balance, 199  92 

$28,38764 
Manufacturiko  Accoukt. 

Dr.  Cr. 

•Operating  expenses, $6,628  71 

Income  from  sale  of  light  and  power,     ....  $7,867  84 

other  sources, 69  94 

Balance  to  profit  and  loss, 1,309  07 

$7,937  78  $7,937  78 
Pbofit  akd  Loss  AocomT. 

I>E.  Cb. 

Balance  June  30, 1891, $1,109  16 

Balance  of  electric  manufacturing  account,     .       .       .  $1,309  07 
Balance  June  30, 1892,       .       .       .       .       •      -.       .              199  92 


$1,309  07       $1,309  07 
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WILLIAMSTOWN  GAS  COMPANY. 

A88BT8. 

Real  estote, ^ 

M  achinery  and  mannfactiurlDg  appliances,  C f30,214  25 

Street  mains, ^ 

Meters, 310  30 

Dae  for  gas 332  95 

Oil  on  lumd, 44  00 

Wood  on  band, ....  105  00 

Other  materials  and  tools  on  hand, 560  04 

Gas  fixtures  on  hand, 71  41 

Sandry  accounts  dne  the  company, 138  98 

Cash  on  hand,    . 83  37 

Investments, 2,199  64 

Total  assets,  as  per  books  of  the  company, $34,059  94 

Profit  and  loss  balance, 807  75 

134,867  69 

LXABILITIBS. 

Capital  stock, $20,000  00 

Bonds  issued, 10,000  00 

Notes  payable, 3,603  60 

Unpaid  bills, 214  09 

Interest  dne  but  not  paid, 1,050  00 

Total  liabilities,  as  per  books  of  the  company, f34,867  69 

Maxufactcrino  Account. 

Dr.  Cs. 

Operating  expenses, 1 1,972  83 

Income  from  sale  of  gas, I|2,706  91 

Balance  to  profit  and  loss, 734  08 

f  2,706  91  f  2,706  91 

Profit  and  Loss  Account. 

Di.  cr. 

Balance  June  80, 1891, f  1,125  19 

Balance  of  gas  manufiMSturlng  account,  ....  |734  08 

Jobbing  account, 313  60 

Bents 139  50 

•Interest  paid 722  44 

Repairs  of  dwelling  house 74  84 

Other  items, 72  46 

Balance  June  80, 1892, 807  75 

|1,994  93  |1,994  93 
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WINCHENDON  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Steam  plant, f  1,866  76 

Electric  plant 8,982  68 

Lines,  meters,  lamps  and  globes, 14,741  85 

Due  for  electric  light  and  power, 338  66 

Oil  and  waste  on  band, 86  64 

Otber  materials  on  hand, 237  65 

Unexpired  insarance, 74  48 

Sundry  accounts  dae  the  company, 68  37 

Cash  on  hand, 70  60 

Total  assets,  as  per  books  of  the  company, ^5,967  59 

Profit  and  loss  balance 1,217  89 

$27,175  48 

LlABILITIBS. 

Capital  stock, f  12,000  00 

Bonds  issued, 9,000  00 

Unpaid  bills, 6,176  48 

Total  liabilities,  as  per  books  of  the  company f  27,175  48 

MAKtTPACTTsnfo  AccoriiT. 

Da.  Ca. 

Operating  expenses, f  4,163  38 

Income  from  sale  of  light  and  power,      ....  f3,878  47 

other  sources, 76  68 

Balance  to  profit  and  loss, 196  23 

f 4,158  38  f4,158  38 
Pbofit  and  Loss  AccorNT. 

Da.  Ca. 

Balance  June  30, 1891, '        •886  64 

Balance  of  electric  manufacturing  account,     ...  196  23 

Interest  paid, 133  02 

Balance  June  30, 1892, f  1,217  89 

f  1,217  89  f  1,217  89 


WOBURN  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Real  estate, f  23,666  48 

Steam  plant, 30,61169 

Electric  pUnt, 50,972  29 

Lines,  meters,  lamps  and  globes, 140,635  54 

Patent  rights, 21,000  00 

Due  for  electric  light  and  power, 4,086  12 

Fuel  on  hand, 646  00 

Carbons  on  hand 159  00 

Oil  and  waste  on  hand, 66  50 

Incandescent  lamps  on  hand, 602  68 

Globes  on  hand, 28  92 
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Other  materials  on  hand,  . )  ac  qk|  Oq 

Electric  flxtarea  on  hand,  .i 

Horses,  wagons,  etc. 468  10 

Sundry  accounts  dae  the  company, •  6,614  43 

Office  fhmiture,        •       .               305  60 

Cash  on  hand,   .               ...               588  49 

Notes  receivable, 8,677  17 

Total  assets,  as  per  books  of  the  company, |293,876  41 

Profit  and  loss  balance, 28  31 

f293,90r^ 
Liabilities. 

Capita]  stock, $120,000  00 

Bonds  issned, 100,000  00 

Notes  payable, 67,711  40 

Unpaid  biUs, 6,192  32 

Total  liabilities,  as  per  books  of  the  company,        ....  f  293,903  72 

Manufacturing  Acoount. 

Dh.  Ch. 

Operating  expenses, |22,lll  33 

Income  fh>m  sale  of  light  and  power,      ....  |3l,724  12 

Balance  to  profit  and  loss, 9,612  79 

131.724  12  f31,724  12 
Profit  and  Lobs  Account. 

Db.  Cb. 

Balance  Jnne  30, 1891, |2,720  76 

Balance  ofelectricmannfiictnring  account,      .       .       .  $9,612  79 

Interest  receired, 790  16 

Wiring  account 2,064  59 

Other  items  of  income, 76  38 

Interest  paid, 9,529  85 

Depreciation, 322  12 

Balance  Jnne  30, 1892, 28  31 

$12,572l8  fl2.572l3 


WOBURN    GAS   LIGHT   COMPANY. 

Assets. 

Real  estate, $9,500  00 

Machinery  and  manufticturing  appliances, 28,000  00 

Street  mains, 28,522  91 

Meters, 3,000  00 

Due  for  gas, 1,971  47 

Gas  coal  on  hand, ' 855  00 

Coke  on  hand, 60  00 

TAr, 603  00 

Enricliers  on  hand, 155  00 

Pnrlfyinic  materials  on  hand, 28  98 

Stoves  on  hand,         .) 23100 

Gas  fixtures  on  hand,  J 

Office  furniture, 140  25 

Cash  on  hand, 6,447  60 

Investments, 11,800  00 

Total  assets,  as  per  books  of  the  company $90,316  II 
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Liabilities. 

Capital  Btock ^5,100  00 

Deposit!, 5  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $45,105  00 

Profit  and  loss  balance, 45,210  11 

f90,316  11 
Manl'tactvbikg  Account. 

Db.  Cb. 

Operating  expenses, |10,270  64 

Income  from  sale  of  gas, |1 3,976  26 

residoals, 1,870  00 

other  sources, 25  00 

Balance  to  profit  and  loss, 5.600  72 

$16,871  26  $15,871  26 
Profit  and  Loss  Account. 

Da.  ct. 

Balance  June  30, 1891, $42,321  60 

Balance  of  gas  manufacturing  account,  ....  5,600  72 

Interest  received, 653  32 

Jobbing  account, 182  47 

Other  items  of  income, 60  00 

Dividends  declared, $3,608  00 

Balance  June  30, 1892, 45,210  11 

$48,818  11  $48,818  11 


WORCESTER  ELECTRIC  LIGHT  COMPANY. 

AB8BT8. 

Real  estate, $79,762  07 

Steam  plant, 68,371  88 

Electric  plant, 81,007  07 

Lines,  meters,  lamps  and  globes, 78,775  23 

Due  for  electric  light  and  power, 10,292  91 

Fuel  on  band, 2,853  65 

Carbons  on  hand, 1,247  12 

Oil  and  waste  on  hand 59  12 

Incandescent  lamps  on  hand 662  19 

Globes  on  hand, 473  06 

Other  materials  on  hand, 2,352  16 

Electric  fixtures  and  tools, 2,512  95 

Horses,  wagons,  etc., 598  00 

Sundry  accounts  due  the  company 1,044  27 

Office  furniture, 1,352  87 

Cash  on  hand, 14,856  83 

Total  assets,  as  per  books  of  the  company, $346,221  38 

Liabilities. 

Capitol  stock, $200,000  00 

Bonds  issued, 100,000  00 

Unpaid  bills 18,322  88 

Total  liabilities,  as  per  books  of  the  company,         ....  $318,322  88 

Profit  and  loss  baUnce, 27,898  50 


$346,221  3  8 
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MA.NUFA0TURIMO  AOOOUNT. 

DB.  Cb. 

Operating  expenses, f  56,010  87 

Income  from  sale  of  light  and  power,     ....  f  102,557  72 

Balance  to  profit  and  loss, 46,647  36 

f  102,657  72    f  102,557  72 

Profit  and  Loss  Account. 

Db.  Cr. 

Balance  Jane  30, 1891, $16,875  47 

Balance  of  electric  manufactoriog  account,     .       .       .  46,547  35 

Rents,        .        .        .        .    ■ 266  60 

Dividends  declared, |16,000  00 

Interest  paid 3,312  06 

Expense  issuing  bonds, 150  00 

Depreciation 16,677  66 

Other  items, 650  10 

Balance  Jane  30, 1892, 27,898  60 

f63,688  82      $63,688  32 


WORCESTER  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $141,360  00 

Machinery  and  numnfactaring  appliances, 216,747  80 

Street  mains, 238,138  81 

Meters, 22,308  34 

Due  for  gas, 774  94 

Ghs  coal  on  hand, 8,123  24 

Coke  on  hand, ' 4o0  00 

Tar  on  hand, 4,276  00 

Enrichers  on  hand, 728  10 

Other  materials  on  hand 6,299  50 

Stoves  on  hand,  ..)^                       j  ^qq  00 

Gas  fixtures  on  hand,  i 

Cash  on  hand, 1,878  96 

Investments 3,352  60 

Total  assets,  as  per  books  of  the  company, $644,737  19 


Liabilities. 

Capita]  stock, $500,000  00 

Notes  payable, 83.000  00 

Deposits,    . 2.037  06 

Unpaid  dividends, 10,136  00 

Total  liabilitiea,  as  per  books  of  the  company,        ....  $695,173  06 

Profit  and  loss  balance, 49,564  13 


$644,737  19 
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MANUrAOTUSINO  AOCOUKT. 

!>&.  Ch. 

Operating  expensef f  116,990  14 

Income  from  tale  of  gai, f  210,025  65 

residnaU, 18,484  66 

other  aonrcef , 96  50 

Balance  to  profit  and  loM, 111,626  57 

^228,566  71    |228,566  71 
Pbofit  akd  Loss  ACOOVMT. 

.  Dr.  Cm. 

Balance  Jane  30,  1891, «40,042  04 

Balance  of  gas  manafacturlng  account,   ....  111,626  57 

Interest  received, 374  28 

Old  bills  collected 58  27 

DlTidends  declared, 940,000  00 

Interest  paid 3,008  02 

Constractlon  charged  off, 22,225  09 

Depreciation 37,303  92 

Balance  Jane  30, 1892, 49,564  13 

f  152,101  16      1152,101  16 
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APPENDIX    B. 


SPECIAL  REPORT  CONCERNING  THE  BOSTON   GAS 
LIGHT  COMPANY. 


tommottbitviilji  ai  PRuac^setts. 


OfFIOB  of  THB  BOiLKD  OF 

Oa8  and  Elbctrio  Light  Commissionebs,  March  25, 1892. 
To  the  Honorable  Senate  and  House  of  RepreserUaUves. 

We  Lave  the  honor  to  acknowledge  the  receipt,  on  the  twenty- 
sixth  of  February  last,  of  an  order,  of  which  the  following  is  a 
copy :  — 

Ordered^  That  the  Board  of  Gas  and  Electric  Light  Commissioners 
be  instructed  to  make  a  special  report  to  this  Legislature,  within  thirty 
days  from  the  passage  of  this  order,  as  follows :  — 

1.  Whether  or  not  the  Boston  Gas  Company  has  within  the  past  six 
months  made  any  advances  in  its  charges  for  gas. 

2.  At  what  price  the  Boston  Gas  Company  can  manufacture  gas 
delivered  in  its  holders  and  at  the  meters  of  its  consumers  and  pay  divi- 
dends of  eight  per  cent,  on  its  capital  stock,  and  provide  for  all  needed 
renewals  and  extensions  of  its  plant. 

3.  To  what  extent  the  Boston  Gas  Company  is  hiring  the  use  of  pipes 
from  another  corporation  at  an  excessive  rental,  and  to  what  extent  the 
Boston  Gas  Company  is  paying  another  corporation  one  dollar  per 
thousand  feet  for  gas,  which  it  could  manufacture  for  a  less  sum  per 
thousand  feet. 

4.  As  to  whether  the  Bay  State  Gas  Company  diverts  the  surplus 
earnings  of  the  Boston  Gas  Company  into  the  treasury  of  a  foreign 
corporation  known  as  the  Bay  State  (las  Company  of  Delaware. 

The  Board  of  Gas  and  Electric  Light  Commissioners,  for  the  purpose 
of  this  investigation  and  report,  are  hereby  empowered  to  order  the 
production  of  books  and  papers  and  to  compel  the  attendance  of  wit- 


In  reply  we  respectfully  submit  the  following :  — 
Nov.  11,  1887,  the  directors  of  the  Boston  Gas  Light  Company 
authorized  three-year  contracts  at  $1  per  thousand  with  all  con- 
sumers whose  bills  had  theretofore  exceeded  $2,000  per  annum. 
Under  this  authority,  contracts  at  this  rate  were  made  with 
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forty-two  consumers,  mostly  managers  of  theatres,  hotels,  rail- 
roads, newspapers  and  large  retail  stores,  by  which,  in  considera- 
tion of  this  rate,  they  bound  themselves  to  purchase  gas  of  the 
Boston  Gas  Light  Company  exclusively,  for  the  period  named. 
All  these  contracts  expired  on  or  about  the  first  day  of  January, 
1891,  but  the  company  continued  to  supply  them  with  gas  at  $1 
per  thousand  until  Jan.  1,  1892,  at  which  time  the  price  was 
advanced  to  $1.30  per  thousand  feet. 

These  consumers,  in  the  year  1891,  paid  for  124,394,300  cubic 
feet  of  gas  $124,394.30.  With  the  rate  of  $1.30,  and  the  same 
consumption,  the  bills  would  amount  to  $161,712.59,  an  increase 
of  $37,318.29. 

On  Nov.  28,  1887,  the  directors  voted  that  from  and  after  Jan. 
1,  1888,  a  reduction  of  ten  cents  per  thousand  cubic  feet  be  given 
to  consumers  whose  bills  were  between  $1,000  and  $2,000  per 
annum-  On  April  10,  1889,  it  was  voted  "  that  the  rebate  of  ten 
cents  per  thousand  feet  allowed  to  large  consumers  be  continued 
for  the  present."  No  other  action  has  been  taken  with  reference 
to  this  rebate.  The  last  payments  under  these  votes  were  made 
on  March  24,  1891,  for  consumption  of  1890,  at  which  time  fifty- 
four  consumers  received  rebates  amounting  to  $7,«569.42. 

We  know  of  no  other  change  in  rates  during  the  period  named 
in  the  order. 

Referring  to  the  first  part  of  the  third  question  we  have  to 
report :  — 

The  Bay  State  Gas  Company  has  laid,  at  their  works  and  in  the 
streets  of  Boston,  15  miles  and  3,070  feet  of  mains,  as  follows :  — 

15,297  feet  of  30  inch.  6,663  feet  of  10  inch. 

10,297  feet  of  24  inch.  26,649  feet  of    6  inch. 

2,651  feet  of  20  inch.  13,373  feet  of    4  inch. 

7,560  feet  of  12  inch. 

In  the  opinion  of  the  Board  a  fair  estimate  for  the  cost  of  these 
pipes  is  as  follows :  — 

For  the  thirty  inch,  $91,800  ;  for  the  twenty-four  inch,  $51,500  ; 
for  all  the  others,  $65,200,  or  about  $208,500  in  all. 

On  or  about  July  1,  1889,  the  Boston  Gas  Company  began  to 
use  the  twenty- four  inch  and  twelve  inch  pipes  for  the  purpose  of 
sending  gas  into  the  city.  Late  in  October  of  the  same  year  they 
began  to  use  the  thirty  inch  pipe  from  their  works  to  Shawmut 
Avenue.  Only  a  small  portion  of  the  four  inch,  six  inch  and  ten 
inch  pipes  have  been  used  by  the  Boston  Company. 

For  this  use  they  have  paid  as  follows  to  the  Bay  State  Gas 
Company  of  Massachusetts :  — 
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Dec.  20, 1889.  for  the  calendar  year  1889,      .        .    J100,000  00 
Oct  31, 1890,  for  the  calendar  year  1890;      .        .      100,000  00 

Total^, f  200,000  00 

Some  question  h^  arisen  in  reference  to  this  last  item,  and 
there  is  some  confusion  in  reference  to  it  in  the  books  of  the 
Boston  Gas  Light  Comptlny. 

The  cash  book  of  this  company  shows  that  on  Oct.  81,  1890, 
$100,000  was  paid  to  the  Bay  State  Company  for  use  of  mains, 
and  this  amount  was  immediately  charged  to  profit  and  loss.  June 
30,  1891,  this  entire  amount  was  taken  out  of  profit  and  loss,  and 
charged  to  a  new  account,  ^^  rent  of  mains,"  opened  for  the  pur- 
pose, upon  the  ground  that  the  rental  was  for  two  years,  and  that 
the  previous  charge  of  this  sum  to  profit  and  loss  was  an  error. 
In  the  return  to  this  Board,  under  date  of  June  30,  1891,  the  full 
sum  of  $100,000  is  included  in  the  assets  of  the  Boston  Company, 
as  though  this  payment  had  been  made  for  a  use  to  be  enjoyed  at 
some  period  wholly  subsequent  to  that  date,  but  it  does  not  appear 
as  a  liability  in  the  return  of  the  Bay  State  Gas  Company  of 
Massachusetts.  This  sum  also  appears,  in  the  same  way,  in  the 
balance  sheet  of  the  Boston  Company  of  Dec.  21,  1891,  but  not 
in  that  of  the  Bay  State  of  Massachusetts  of  that  date. 

The  entries  of  this  transaction  in  the  accounts  of  the  Bay  State 
of  Massachusetts  give  no  indication  of  the  period  for  which  the 
money  was  received,  but  the  receipt  for  this  sum  filed  with  the 
vouchers  of  the  Boston  Company,  and  the  records  of  the  meetings 
of  the  directors  of  both  corporations,  state  clearly  that  this  sum 
of  $100,000  was  in  payment  for  use  of  mains  in  1890. 

In  relation  to  the  purchases  of  gas  referred  to  in  the  last  part  of 
the  third  question,  we  submit  the  following :  — 

The  Boston  Gas  Light  Company  has  purchased  from  the  Bay 
State  Gas  Company  of  Massachusetts  gas  as  follows :  — 

1890. 

From  Jan   1  to  June  30,      .      84,285,000  feet,    at  $1  per  M  ,     $84,285 
From  July  1  to  Dec.  31,       .    306,446,000  feet,    at  $1  per  M.,     306,446 

Total  for  the  year,         .    890,731,000  feet,    at  $1  per  M.,   $390,731 

1M91. 

From  Jan.  1  to  June  30,      .    319,038,000  feet,    at  f  1  per  M.,    $319,038 
From  July  1  to  Dec.  31,       .    470,326,000  feet,    at  $1  per  M.,     470,326 


Total  for  the  year,         .    789,364,000  feet,    at  $1  per  M.,    $789,364 
The  accounts  show  a  rebate  for  gas  bought  during  the  last  six 
months  of 70,000 


Making  the  cost  for  that  period  85.7  cents  per  M.,  and  the  net 
expenditure  for  the  year, $719,364 
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Month  of  January,      ,        .        91,821,000  feet,    at  |1  per  M.,     J91,821 
Month  of  February,    .        .        76,708,000  feet,    at  f  1  per  M.,       76,708 


Total  for  two  months, .      168,529,000  feet,    at  |1  per  M.,    f  168.529 
This  expenditure  exceeds  that  of  the  first  two  months  of  last 
year  by |37,181 

These  prices  were  for  the  gas  delivered  in  the  mains  of  the  Bay 
State  Company  leading  to  the  works  of  the  Boston  Company,  in 
whose  holders  it  was  stored.  If  this  gas  had  been  made  at  the 
works  of  the  Boston  Company,  its  cost  should  not  have  exceeded 
55  cents  per  thousand  feet. 

In  replying  to  the  fourth  question,  a  strict  construction  of  the 
term  ^'surplus  earnings"  would  probably  include  only  that  sum 
which  remained  after  all  the  expenditures  had  been  met,  including 
interest  and  dividend  charges.  Upon  this  meaning  of  the  term  it 
appears  that  all  such  earnings  have  remained  in  the  possession  of 
the  Boston  Gas  Light  Company,  invested  in  its  works  or  employed 
in  the  ordinary  conduct  of  its  business. 

The  Board  has  assumed  that  the  inquiry  was  designed  to  have  a 
broader  scope,  and  to  include  all  those  funds  of  the  Boston  Com- 
pany which  may  have  passed  from  it  to  the  Bay  State  of  Delaware 
through  the  Bay  State  of  Massachusetts,  but  to  exclude  any  sums 
which  may  have  passed  otherwise,  directly  or  indirectly,  to  the 
Delaware  Company. 

As  the  income  of  the  Bay  State  of  Massachusetts  has  been 
derived  almost  exclusively  from  its  transactions  with  the  Boston 
Company,  it  is  fair  to  say  that  practically  its  entire  profits  are 
from  the  earnings  of  the  latter  company.  The  Board  has  there- 
fore endeavored  to  answer  the  inquiry  by  ascertaining  what  por- 
tion of  these  profits  has  been  paid  to  the  Bay  State  of  Delaware. 

Some  time  in  the  year  1885,  the  Bay  State  of  Massachusetts,  by 
authority  of  its  directors,  executed  and  delivered  in  part  payment 
for  its  works,  or  plant,  to  be  thereafter  constructed,  a  bond  or 
written  obligation  dated  March  11,  of  that  year,  for  $4,500,000. 
By  the  terms  of  this  obligation  interest  must  be  paid  on  said  sum 
as  often  as  once  in  each  and  every  six  months  from  its  date,  at  a 
rate  equal  to  nine-tenths  of  the  net  profits  of  the  business  of  said 
Bay  State  Gas  Company. 

For  this  reason  the  directors  have  found  it  necessary,  whenever 
declaring  a  dividend  upon  the  $500,000  of  stock,  to  declare 
Interest  at  the  same  rate  on  the  $4,500,000  bond. 

The  Bay  State  of  Delaware  is  not  a  holder  of  stock  in  the  Bay 
State  of  Massachusetts,  but  by  assignment  dated  Aug.  13,  1889, 
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it  became  the  sole  owner  of  the  bond,  and  all  payments  of  interest 
liave  been  made  directly  to  the  former  corporation. 
Interest  has  been  declared  on  this  bond  as  follows  :  — 

1890. 

Jan.    2,  2  per  cent,  as  of  Dec.  20, 1889,    .        •        .        ^        .      J90,000 

Oct.  30,  2  per  cent,  as  of  Oct  31, 1890, 90,000 

Dec.  18,  3  per  cent, 135,000 

Total  for  the  year, $316,000 

1S91. 

Apr.  29,  2  per  cent, J90J)00 

June  15,  3  per  cent, 1^5,000 

Oct  29,  IJ  per  cent, 67,500 

Deo.  28,  ll  per  cent, 67,500 

Total  for  the  year, |360,000 

.  Mar.  14,  2^  per  cent $112,500 

Cash  payments  on  account  of  this  interest  have  been  made  as 
follows :  — 

1889,  Dec.  81, $90,000  00 

1890,  Nov.  15,  ......    .  80,000  00 

Dec.  15, 5,000  00 

Dec.  31, 123,000  00 

1891,  May  1, 17,000  00 

May  15, 53,000  00 

June  15, 145.000  00 

Aug.  15, 13,300  00 

Nov.  14, 70,000  00 

Deo.  31 .  67,510  50 

1892,  Jan.  6, 4,000  00 

March  19, 112,500  00 

$780,310  50 
Balance  unpaid, 7,189  50 

Total, $787,500  00 

So  far  as  the  Board  is  aware,  no  other  earnings  of  the  Boston 
Company  have  passed  through  the  Bay  State  of  Massachusetts  to 
the  Bay  State  of  Delaware. 

The  inquiry  as  to  price,  numbered  2  in  the  order,  suggests  a 
question  of  much  difficulty,  demanding  for  its  full  and  fair  con- 
sideration a  large  amount  of  careful  investigation. 

The*  price  at  which  gas  can  be  supplied,  whether  in  the  holder 
or  at  the  meter,  is  not  a  fixed  and  obvious  price,  in  every  place 
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the  same,  but  many  items  of  expense  are  so  affected  by  local  con- 
ditions and  the  volume  of  the  business  that  it  is  impossible  to 
exactly  determine  at  what  price  a  company  can  make  and  supply 
its  gas,  without  an  intelligent  and  exhaustive  examination  of  all 
its  affairs.       ^ 

The  Boston  Gas  Light  Company  disburses  annually  nearly  two 
millions  of  dollars  in  many  thousand  transactions,  and  the  time 
allowed  by  the  order  is  much  less  than  the  Board  has  usually  given 
to  the  examination  of  questions  of  a  similar  character,  and  is 
not  sufficient  for  that  careful  study  which  would  be  necessary  in  a 
'  judicial  determination  on  a  petition  under  the  statute  for  a  reduc- 
tion of  price. 

When  it  is  considered  that  a  change  of  one  cent  in  the  price  per 
thousand  feet  causes  a  corresponding  variation  of  more  than 
Sl'1,000  in  the  income  of  this  company,  the  importance  of  a  care- 
ful study  of  all  the  conditions,  before  absolutely  determining  the 
price  that  is  fair  and  judt  to  all  concerned,  becomes  apparent. 

From  computations  based  on  the  statements  in  the  sworn  returns 
made  to  this  Board  by  the  Boston  Company,  for  the  year  ending 
June  30,  1891,  it  appears  that  it  cost  for  coal  36.27  cents  per 
thousand  feet ;  reducing  this  by  the  amount  received  from  residual 
products,  13.09  cents,  leaves  23.18  cents  per  thousand  feet  for 
the  cost  of  coal.  The  amount  of  the  other  items  making  up  cost 
in  the  holder,  including  enrichers,  purification,  wages  at  works 
and  repairs,  was  36.8  cents,  making  a  total  of  almost  60  cents  for 
cost  in  the  holder. 

For  the  cost  from  the  holder  to  the  consumer's  meter,  including 
wages,  main  and  meter  repairs,  directors*  allowances,  salaries, 
office  expenses,  taxes,  claims,  law  expenses  and  incidentals,  the 
amount  was  21  cents,  making  81  cents.  To  this  sum  should  be 
added  about  five  per  cent.,  of  the  cost  in  the  holder  for  gas  which 
is  used  in  carrying  on  the  business,  and  that  which  is  invariably 
lost  in  the  process  of  distribution,  commonly  known  as  leakage,  or 
unaccounted-for  gas,  making  a  total  of  84  cents. 

In  the  opinion  of  the'  Board  this  amount  of  84  cents  is  too  large, 
and  may  readily  be  reduced  without  embarrassment  to  the  com- 
pany. 

In  the  spring  or  early  summer  of  1890,  the  Boston  Company 
abandoned  its  former  custom  of  buying  coal  directly  from  coal 
companies,  or  their  regular  agents,  and  has  since  then  (with  the 
.  exception  of  about  1 ,000  tons  bought  of  the  Dorchester  Gas  Light 
Company)  purchased  exclusively  of  the  Bay  State  Gas  Company 
of  Delaware,  at  what  seems  to  be  a  uniform  advance  over  the 
market  price,  and  adding,  for  the  year  to  June  30,  1891,  about 
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$33,700  to  the  cost,  or  about  4  cents  per  thousand  feet  to  the  cost 
in  the  holder. 

A  different  treatment  of  the  residual  products  would  probably 
increase  the  revenue  from  this  source,  and  correspondingly  reduce 
the  cost  of  the  gas.  During  the  year  mentioned,  all  the  tar  sold 
from  the  North  End  station  was  marketed  by  the  Bay  State  of 
Massachusetts,  at  a  profit  to  that  company  of  about  $8,000,  or  one 
cent  per  thousand  feet. 

An  important  item  in  the  36.8  cents  mentioned  above  is  that  of 
enrichers  or  oil.  The  experience  of  other  companies  would  indi- 
cate that  a  reduction  of  two  cents  per  thousand  might  be  made  in 
this  item.  No  special  investigation  has  been  made  of  the  other 
items  looking  to  a  reduction. 

Deducting,  from  the  84  cents  mentioned  as  the  cost  at  the  con- 
sumer's meter,  the  7  cents  just  referred  to,  leaves  77  cents ;  and 
taking  the  same  amount,  7  cents,  from  the  60  cents,  leaves  53 
cents  as  a  fair  estimate  of  the  cost  in  the  holder.  The  proper 
amount  needed  to  provide  for  renewals  and  extensions  is  perhaps 
the  most  difficult  of  all  to  accurately  determine,  and  the  one  con- 
cerning which  opinions  would  differ  most  widely.  Very  much 
depends  upon  the  present  condition  of  the  plant  for  generating 
and  distributing,  the  change  of  itopulation  and  output,  and  all  the 
engineering  details  of  the  business. 

Very  valuable  suggestions  may  be  gathered  from  the  recent 
history  of  the  company.  During  the  fifteen  years  beginning  with 
1877  the  charges  against  income  for  extensions  and  improvements 
have  somewhat  exceeded  $3,300,000,  or  an  average  annual  charge 
of  about  $225,000,  a  little  less  than  16  cents  per  thousand  feet 
on  the  present  output  of  the  company.  But  the  period  named 
was  one  of  extraordinary  development ;  it  witnessed  the  construc- 
tion of  the  entire  works  at  Commercial  Point,  with  large  expendi- 
ture for  new  mains  and  a  payment  for  a  part  of  the  land  at  the 
Point. 

No  such  extraordinary  expense  seems  likely  to  be  called  for  in 
the  next  ten  years.  If  the  annual  output  should  be  doubled,  no 
additional  land  purchase  would  be  necessary.  Fair  provision 
could  be  made  for  extensions  and  renewals  with  one- half  the  sum 
named  above,  or  8  cents  per  thousand  feet. 

The  capital  of  the  company,  $2,500,000,  equals  $1.77  for  every 
thousand  feet  of  output,  and  8  per  cent,  on  this  may  be  stated  at 
15  cents  per  thousand.  Adding  these  amounts  to  the  77  cents 
estimated  to  cover  other  items,  we  have  $1  as  a  fair  price  at  which 
gas  may  be  delivered  at  the  consumer's  meter  upon  the  conditions 
described. 
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The  detailed  figures  given  are  based  upon  an  annual  output  of 
about  1,414,000,000  feet.  If,  for  any  reason,  the  Boston  Com- 
pany should  find  it  necessary  to  decline  to  supply  the  Roxbury  and 
Dorchester  companies,  the  cost  of  distribution  would  be  increased 
about  six  cents  because  of  the  reduction  in  output. 

Neither  the  fact  of  the  purchase  of  gas  from  the  Bay  State  of 
Massachusetts  nor  the  price  paid  that  company  has  been  considered 
in  these  estimates.  If  the  Boston  Company  were  to  continue  to 
supply  the  Roxbury  and  Dorchester  companies  without  purchasing 
from  the  Bay  State,  it  would  be  necessary  to  very  soon  increase 
the  capacity  of  the  Commercial  Point  station  at  considerable 
expense. 

If  a  water-gas  plant  were  built,  for  which  the  company  now 
owns  the  rights,  the  cost  of  the  mixed  gas  might  be  somewhat  less 
than  the  above  estimates. 

Respectfully  submitted, 

JEREMIAH  W.   COVENEY. 
FORREST  E.  BARKER. 
CHARLES   A.  TOWNE. 
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APPENDIX    C. 


ATTORNEY-GENERAL  ex  rel.  BOARD  OF  GAS  AND 
ELECTRIC  LIGHT  COMMISSIONERS  v.  WALWORTH 
LIGHT  AND  POWER  COMPANY. 

Supreme  Judicial  Court  of  Massachubetts.  Suffolk,  June  24, 1892. 

Injunction.  —  Erection  of  Electric  Lines. —  Exclusive  Rights. 

1.  St.  1887,  chapter  382,  aection  3,  provides  that  in  any  city 
where  a  company  is  engaged  in  the  ^^  manufacture  and  sale  of 
electric  light,  no  other  company  shall  lay  or  erect  wires  over  or 
under  the  streets,  ...  for  the  purpose  of  carrying  on  its  busi- 
ness, without  the  consent  of  the  mayor  and  aldermen."  Hddy 
in  an  action  for  an  injunction  against  an  electric  light  company, 
that  the  prohibition  extended  to  wires  under  the  streets  laid  by 
defendant's  predecessor,  and  now  belonging  to  defendant;  to 
wires  put  up  by  and  belonging  to  defendant  throughout  the  city, 
€ven  though  such  wires  where  they  cross  the  streets  were  sold  to 
defendant's  customers  to  evade  the  statute ;  to  wires  put  up  and 
owned  by  defendant's  customers  with  intent  to  evade  the  statute. 

2.  In  such  case,  while  the  court  cannot  order  the  wires  of 
parties  not  in  court  to  be  taken  down,  it  will  order  defendant  not 
to  use  them. 

Report  from  Supreme  Judicial  Court,  Suffolk  County. — James 
M.  Morton,  Judge. 

Application  for  injunction  by  attorney-general  ex  rel.  Board  of 
Gas  and  Electric  Light  Commissioners  against  the  Walworth  Light 
and  Power  Company.     Injunction  granted. 

E.  W.  Burdbtt  and  C.  A.  Snow  for  petitioner ;  E.  R.  Champ- 
LiN  for  defendant. 

Holmes,  J.  This  is  an  information  by  the  attoraey-general, 
under  St.  1887,  chapter  382,  and  St.  1885,  chapter  314,  section 
18,  to  restrain  the  defendant  from  maintaining  or  using  certain 
wires  over  which  the  defendant  furnishes  electricity  for  lighting. 
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The  defendant  was  incorporated  since  the  passage  of  St.  1887, 
chapter  382.  By  section  3  of  that  act,  *•*•  in  any  city  or  town  in  which 
a  company  is  engaged  in  •  .  .  the  manufacture  and  sale  of 
electric  light,  no  other  company  shall  lay  or  erect  wires  over  or 
under  the  streets,  lanes  and  highways  of  such  city  or  town,  for 
the  purpose  of  carrying  on  its  business,  without  the  consent  of  the 
mayor  and  aldermen,''  etc.  There  were  companies  in  Boston  en- 
gaged in  the  manufacture  and  sale  of  electric  light  at  the  date  of 
the  act,  and  the  defendant  has  not  obtained  the  consent  required 
by  it.  The  wires  in  question  are  of  three  classes :  Firsts  two 
wires  in  a  tunnel  under  Hawley  Street,  laid  without  license  by  a 
predecessor  of  the  defendant,  and  now  belonging  to  the  defendant ; 
second y  wires  put  up  by  the  defendant,  and  still  belonging  to  the 
defendant  throughout  their  entire  length,  except  where  they  cross 
the  streets ;  the  portions  which  cross  the  streets  having  been  sold 
by  the  defendant  to  its  customers,  or  put  up  by  the  defendant  for 
its  customers  in  some  instances,  in  others  having  been  put  up  by 
the  customera,  these  devices  being  intended  by  the  parties  to 
evade  the  statute ;  third,  wires  put  up  by  customers,  and  belonging 
to  them,  the  intent  presumably  being  the  same  as  in  the  last  case. 
The  question  is,  whether  these  wires  fall  within  the  statute. 

The  Legislature  may  think  that  a  business  like  that  of  trans- 
mitting electricity  through  the  streets  of  a  city  has  got  to  be  trans- 
acted by  a  regulated  monopoly,  and  that  a  free  competition 
between  as  many  companies  and  persons  as  may  be  minded  to  put 
up  wires  in  the  streets,  and  to  try  their  luck,  is  impracticable. 
Without  wasting  time  upon  useless  generalities  about  the  construc- 
tion of  statutes,  it  is  enough  to  say  that  the  statute  before  us  had 
that  consideration  in  view,  and  must  be  construed  accordingly. 
We  agree  that  we  cannot  supply  a  casus  omissus.  But  the  fair 
scope  and  meaning  of  the  words  used  and  the  number  of  cases 
included  will  vary  more  or  less  according  to  the  purpose  of  the 
act.  To  take  an  example  a  little  different  from  those  before  us, 
we  think  it  plain  that,  if  somebody  else  put  up  a  wire,  and  then  the 
company  bought  it  and  used  it  for  the  business  of  furnishing  and 
selling  electric  light,  the  case  would  be  within  the  meaning  of  the 
words  used,  although  the  company  did  not  erect  the  wire  in  a  lit- 
eral sense,  or  cause  it  to  be  erected.  In  other  words,  the  reason 
why  the  statute  forbids  laying  or  erecting  wires  is  to  prevent  wires 
being  maintained  in  the  streets.  If  they  vanished  as  soon  as 
erected,  the  Legislature  never  would  have  prohibited  the  mere  act 
of  putting  them  there.  But  when  the  Legislature  forbids  erecting 
wires  for  the  express  purpose  of  preventing  their  being  maintained, 
it  impliedly   forbids   their    being  maintained.      We  are  of  the 
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opinion  that  the  case  is  not  changed  by  the  wires  having  been  laid 
by  a  predecessor  who  was  not  within  the  prohibition  of  the  stat- 
ute, if  that  be  the  fact  as  to  the  wires  in  Hawley  Street. 

We  are  of  the  opinion  that  similar  reasoning  applies  with  greater 
force  to  the  use  of  the  second  class  of  wires  by  the  defendant. 
It  seems  to  us  quite  out  of  the  question  to  say  that  a  company 
may  escape  the  prohibition  of  the  statute  by  turning  over  to  a 
customer  so  much  of  each  wire  as  crosses  a  street,  and  then  con- 
tinuing to  use  the  wire.  If  it  is  forbidden  to  erect,  it  is  forbidden 
to  use  wires  which  it  has  erected.  And  it  is  within  the  words  of 
the  act,  as  well  when  it  erects  a  wire  technically,  as  a  servant  of 
its  customer,  with  intent  to  use  the  wire  for  the  purposes  of  its 
business,  but  to  evade  the  act,  as  when  it  erects  it  on  its  own 
behalf.  We  agree  that  we  cannot  order  wires  to  be  taken  down,, 
the  owners  of  which  are  not  before  us.  But  we  can  order  the- 
defendant  not  to  use  them. 

With  much  more  hesitation  we  have  come  to  the  same  conclu* 
sion  about  the  wires  put  up  by  customers.  If  a  use  of  them  by 
the  company  for  the  purposes  of  its  business  is  permitted,  th& 
statute  is  made  nugatory  by  an  easy  evasion.  It  was  suggested 
that  in  some  of  these  cases  the  company  did  not  sell  electric  light, 
because  it  did  not  own  the  device  at  the  customers  end  by  which.- 
the  electricity  furnished  took  the  form  of  light ;  that  the  company- 
only  sold  electricity.  We  think  it  quite  clear  that  the  Legislature- 
took  no  such  nice  distinctions,  and  that  a  wire  which  is  prohibited 
when  used  to  furnish  electric  light  is  prohibited  equally  when  used 
to  furnish  electricity  for  the  purpose  of  conversion  into  light  at 
the  end  of  the  wire. 

Injunction  accordingly. 
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APPENDIX    D. 


NEW    LEGISLATION. 

[Chap.  67,  Acts  of  1892.] 
An  Act  to  raise  the   standard   op  the   illuminating  power 

OF    gas. 

Be  it  enacted^  etc.,  as  follows: 

Section  1.  Section  fourteen  of  chapter  sixty-one  of  the  Public 
Statutes,  as  amended  by  chapter  two  hundred  and  fifty  of  the  acts 
of  the  year  eighteen  hundred  and  eighty-six  and  chapter  two 
hundred  and  fifty-two  of  the  acts  of  the  year  eighteen  hundred 
and  ninety,  is  hereby  amended  by  striking  out  in  the  thirteenth 
line  of  said  section,  the  word  ''fifteen",  and  inserting  in  place 
thereof  the  word  :  —  sixteen,  —  so  as  to  read  as  follows  :  — 
Section  14.  The  gas  of  every  company  supplying  more  than  fifty 
consumers  shall  be  inspected  at  least  twice  a  year,  and  one  addi- 
tional inspection  shall  be  made  for  every  six  million  cubic  feet  of 
gas  supplied  by  each  company ;  but  the  gas  of  no  company  shall 
be  inspected  oftener  than  once  a  week.  All  such  inspections 
shall  be  made  by  the  inspector  or  his  assistant,  and  one  fourth  at 
least  of  all  such  inspections  shall  be  made  by  the  inspector.  The 
gas  shall  be  tested  for  illuminating  power  by  means  of  a  disc 
photometer,  and,  during  such  test)  shall  be  burned  from  the  burner 
best  adapted  to  it,  which  is  at  the  same  time  suitable  for  domestic 
use,  and  at  as  near  the  rate  of  five  feet  per  hour  as  is  practicable. 
When  the  gas  of  any  company  is  found  on  three  consecutive 
inspections  to  give  less  light  than  sixteen  standard  English  candles, 
or  to  contain  more  than  twenty  grains  of  sulphur  or  ten  grains  of 
ammonia  per  hundred  cubic  feet  of  gas,  or  any  sulphuretted  hydro- 
gen, a  fine  of  one  hundred  dollars  shall  be  paid  by  such  company 
to  the  city  or  town  supplied  by  it.  When  during  the  test  the  con- 
sumption of  gas  varies  from  five  feet  per  hour,  or  the  candle  from 
one  hundred  and  twenty  grains  per  hour,  a  proportionate  correc- 
tion shall  be  made  for  the  candle  power. 

Sect.  2.  This  act  shall  take  effect  upon  its  passage.  [4P~ 
proved  March  15^  1892, 
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[Chap.  259,  Acts  ov  1892.] 

An  Act  requiring  certain  returns  to  be  made  to  the  board 
of  gas  and  electric  light  commissioners. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Whenever  any  town,  or  the  city  council  of  any 
city,  shall  vote  upon  the  acceptance  of  the  provisions  of  section 
one  of  chapter  three  hundred  and  seventy  of  the  itcts  of  the  year 
eighteen  hundred  and  ninety-one,  the  clerk  o£  such  city  or  town 
shall  forthwith  forward  to  the  board  of  gas  and  electric  light  com- 
missioners a  certified  abstract  of  so  much  of  the  records  of  said 
city  council  or  town  as  pertains  to  the  acceptance  of,  or  refusal  to 
accept,  the  provisions  of  said  section  one. 

Sect.  2.  Whenever  in  any  city  or  town  the  votes  contemplated 
by  sections  two  or  three  of  said  chapter  three  hundred  and 
seventy  have  been  passed,  and  any  subsequent  votes  are  passed 
relative  to  establishing  or  purchasing  a  plant,  or  to  reconstructing, 
extending  or  enlarging  the  same,  or  for  the  issue  of  bonds  on 
account  of  the  same,  or  concerning  in  any  way  the  management 
or  conduct  thereof,  or  whenever  any  city  or  town  shall  adopt  any 
ordinance  or  by-law  concerning  such  plant,  the  clerk  of  said  city 
or  town  shall  within  ten  days  after  the  passage  of  such  vote,  or 
the  adoption  of  such  ordinance  or  by-law,  forward  to  the  board  of 
gas  and  electric  light  commissioners  a  certified  copy  of  every  such 
vote,  by-law  or  ordinance. 

Sect.  3.  Whenever  any  city  or  town  engaged  in  the  business 
of  selling  gas  or  electric  light,  or  both,  to  persons  or  coiporations, 
shall  fix  or  change  the  price  of  such  light,  the  manager  of  gas  or 
electric  light  in  such  city  or  town  shall  send  to  the  board  of  gas  and 
electric  light  commissioners  a  certified  copy  of  the  notice  announc- 
ing such  price  or  change. 

Sect.  4.  Whenever  a  clerk  of  a  city  or  town,  or  the  manager 
of  gas  or  electric  light,  fails  or  neglects  to  comply  with  the  pro- 
visions of  this  act  he  shall  forfeit  for  each  offence  a  sum  not 
exceeding  twenty-five  dollars. 

Sect.  5.  The  provisions  of  this  act  and  of  section  nine  of  said 
chapter  three  hundred  and  seventy,  concerning  books  and  accounts 
and  returns,  shall  apply  to  any  city  or  town  authorized  by  special 
act  to  construct,  purchase,  lease,  establish  or  maintain  within  its 
limits  a  plant  for  furnishing  gas  or  electric  light  for  municipal  use 
or  for  the  use  of  any  of  its  inhabitants.     \_Approved  May  6\  1892, 
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[Chap.  263,  Acts  op  1892] 
An  Act  relating  to  returns  to  be  made  to  the  board  of 

gas  and  electric  light  commissioners. 
Be  it  enacted,  etc,  as  follows : 

Section  1 .  Each  gas  or  electric  light  company  neglecting  to 
make  the  annual  retarn  to  the  board  of  gas  and  electric  light  com- 
missioners, as  required  by  law,  on  or  before  the  second  Wednes- 
day of  September  in  any  year,  shall  forfeit  in  each  case  for  such 
neglect,  as  follows:  for  the  first  fifteen  days  or  any  portion 
thereof,  five  dollars  a  day ;  for  the  second  fifteen  days  or  any 
portion  thereof,  ten  dollars  a  day ;  and  for  each  and  eveiy  day 
thereafter  while  such  neglect  shall  continue,  not  exceeding  fifteen 
dollars  a  day;  and  if  any  company  unreasonably  refuses  or 
neglects  to  make  such  report  or  return  it  shall  forfeit  for  every 
such  refusal  or  neglect  a  sum  not  exceeding  five  hundred  dollars. 

Sect.  2.  All  forfeitures  recovered  under  section  one  of  this 
act  shall  be  paid  into  the  treasury  of  the  Commonwealth  and 
applied  towards  the  payment  of  the  expenses  of  said  board  of 
commissioners.     ^Approved  May  6,  1892. 


[Chap.  274,  Acts  op  1892.] 
An  Act  placing   restrictions   upon  the  erection  op  electric 

light  wires. 
Be  U  enacted,  etc.,  as  follows: 

Section  1.  Section  three  of  chapter  three  hundred  and  eighty- 
two  of  the  acts  of  the  year  eighteen  hundred  and  eighty-seven  is 
hereby  amended  by  striking  out  all  after  the  word  "  in",  in  the 
second  line  of  said  section,  and  inserting  in  place  thereof  the  fol- 
lowing words :  —  the  manufacture  and  sale  of  electric  light,  no 
other  person,  firm  or  corporation  shall  lay,  erect,  maintain  or  use, 
over  or  under  the  streets,  lanes  and  highways  of  such  city  or 
town,  any  wires  for  use  in  conveying  electricity  for  lighting,  with- 
out the  consent  of  the  mayor  and  aldermen  of  such  city,  or  select- 
men of  such  town,  after  a  public  hearing  and  notice  to  all  parties 
interested,  —  so  as  to  read  as  follows  :  —  Section  3.  In  any  city 
or  town  in  which  a  company  is  engaged  in  the  manufacture  and 
sale  of  electric  light,  no  other  person,  firm  or  corporation  shall 
lay,  erect,  maintain  or  use,  over  or  under  the  streets,  lanes  and 
highway's  of  such  city  or  town,  any  wires  for  use  in  conveying 
electricity  for  lighting,  without  the  consent  of  the  mayor  and 
aldermen  of  such  city,  or  selectmen  of  such  town,  after  a  public 
hearing  and  notice  to  all  parties  interested. 

Sect.  2.  This  act  shall  take  effect  upon  its  passage.  [Jp- 
proved  May  6,  1892, 
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APPENDIX    E. 


GENERAL  INSTRUCTIONS  REGARDING  THE  BOOKS 
AND  ACCOUNTS  TO  BE  KEPT  BY  TOWNS  AND 
CITIES  OWNING  ELECTRIC  LIGHT  PLANTS. 

[Adopted  under  tbe  prbvisions  of  Chapter  370,  Acts  of  1891,  and  Chapter  259,  Acts 

of  1892.] 

The  general  books  of  the  electric  works  shall  consist  of  cash 
book,  journal  and  ledger.  Cash  transactions  may  be  carried 
through  the  journal  or  posted  directly  from  the  cash  book  into  the 
ledger,  at  the  option  of  the  book-keeper. 

Such  supplementary  books  may  be  kept  as  shall  be  needed  to 
give  the  information  required  in  the  annual  returns. 

Accounts. 
The  ledger  accounts  shall  show :  — 
Cost  of  real  estate. 
Cost  of  steam  plant. 
Cost  of  electric  plant. 
Cost  of  lines  and  lamps. 

Appropriations  on  account  of  the  works  and  business. 
Bonds  issued. 
Notes  payable. 
Notes  receivable. 
Reserved  funds. 
Depreciation  funds. 
Sinking  funds. 
Cash. 
Interest. 
Materials. 

Shop  (or  jobbing)  account. 
All  amounts  receivable  and  payable  on  account  of  the  works 

and  business. 
Income  from  all  sources. 
Expenses  of  every  class. 
Manufacturing  account. 
Profit  and  loss. 
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Real  Estate. 
This  account  should  be  debited  with  the  cost  of  the  land  and  the 
buildings  or  other  permanent  structures  thereon. 

Steam  Plant. 
This  account  should  be  debited  with  the  cost  in  place,  ready 
for  use,  of  the  engines,  boilers,  shafting,  belting  and  other  appur* 
tenances  of  the  steam  plant. 

Electric  Plant. 
This  account  should  be  debited  with  the  cost  in  place,  ready  for 
use,  of  the  dynamos,  switch-boards,  electric  regulating  and  meas- 
uring devices  affixed  to  the  building,  all  wiring  and  other  electric 
construction  in  the  station. 

Electric  Lines. 
This  account  should  be  debited  with  the  cost  of  all  materials  and 
labor  for  construction  of  outside  pole  or  underground  lines,  except 
where  such  construction  is  upon  private  property,  for  individual 
use  exclusively. 

Arc  Lamps. 
The  cost  of  all  arc  lamps  owned  by  the  town  and  the  cost  of  the 
original  installation  of  the  same  upon  the  street  lines  should  be 
debited  to  this  account. 

Incandescent  Town  Lamps. 
This  account  should  be  debited  with  the  cost  for  incandescent 
lamps,  fittings  and  labor  thereon  when  originally  installed  upon  the 
street  lines  and  in  the  buildings  owned  and  used  by  the  town. 
This  account  must  not  include  the  cost  of  incandescent  lamps  for 
commercial  or  domestic  lighting,  or  tiny  expense  for  renewals  or 
repairs  of  the  lamps  charged  to  this  account. 

Inside  Wiring. 

This  account  should  be  debited  with  the  cost  of  labor  and  all 
materials  used  for  all  installations  of  lamps  upon  private  property 
for  private  use,  except  where  such  cost  is  included  in  Shop  (or 
Jobbing)  account.  No  repairs  or  rearrangement  of  such  installa- 
tions should  be  charged  to  this  account. 

Where  a  town  purchases  an  existing  plant  for  a  gross  sum,  each 
of  the  foregoing  accounts  must  be  opened  and  debited  with  a  fair 
share  of  the  total  amount  paid. 
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Appropriation  Account. 

Whenever  an  appropriation,  to  be  included  in  the  regular  tax 
levy,  is  made  by  the  town  or  city  for  new  construction,  it  should 
be  immediately  credited  to  this  account,  and  charged  to  Cash. 

At  the  close  of  the  fiscal  year  of  the  municipality  if  the  unex- 
pended balance  of  such  appropriation  must  be  covered  back  into 
the  treasury  for  any  purpose,  or  for  any  reason  becomes  then 
unavailable  for  the  use  of  the  electric  works,  such  balance  must  be 
debited  to  this  account  and  credited  to  Cash. 

Bonds. 

All  bonds  issued  by  the  town  or  city  on  account  of  the  construc- 
tion or  purchase  of  the  works  should  be  credited  to  this  account. 
All  amounts  paid  on  account  of  such  bonds  will  be  debited  to  this 
account,  so  that  the  balance  will  always  show  the  amount  of  bond& 
outstanding. 

Bond  Appropriation. 

Whenever  an  appropriation,  to  be  included  in  the  regular  tax 
levy,  is  made  specifically  as  a  contribution  to  the  electric  sinking 
fund,  or  for  the  payment  direct  of  any  portion  of  the  electric 
works  bonds  or  notes,  such  appropriation,  or  any  portion  thereof, 
when  jsed,  must  be  credited  to  this  account. 

Notes  Payable. 

This  account  must  include  all  temporary  notes  authorized  by  the 
town  and  issued  for  any  purpose  connected  with  the  works. 

Sinking  Fund  Commission. 

Whenever  an  appropriation,  to  be  included  in  the  regular  tax 
levy,  is  made  for  a  contribution  to  the  sinking  fund,  such  appro- 
priation, when  avaUable,  must  be  debited  to  this  account ;  also 
the  income  from  all  investments  of  sinking  funds  and  all  sums 
paid  by  the  electric  works  into  the  hands  of  the  commissioners  of 
sinking  funds.  When  any  portion  of  the  indebtedness,  on  account 
of  which  the  sinking  fund  was  created,  is  paid,  it  must  be  credited 
to  this  account. 

Sinking  Fund  Account. 

When  any  sum  is  reserved  or  set  aside  out  of  the  profits  for  the 
benefit  of  the  sinking  fund,  it  must  be  debited  to  Profit  and  Loss 
and  credited  to  this  account. 
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Depreciation  Fund. 

When  it  is  desired  to  establish  such  a  fund  out  of  the  profits  of 
the  business,  any  sums  set  aside  for  the  purpose  will  be  debited 
to  Profit  and  Loss  and  credited  to  this  account. 

Whenever  an  appropriation,  to  be  included  in  the  regular  tax 
levy,  is  made  for  extraordinary  repairs,  such  appropriation  must 
be  credited  to  a  special  appropriation  account  and  the  cost  of  such 
repairs  debited  to  Depreciation  Fund  account. 

Any  amounts  charged  off  for  reduced  valuation  of  plant  must 
be  debited  to  profit  and  loss  and  credited  to  the  proper  construc- 
tion accounts. 

Reserved  Fund. 

Any  sums  reserved  or  set  aside  out  of  profits  as  a  reserve  gener- 
ally or  for  any  purpose  not  embraced  in  the  foregoing  accounts 
must  be  debited  to  Profit  and  Loss  and  credited  to  this  account. 

Cash  (or  Town  Treasury). 
All  appropriations  included  in  the  regular  tax  levy,  except  for 
sinking  fund,  must  be  debited  to  this  account,  and  all  unexpended 
balances  of  such  appropriations,  which  at  the  close  of  the  muni- 
cipal year  must  be  covered  back  into  the  town  or  city  treasury, 
or  for  any  reason  become  then  unavailable,  must  be  credited  to  this 
account  and  debited  to  the  proper  appropriation  account. 

Interest  Account. 
This  account  should  include,  in  detail,  all  interest  paid  or 
received  on  account  of  the  works,  directly  or  indirectly  (except 
where  interest  on  investments,  as  sinking  funds,  reserved  funds, 
«tC|,  is  passed  directly  to  such  funds  as  an  increase  thereof) .  This 
account  should  be  closed  at  the  end  of  the  year  by  transfer  of 
totals  to  Profit  and  Loss  account. 

Materials. 

All  wires,  poles,  arc  lamps,  fittings  and  other  supplies,  except 
fuel,  carbons,  oil  and  waste,  globes  and  incandescent  lamps, 
should,  when  purchased,  be  charged  to  this  account  (which  may 
be  subdivided  into  several  accounts  if  the  book-keeper  prefers) . 
When  any  of  the  materials  are  ttaed,  the  value  thereof  should  be 
transferred  to  the  debit  of  the  particular  account  for  which  the 
same  are  used,  and  be  credited  to  this  account.  When  materials, 
either  old  or  new,  are  sold,  the  proceeds  should  be  credited  to  the 
account  to  which  such  materials  stood  charged  when  sold. 

At  the  close  of  the  year  an  inventory  should  be  taken  of  mate- 
rials on  hand,  and  the  amount  thereof  credited  to  this  account  and 
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oarried  forward  to  new  account  as  an  asset,  and  the  balance  of  the 
account  carried  to  Manufacturing  account  or  to  Profit  and  Loss. 

Where  supplies  are  puit^hased  only  as  wanted  for  immediate  use, 
the  cost  of  the  same  may  be  charged  directly  to  the  account  for 
which  used,  and  no  inventory  be  carried  into  the  books  at  the 
•closing  of  the  accounts. 

Shop  (or  Jobbing)  Account. 

Where  buildings  are  wired,  fixtures  put  in  or  repaired,  or  other 
-work  done,  to  be  paid  for  by  customers,  this  account  should  be 
<!ebited  with  the  cost  of  all  labor  and  materials  used,  and  credited 
with  all  sums  received  from  or  charged  to  individuals  for  such 
-work.  The  balance  of  the  account  should  be  transferred  to  Profit 
and  Loss  account. 

No  labor  or  material  used  in  repairs  of  the  electric  plant  should 
be  charged  to  this  account. 

Manufacturing  Account. 
At  the  close  of  the  year  the  various  expense  accounts  should  be 
<ilosed  by  transfer  to  the  debit  of  this  account,  which  is  to  be 
•credited  with  the  several  items  of  income  arising  from  the  manu- 
facture and  sale  of  electric  light  and  power.  Whenever  an  appro- 
priation, to  be  included  in  the  regular  tax  levy,  is  made  for  the 
-ordinary  maintenance  or  operation  of  the  plant,  the  entire  appro- 
priation in  proper  monthly  instalments  must  be  credited  to  this 
account.  At  the  end  of  the  fiscal  year  of  the  municipality  any 
unexpended  portion  of  such  appropriation,  not  available  for  the 
purposes  of  the  succeeding  year,  must  be  debited  to  this  account. 
This  account  must  be  closed  by  the  transfer  of  the  balance  to 
Profit  and  Loss. 

Profit  and  Loss. 

This  account  should  show :  — 

Balance  brought  forward  from  previous  year. 

Balance  of  manufacturing  account. 

Interest  paid. 

Interest  received.  ^ 

Charges  for  reserved  and  depreciation  funds. 

Income  from  sinking  funds  invested. 

Depreciation  of  plant. 

Bond  premiums. 

Bond  payments  out  of  profits. 

Items  of  income  or  expense  not  belonging  to  the  operations 

of  the  current  year. 
Other  items  charged  and  credited,  in  detail. 
Balance  carried  forward  to  next  year. 
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Income  from  investments  and  reserved  f ands  should  also  go  to- 
the  credit  of  Profit  and  Loss  account,  except  when  credited 
directly  to  such  funds  as  an  increase  thei'eof . 

Balance  Sheet. 

The  annual  balance  sheet  required  by  the  commissioners  must 
include,  in  the  item  of  ^^  unpaid  bills,"  all  debts  incurred  remain- 
ing unpaid  at  the  end  of  the  year.  Any  coupons  due  and  not  paid 
at  the  end  of  the  year  should  also  appear  as  a  liability.  The 
sheet  must  also  include  all  income  earne<^  but  not  collected,  and 
all  other  sums  due  the  company  at  the  end  of  the  year. 

A  careful  inventory  must  be  taken  of  all  materials  and  supplies 
on  hand  on  the  thirtieth  day  of  June  in  every  year,  that  being  the 
date  on  which  the  statute  requires  the  accounts  to  be  closed. 

Income  Accounts. 
Consumers'  account :  — 

Should  be  debited  (and  manufacturing  account  be  credited) 
at  the  end  of  each  week,  month  or  quarter,  according  as 
bills  are  rendered,  with  the  aggregate  amount  of  bills  for 
electric  light  and  power  sold,  and  be  credited,  from  time  to 
time,  with  all  sums  received  in  settlement  of  such  bills,  so* 
that  the  account  shall  always  show  the  amount  due  for 
electricity  supplied.  When  a  discount  for  prompt  payment 
is  made,  only  the  net  rate  should  be  entered  in  this  account, 
and  any  excess  eventually  collected  carried  to  a  special 
account,  or  directly  to  manufacturing  account. 

Rent  of  motors  and  fixtures  :  — . 

This  account  should  show  all  sums  charged  for  the  use  of 
motors  or  fixtures  belonging  to  the  town  or  city  and  rented 
to  consumers,  but  must  not  include  any  sums  charged  con- 
sumers for  light  or  power.  This  account  will  be  closed  at 
the  end  of  the  year  by  transfer  to  manufacturing  account. 

Rent  of  meters :  — 
This  accoun#9hould  show  all  sums  charged  for  the  use  of  meters 
belonging  to  the  town  or  city  and  rented  to  consumers. 

In  order  to  readily  and  accurately  answer  the  questions  in  the 
form  adopted  by  the  Board  for  the  annual  return,  these  accounts, 
should  be  kept  so  as  to  show  separately  the  amounts  received 
from :  — 

Commercial  arc  lights. 
Commercial  incandescent  lights. 


Digitized  by 


Google 


1893.]  PUBLIC  DOCUMENT  — No.  35.  269 

Domestic  incandescent  lights. 
Electric  motors. 
Rent  of  meters. 
Rent  of  motors. 

Expense  Accounts. 

In  order  to  correctly  report  the  varions  items  of  expenses  which 
If  ill  be  called  for  in  the  annual  return,  they  should  be  separated 
into  the  following  accounts,  viz. :  — 


1. 

Fuel. 

2. 

Carbons. 

3. 

Oil  and  waste. 

4. 

Incandescent  lamps. 

5. 

Globes. 

6. 

Water. 

7. 

Station  wages. 

8. 

Real  estate  repairs. 

9. 

Steam  plant  repairs. 

10. 

Electric  plant  repairs. 

11. 

Repairs  of  lines  and  lamps. 

12. 

Station  tools  and  appliances. 

13. 

Distribution  wages. 

U. 

Distribution  tools  and  appliances. 

15. 

General  salaries. 

16. 

Committee  expenses. 

17. 

General  office  expenses. 

18. 

Rents. 

19. 

Insurance. 

20. 

Law  expenses. 

21. 

Claims. 

22. 

Bad  debts. 

23. 

Incidentals. 

The  several  expense  accounts  must  be  closed  at  the  end  of  the 
year  by  transfer  to  debit  of  Manufacturing  account. 
Expense  accounts  are  to  be  kept  as  follows,  viz.-:  — 

1.  Fuel:  — 

This  account  must  be  debited  at  the  beginning  of  the  year 
with  the  value  of  fuel  on  hand,  and  after  that  with  the  cost 
of  all  purchased,  including  freight  and  all  other  expenses 
incurred  in  the  delivery  of  the  same.  At  the  close  of  the 
year  the  account  must  be  credited  with  the  value  of  the  fuel 
on  hand,  so  that  the  balance  will  represent  the  actual  cost 
of  fuel  used. 
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2.  Carbons :  — 

This  accoant  must  be  debited  at  the  beginniDg  of  the  year 
with  the  value  of  all  carbons  on  hand,  and  after  that  with 
the  cost  delivered  at  the  station  of  all  purchased,  and  be 
credited  at  the  end  of  the  year  with  the  value  of  all  on  hand,, 
so  that  the  balance  will  represent  the  actual  cost  of  car- 
bons used  during  the  year. 

3.  Oil  and  waste. 

4.  Incandescent  lamps. 

5.  Globes :  — 

These  accounts  must  be  opened  and  kept  in  the  manner  pre- 
scribed for  fuel  and  carbons. 

Accounts  4  and  5  do  not  include  any  of  the  cost  for  original 
installation  of  street  lamps. 

6.  Water:  — 

To  show  the  cost  of  water  used  during  the  year. 

7.  Station  wages:  — 

This  account  should  include  all  wages  for  labor  at  the  station 
except  labor  for  repairs. 

8.  Real  estate  repairs  :  — 

To  include  all  expenditures  for  materials  and  labor  in  the 
general  repairs  and  maintenance  of  the  real  estate. 

9.  Steam  plant  repairs  :  — 

To  include  all  expenditures  for  materials  and  labor  in  the 
general  repairs  and  maintenance  of  the  steam  plant,  includ- 
ing shafting  and  belting. 

10.  Electric  plant  repairs  :  — 

To  include  all  expenditures  for  materials  and  labor  in  the 
general  repairs  and  maintenance  of  the  electrical  plant  at 
the  station. 

11.  Repairs  of  lines  and  lamps  :  — 

To  include  all  expenditures  for  materials  and  labor  in  the 
general  repairs  and  maintenance  of  the  lines  and  lampa 
outside  of  the  station,  but  not  to  include  anything  for  re- 
newal of  incandescent  lamps. 

12.  Station  tools  and  appliances  :  — 

This  account  should  be  debited  at  the  beginning  of  the  year 
with  the  value  of  all  tools,  apparatus,  furniture  and  other 
movable  appliances  in  use  at  the  station  and  not  included 
in  the  foregoing  accounts ;  also  with  the  cost  of  all  pur- 
chased, and  be  closed  and  carried  forward  like  fuel  account. 
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13.  Distribution  wages :  — 

To  indade  all  wages  for  the  care  of  lights  and  meters,  clerical 
labor  in  this  department,  and  salary  or  commission  for  col- 
lector. 

14.  Distribution  tools  and  appliances  :  — 

This  account  should  include  all  tools  and  other  appliances 
used  in  connection  with  the  care,  repairs  and  maintenance 
of  the  lines,  meters,  lamps  and  motors,  and  should  be  kept 
as  required  for  station  tools  and  appliances  (12). 

The  cost  of  repairs  and  supplies  for  teams  used  by  trimmers^ 
inspectors  or  line  men  (except  such  portion  as  properly 
belongs  to  repairs  of  lines) ,  should  also  be  debited  to  this 
account.  The  cost  of  horses  and  wagons  owned  by  the 
town  or  city  and  purchased  or  used  solely  or  principally 
for  the  electric  light  business  may  be  debited  to  this  ac- 
count, and  should  be  carried  forward  at  the  closing  of  the 
books  at  their  fair  value. 

If  not  included  in  this  account,  the  cost  of  all  such  horses  and 
wagons  must  be  debited  to  a  separate  account,  which,  at 
the  end  of  the  year,  after  being  credited  with  the  fair  value 
of  those  on  hand,  must  be  closed  into  Distribution  tool& 
and  appliances  account. 

15.  General'  salaries :  — 

To  include  salaries  of  general  superintendent  or.  manager  and 
of  clerks  and  messengers  not  included  in  other  accounts. 

16.  Committee  expenses  :  — 

To  include  all  travelling  or  other  expenses  and  the  compen- 
sation of  all  committees  making  investigation  concerning 
electric  lighting  matters ;  also  all  fees  paid  auditors  specifi- 
cally for  examination  of  accounts  of  the  business. 

17.  General  oflSce  expenses :  — 

To  include  printing,  postage,  stationery  and  all  other  items 
of  office  expense  pertaining  to  the  electric  business  and 
not  charged  in  the  preceding  accounts. 

18.  Rents:  — 

To  include  rent  of  any  real  estate  used  in  connection  with 
the  works  or  business  and  not  owned  by  the  town  or  city. 

19.  Insurance:  — 

To  include  fire  insurance  on  buildings,  machinery,  coal  and 
other  electric  property ;  also  boiler  or  other  insurance. 
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20.  Law  expenses :  — 

To  include  any  expense  in  this  direction  incurred  on  account 
of  the  electric  works. 

21.  Claims:  — 

To  include  all  sums  paid  in  settlement  of  suits  or  claims 
against  the  town  or  city  for  injuries  to  persons  or  property 
on  account  of  the  plant  or  its  operation. 

22.  Bad  debts:  — 

To  include  only  overdue  bills  of  the  current  year  not  likely 
to  be  paid,  but  not  to  include  any  sum  as  an  estimate  of 
what  may  prove  bad  in  the  future.  Bad  debts  which  have 
accrued  in  any  year  prior  to  that  in  which  they  are  charged 
off  should  go  directly  to  the  debit  of  Profit  and  Lioss. 

23.  Incidentals:  — 

To  include  only  such  items  as  cannot  be  readily  apportioned 
to  other  accounts. 
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APPENDIX    F. 


FORM  ADOPTED  FOR  TOWN  RETURNS. 


tfommoirfptaltfr  of  Passacbusrtts. 


OrpiOB  OP  THB  Board  of  Oas  and  Electric  Light  Commusionbrb, 

No.  13  Bbaoon  Stbbbt,  Boston,  Jane    ,  1892. 

To  the  Selectmen  and  Managers  of  Electric  Light  in  the  Several  Towns 
in  this  Commonwealth  operating  Electric  Light  Plants, 

These  blanks  for  the  Anntial  Returns  are  sent  in  duplicate,  one 
to  be  filled  out,  sworn  to,  and  returned  to  this  Board  on  or  before 
September  14,  1892.  On  the  other  blank,  a  copy  of  the  return 
should  be  made  and  retained  by  the  selectmen  or  manager  for 
future  reference.  The  Returns  are  for  the  year  ending  June  SO, 
1892. 

The  Returns  should  be  made  in  accordance  with  the  General 
Instructions  regarding  books  and  accounts,  and  especial  attention 
should  be  given  to  Expenses,  Income  and  Balance  Sheet,  which 
must  be  an  exact  transcript  from  the  books  of  the  Company  at  the 
close  of  business  June  30,  1892. 

Bead  carefuUy  the  variotis  eooplanatory  foot-notes  and  Oeneral 
Instructions. 

When,  from  any  cause,  it  is  not  possible  to  answer  any  particu- 
lar question,  the  space  designed  for  the  answer  should  be  filled 

with  a  dash  ( ) ,  to  indicate  that  the  question  has  not  been 

overlooked. 

Special  attention  is  called  to  the  legislation  in  regard  to  the 
Accounts  and  Returns^  cks  printed  on  the  third  page  of  the  cover. 

Any  inquiries,  or  other  communications  in  relation  to  the 
Returns,  should  be  addressed  to  this  office. 

Per  order  of  the  Board  of  Gas  and  Electric  Light  Commissioners, 

WALTER  S.  ALLEN,  Clerk. 
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RETURN     OF     THE     TOWN    OF TO    THE 

BOARD    OF    GAS    AND    ELECTRIC    LIGHT  COMMIS- 
SIONERS OF  MASSACHUSETTS, 

For  the  Year  Ekdinq  June  30,  1892. 


Name  of  town, 

Dates  of  votes  in  acceptance  of  the  provisions  of  section  1  of  chapter 
370  of  the  Acts  of  1891, 

Record  of  votes:  — 

First  vote :  Yes,        No,        .    Second  vote :  Yes,        No, 

Date  when  town  began  to  operate  electric  plant. 

Date  when  town  began  to  sell  electric  light, 

Name  and  post-office  address  of  manager  of  electric  light, 

Name  and  post-office  address  of  town  treasurer, 

Name  and  post-office  address  of  town  clerk. 

Names  and  post-office  addresses  of  sinking  fund  commissioners, 

Name  and  post-office  address  of  treasurer  of  sinking  fund, 

Was  an  electric  lighting  plant  located  in  the  town,  or  were  electric 
lights  supplied  to  the  town  or  any  of  the  residents  therein  by  a  private 
corporation,  firm  or  person  before  or  at  the  time  when  the  town  pur- 
chased an  electric  lighting  plant  for  its  own  use  P 

Did  the  town  acquire  such  plant  or  any  portion  of  it,  or  did  it  pur- 
chase and  install  a  new  and  independent  plant  P 

Total  valuation  of  estates  in  town  according  to  last  State 
valuation,      .        •        • t 

Appropriations. 
(Included  in  tbe  legolar  tax  levies.) 
For  construction  or  purchase  of  plant : 


♦At  meeting  189 

♦At  meeting  189 

•At  meeting  189 


Total, 


For  specific  extraordinary  repairs  or  alterations : 
♦At  meeting  189    , 

♦At  meeting  189    , 


Total, 


•  Date  of  meeting,  and  whether  annaal  or  special. 
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For  sinking  fund : 


•At  meeting  189    , 

*At  meeting  189    , 

Total, 

)r  account  of  bonds  or  notes : 

•At  meeting  189    , 

•At  meeting  189    , 

Total, 

)r  current  maintenance  or  operation  of  plant 
•At  meeting  189    , 

•At  meeting  189    , 

Total.* 


Total  appropriations  other  than  for  maintenance  and  operation. 

Bonds. 


When 
Anthoriwjd* 

Date  of  lasm. 

When  Doe. 

Rate 
of  Inteteet. 

luaed  for 
What 

Amount 

Town  Notes  Outstandinq  Junb  30,  1892. 
(Issued  on  aocoant  of  electric  lighting.) 

W)i«n 
Anthorixed.^ 

Date  oriuii«. 

When  Due. 

Rate 
of  Intereet 

iKsned  for 
What. 

Amount 

Amount,  at  par,  of  bonds  issued  prior  to  June  30, 1891,     .        .  I 

Amount  received  from  same  at  sale, f 

Amount,  at  par,  of  bonds  issued  during  year  ending  June  30, 


1892, 


Amount  received  from  same  at  sale, I 

Sinking  Funds. 


Whbv  Establishbd.* 

Amount  Amvuallt 
Rkquikbd. 

Prssknt  Valub. 

Cbbatkd  to  Pat  Bobds 

Amonntlnff  to 

Dae. 

*  Date  of  meeting,  and  whether  annual  or  special. 
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Amount  of  manager^s  salary,      .        •        .        •        .        •        .  I 

What  is  the  amount  of  manager^s  bond  P I 

Have  any  by-laws  been  passed  concerning  the  electric  plant  ? 
If  any,  give  date  of  passage, 

Cost  of  Plant. 
(As  shown  by  the  books  at  dose  of  basiness  Jnoe  30, 1892.) 

Cost  of  real  estate,       .        t        ••••...  f 

Cost  of  steam  plant, 

Cost  of  electric  plant, 

Cost  of  electric  lines, 

Cost  of  arc  lamps, 

Cost  of  incandescent  street  lamps  and  globes  (original  instal- 

*  lations), 

Cost  of  inside  wiring, 

Cost  of  electric  meters, 

Total  cost  of  electric  light  plant  as  shown  by  books  June  30, 
1892 t 

Amount,  if  any,  added  to  construction  during  year  ending 
June  30, 1892,    .•....,...  ( 
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Genkral  Infobmation. 


Location  of  plant, 

Area  of  land,  and  size  and  material  of  buildings  occupied  by  the 
plant. 
Are  the  same  owned  or  leased  by  the  town  P 
Detcription  of  motive  power :  — 


BoUen. 


No. 

ICaxxb. 

Kind  of  Betting. 

Diametei 
of  BheU. 

r    No.  of 
Tubes. 

Diameter 

of 

Tubes. 

Ill 

Rated 
Horse- 
Power. 

Emffin€9. 

No. 

ILULBB. 

Diameter  of 
Cylinder. 

Stroke  of 
Piston. 

No.  of  Revo- 

lutions  per 

Minute. 

Rated  Horse- 
Power. 

Water  WheeU, 

No. 

Makkb. 

Diameter. 

Fall. 

Estimated 
Horse-Power. 

Are  the  dynamos  belted  directly  to  the  engines  P 
Description  of  dynamos:  — 

No. 

Makkb. 

Oapaoity  of 
eaeh.^ 

Ampere 
Current. 

Nominal 
Candle  Power. 

Arc:  — 

loeiiodesoeol:  — 
Direct  enrrenl. 

IfnoldiMdlncandes. 
eent  system :  — 
Direct  earreot. 

Incaodeseent :  ^ 
Alternating  onr- 
rent. 

^  Number  of  lamps. 
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Description  of  the  arc  lines :  — 


[Jan. 


Length 

feet 
out and 
reiam. 

Size 

INOANDBBCKNT  LAXPS. 

CrncuiTB. 

OF  WlBB. 

PUBUO. 

COM- 
MBRCIAL. 

Public. 

Com- 

MBRCIAL. 

MOTOBS. 

Volta. 

No.  Gauge. 

No.|c.P. 

No. 

C.P. 

No.|c.P. 

No. 

C.P. 

No. 

H.P. 

No.l, 
No.  2. 
No.  8, 
No.  4, 
No.  6, 

Deseription  of  the  incandescent  lines :  — 
Direct  Ourrent, 


FBBDBR8. 

Number 

of 
Wlree. 

Length 

of  Wire, 

Feet. 

BiZB 
01"  WlBB. 

Lamps 

BUPPLIBD. 

Volte. 

Motors 

BUPPUBD. 

VolU. 

No. 

Gauge. 

No. 

C.P. 

No. 

H.P. 

No.l. 
No.  2, 
No.  3, 
No.  4. 
No.  6, 

Description  of  the  incandescent  lines :  — 

Direct  Ourrent. 


Mains. 

Number 

of 
Wires. 

Length 

of  Wire, 

Feet. 

SiZB 
OP  WiRB. 

Lamps 
Attachbd. 

Volts. 

Motors 
Attached. 

VolU. 

No.  Gauge. 

No. 

C.P. 

No.|   H.P. 

No.l, 
No.  2, 
No.  8, 
No.  4, 
No.  6, 

Municipal  Incandetcent  Syttem. 

ClBCUlTS. 

Length  feet 

out 
and  return. 

Size  of  Wibb. 

Lamps. 

VolU. 

No. 

Gauge. 

No. 

C.P. 

No.   1. 
No.   2, 
No.   3, 
No.   4, 
No.   6, 
No.    8, 
No.    7, 
No.   8, 
No.   9. 
No.  10, 
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AUemaUng  Current. 

ClBCUITB. 

Length  of 
Wire  out  and 

Bizs  0]>  WlBB. 

T.AMPfl. 

VolU. 

Motors. 

Volta. 

return,  feet. 

No. 

Oange. 

No. 

C.P. 

No. 

H.P. 

No.l. 
No.  2. 
No.S. 
No.  4, 
No.  6, 

Converter*. 


No         j       No.  of  Lighta  each.      |      Candle-powor. 


Location  of  Converters. 


Average  daily  number  of  street  lamps  lighted  in  each  month :  — 


Month. 

Are.   Incandescent.,  Month .1  Arc. 

1                         1               1 

Incandescent. 

Month.l  Arc. 

Incandescent. 

July.  . 

1  Nov.. . 

March. 

Aug.,  . 

|Dec... 

April, 

Bept .  . 

Jan..  . 

May.. 

Oct..    . 

Feb.,  . 

June, . 

Nmuber  of  days  in  each  month  that  the  street  circuits  were  lighted :  — 


Month.  ;  No.  of  Days. 


Joly. 

Aag.,^ 

Sept., 


Month.'  No  of  Days. 


Oct.,  . 
Nov., . 
Deo., . 


Month.  No.  of  Days. 


Jan..  . 
Feb.,  . 
March, 


Month  No.  of  Days. 


April, 
May.. 
June, . 


Average  daily  number  of  hours  street  lights    were   run  in  each 

month :  — 

f 


Month. 

Hoars. 

Month. 

Hours. 

Month. 

Hours. 

Jnly,      . 
Aug.,     . 
Sept..     . 

Oct.,      . 
Nov.,    . 
Deo.,     . 

Jan.,     . 
Feb.,     . 
March, . 

Month.      Hours. 


AprU,   . 
May,     . 

June,    . 
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What  kind  of  wire  is  used  P 

Number  of  poles  set  in  streets  or  public  ways  for  electric  light  lines, 

Number  of  poles  set  elsewhere  for  the  same  purpose, 

Materials  used  for  poles. 

What  other  means  of  supporting  wires  are  used,  and  to  what  extent  P 

Length,  in  feet,  of  streets  or  public  ways  occupied  by  overhead  wires. 

Length,  in  feet,  of  underground  conduit, 

Length,  in  feet,  of  wire  in  the  same, 

Number  of  single  arc  lamps  used, 

Number  of  double  arc  lamps  used. 

Number  of  plain  carbons  used  during  the  year. 

Number  of  copper-coated  carbons  used  during  the  year. 

Number  of  customers  using  only  arc  lights, 

Number  of  customers  using  only  incandescent  lights. 

Number  of  customers  using  only  incandescent  lights  off  arc  circuits, 

Number  of  customers  using  both  arc  and  incandescent  lights. 

Number  of  meters  in  use  by  private  consumers  June  30, 1891,  giving 
number  of  each  size. 

Number  of  meters  in  use  by  private  consumers  June  80, 1892,  giving 
number  of  each  size. 

Number  and  size  of  lamps  used  at  station. 

How  many  ampere  hours  have  been  supplied  during  the  year  from 
alternating  current  dynamos  P 

How  many  ampere  hours  have  been  supplied  during  the  year  from 
dynamos  of  110  volts  potential  P 

How  many  ampere  hours  have  been  supplied  during  the  year  from 
dynamos  (or  generators)  of  *  volts  potential  P 

Schedule  of  prices  for  commercial  arc  lights. 

Schedule  of  prices  for  commercial  and  domestic  incandescent  lights, 

Schedule  of  prices  for  electric  power. 

What  changes  have  been  made  during  the  year  in  prices  for  lights, 
and  when  made  P 

What  kinds  of  electric  motors  are  used,  and  for  what  kinds  of  work 
are  they  employed  P 

Is  current  furnished  for  light  during  the  dayP 

Is  cun^ent  furnished  for  operating  street  cars  ? 

Does  the  town  wire  buildings  P    If  so,  on  what  terms  P 

On  what  terms  does  the  town  furnish  incandescent  lamps  and  renew- 
als of  the  same  P 

Statement  of  coal  and  other  fuel  for  year  ending  June  30, 1892 :  — 


On  hand 
Jane  30, 1801. 


Beoeived  daring 
the  Tear. 


Used  daring 
the  Tear.t 


On  hand 
Jnne  30, 1802. 


Coal,      .       . 
Other  Fuel,  . 


Tons. 


Tona. 


Tons. 


Tooa. 


*  Pleaae  give  number  of  volta  potential  on  each  machinea. 
t  Should  inolade  shrinkage. 
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Average  cost  of  same  delivered  at  works, 

Average  Dumber  and  wages  of  men  employed,  viz. :  — 


Number  of  Hen. 


How  Bmployed. 


Average  Wages  per  Month. 


What  additions,  alterations  or  improvements,  not  already  stated,  have 
been  made  to  or  in  the  electric  plant  during  the  year  ending  June  30, 
1892? 

What  experiments  or  changes  have  been  made  during  the  year  ending 
June  30, 1892,  in  the  method  of  generating  or  distributing  the  electric 
light  or  in  the  management  of  the  business  P 

What  is  the  total  amount  expended  for  construction  during  the  year 
ending  June  30, 1892? 

Name  and  Post-office  Addbess  of  Selectmen. 

Manager  of  Electric  Light, 
Selectmen, 


Commonwealth  of  Massachusetts. 

88.  1892. 

Then  personally  appeared 
and  severally  made  oath  to  the  truth  of  the  foregoing  statement,  by 
them  subscribed,  according  to  their  best  knowledge  and  belief. 

Justice  of  the  Peace, 
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PAOB 

Accidents,  electric, 81 

"gas, 36 

Actinrelation  to  standard  of  candle-power  of  gas, 260 

"    <*       «       "  mnnicipal  ownership, 261 

ti    II       II       i<  returns  by  companies, 262 

II    .1       II       II  erection  of  electric  light  wires, 262 

Aggregates  balance  sheets,  electric  companies, 91 

**             **          "     gas  companies, 51 

<*        expenses,  electric  light  companies, 90 

'*             "         gas  companies, 49 

**        receipts,  electric  light  companies, 90 

"              "       gas  companies, 49 

Alexander  et  al.,  appeal  of, 8 

Appeal  of  Consamers' Qas  Company  of  New  Bedford, 8 

<«      *<  Marlboroagh  Gas  Light  Company, 14 

«      «<  PhoBbns  H.  Alexander  et  al., 8 

<•      **  Wake6eld  Electric  Light  and  Power  Conipany 8 

Arc  lamps, 104 

Assessed  values,  electric  light  companies, 92 

**            *<       gas  companies, 62 

Authorisation  of  gas  companies  to  supply  electric  light, 12 

Average  price  of  all  gas  sold, 68 

"          **     "  meter  gas, M 

Balance  sheets, 129 

Bonds  and  notes,  electric  light  companies, 86 

«i      II       II      gm  companies, 46 

Books  and  accounts  in  towns,  instructions  abont, 263 

Boston,  reference  to  companies  in, 7 

Boston  Oas  Light  Company,  petition  of  consumers  against,      ....  13 
««        "      "           «•         special  report  upon,  to  legislature,        .               .249 

Bralntree,  electric  light  in  town  of, 18 

Brockton,  municipal  ownership  in, 20 

Brookline,  municipal  ownership  in  town  of, 20 

Candle-power, ft8 

«       «       sUndard  of,  in  gas,  raised, 260 

Capital,  electric  light  companies 85 

<*       gas  companies, 43 

•<         *•         "          per  mile  of  main, 70 

«<         "          **           "  thousand  feet  sold, 68 

Carbons  used, 104 

Cases  pending, 125 

Citizens*  Gas  Light  Company  of  Reading,  etc.,  petition  against,  by  selectmen 

of  Wakefield 7 

Chicopee,  municipal  ownership  in, 20 

Coal  carbonized, 72 

*<   used,  electric  light  companies 99 

Commercial  arc  lights,  number, 106 
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PAOB 

Commerdal  incandescent  lights,  nmnber, 106 

«        electric  lights,  price, 117 

CoDsamera,  namber  of,  per  mile  of  main,  gas  companies, 70 

Corporate  names,  electric  light  companies, 85 

"            *'       gas  companies, 43 

Cnstomers,  number  of  electric  light, «  106 

Daily  ontpnt  of  gas,  greatest  and  least, 66 

Danrers,  electric  light  in, 21 

Diridends,  electric  light  companies, 93 

**        gas  companies, 56 

Dynamo  capacity,  maximum, 95 

Edison  Electric  Illuminating  Company  of  Lawrence,  consolidation  of,  with 

Lawrence  Gas  Company, 6 

Electric  light, 85 

•<       •<     aathorization  of  gas  companies  to  supply, 12 

•<       <(     total  number  of  lamps, 99 

««       "     companies, 85 

"       **             "        boilers, 99 

"       ••              "        dynamos, 99 

"       "             "        engines, 99 

**       **             *'        system  used 95 

*•       "              "         water  power, 99 

Enrichers, 72 

Everett,  municipal  ownership  in 21 

Gardner  Gas  Light  Company,  sale  of, 5 

Gas  companies, 43 

Gas  companies,  authorization  of,  to  supply  electric  light, 12 

"          **         supplying  electric  light, 45 

««   price  of, (.7 

**   quantities  made, 63 

**          **        sold  by  meter, 63 

'*          "         sold  to  public  lamps,    .       .       .       , 63 

•<           »         unaccounted  for, 63 

•'          **         used  at  works  and  offices, 63 

**          "         sold  per  consumer, 70 

««           "            "      **  mile  of  main, 70 

«•          «           "     •*  meter  of  light, 70 

**          "         nnaccountedfor  per  mile  of  main, 70 

«    toUl  sales, 68 

••   stoyes, 80 

**   works,  private  owners  of, 46 

Haverhill,  municipal  ownership  in, 22 

Hudson,  municipal  ownership  in, 22 

Impurities  in  gas  in  excess 83 

Increase  in  gas  sales,  per  cent., 68 

Inspections  of  gas, 84 

Lamps,  arc, 104 

**       high  power  gas, 80 

Lamps,  incaodetcent, 106 

"       public  electric, Ill 

**       public  gas, 81 

Lawrence  Gas  Company,  consolidation  with  Edison  Company,  6 

Legislation  of  the  year  1892, 260 

Lexington  Gas  Light  Company,  petition  of,  for  electric  light,   ....  12 

Location,  electric  light  companies 85 

<«        gas  companies, 43 


Digitized  by 


Google 


288  INDEX. 

PAGB 

Maine  gas  companies, •   •  7S 

Marblebead,  mnnldpal  ownership  in, 23 

Materials  used,  oil  gas, 75 

«•          "     water  gas, 74 

Melrose,  manicipal  ownership  in, 23 

Meters,  gas, 78 

Mile  of  main,  gas  sold,  etc.,  per, 70 

Motors,  electric, 104 

Municipal  ownership, 18 

Needham,  manicipal  ownership  in, 24 

New  Bedford,  appeals  of  Consumers'  Gtas  Company  in, 8 

New  companies  incorporated  during  the  year, 6 

North  Attleborough  Oas  Light  Company,  illegal  stock,  issue  of,      ...  29 

North  Attleborough,  municipal  ownership  in, 24 

Norwood,  municipal  ownership  in, 24 

Oil  gas, 75 

Output  of  gas,  greatest  and  least  daily, 66 

Feabody,  appeal  of  Phcebus  U.  Alexander  et  eU.  from  selectmen  of,        .       .  8 

Feabody,  Electric  light  In, 24 

Fenaltiesfor  delay  of  returns 262 

Fetitlon  of  Consumers'  v.  Boston  Gtas  Light  Company, 13 

•<       «  selectmen  of  Wakefield  v.  Citisens'  Gas  Light  Company,        .       .  7 

"       **  Lexington  Gas  Company, 12 

Foles,  electric  light  companies, 102 

Frice  of  electric  light, 117 

«•     "  gas. 58 

Froflt  and  loss  accounts, 129 

Public  lamps,  electric, Ill 

'*        *•      gas, 81 

Fnrity  of  gas, 82 

Beading,  municipal  ownership  in, 25 

Returns,  penalty  of  delay  in  filing, 252 

*<        form  of,  for  towns, 273 

Springfield,  municipal  ownership  in, 2-5 

Stockholders,  electric  light  companies, 88 

«           gas  companies, 47 

Stoughton,  municipal  ownership  in, 26 

Street  mains,  gas, 75 

Taxes  paid,  electric  light  companies, 92 

*<       *<     gas  companies, 54 

Town  clerks,  reports  from,  required, 261 

Towns,  form  of  returns  from,      r 278 

Unaccounted-for  gas,  percent., 63 

<*          **          per  mile  of  main, 70 

Violations  of  laws, 29 

Wakefield  Electric  Light  and  Power  Company,  appeal  of, 8 

Wakefield,  municipal  ownership  in, 26 

Wakefield,  petition  of  selectmen  of,  against  the  Citizens*  Gas  Light  Company, 

of  Reading,  South  Reading  and  Stoneham, 7 

Walworth  Light  and  Power  Company,  suit  of  Attorney-General  against,        .  6,  257 

Water  gas, 74 

Wellesley,  electric  light  in, 27 

Whitman,  municipal  ownership  In, 28 

Wires,  electric  light  companies, 102 

**      law  about  erection  for  electric  light, 262 

Wobum,  municipal  ownership  in, 28 
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The  Board  of  Gas  and  Electric  Light  Commissioners  respectf  ally 
submits  its  Ninth  Annaal  Report. 

In  November  last  Hon.  James  W.  McDonald  resigned  from  the 
Board.  In  August  last  Hon.  Charles  A.  Towne  retired  from  the 
Board,  his  term  of  service  having  expired. 

There  are  now  one  hundred  and  thirty-four  companies  and  in- 
dividuals engaged  in  business  under  the  supervision  of  the  Board ; 
twenty-four  of  these  supply  both  gas  and  electric  light,  sixty-two 
only  electric  light  and  forty-eight  only  gas.  The  five  towns  f ur- 
nish'only  electric  light. 

The  corporate  name  of  the  Electric  Light  and  Patent  Flooring 
Company  has  been  changed  to  Amesbury  Electric  Light,  Heat  and 
Power  Company. 

The  plant  of  the  Middleborough  Gas  and  Electric  Company  has 
been  purchased  by  the  town  of  Middleborough. 

The  Berkshire  Electric  Light,  Heat  and  Power  Company  has 
been  organized. 

The  Brookline  Gas  Light  Company  has  extended  its  mains  and 
is  supplying  gas  to  the  city  and  to  consumers  in  certain  parts  of 
the  city  of  Boston,  including  the  whole  of  that  part  formerly  Rox- 
bury. 

The  Boston  Gas  Light  Company  and  the  Brookline  Gas  Light 
Company  have  during  the  year  begun  to  supply  water  gas,  and  the 
Lowell  Gas  Light  Company  to  supply  water  gas  mixed  with  coal 
gas. 

The  plant  of  the  Lexington  Gas  Light  Company  for  generating 
electricity  for  light  has  been  erected  and  the  orders  of  the  Board 
with  reference  thereto  have  been  found  to  have  been  complied 
with. 
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The  work  of  the  Board,  in  making  the  computations  for  its 
report,  is  interfered  with  by  the  delay  of  certain  companies  in 
filing  their  reports.  There  were  thirty  delinquent  companies  this 
year,  as  against  forty-five  last.  Of  these  twenty-one  were  filed  in 
September ;  six  in  October ;  two  in  November ;  while  that  of  one 
company  has  not  been  filed  at  all.  The  companies  would  help 
the  Board  if  they  would  file  their  reports  at  as  early  dates  as 
possible.  There  is  no  reason  why  all  reports  should  not  be  in 
before  the  time  limit  fixed  by  law. 

Bat  State  Gas  Company. 

By  the  terms  of  the  Statutes  of  1898,  chapter  474  (see  appen- 
dix), the  charter  of  the  Bay  State  Gas  Company  of  Massachu- 
setts was  annulled,  unless  the  company  should  cause  a  certain 
obligation  for  $4,500,000,  dated  March  11,  1885,  and  issued  by 
said  company  as  part  consideration  for  a  contract  for  the  con- 
struction of  its  works,  to  be  legally  annulled  and  discharged  and 
surrendered  to  the  Commissioner  of  Corporations. 

It  was  further  provided  that  the  company  might,  to  secure  the 
cancellation  of  this  obligation,  issue  to  its  holders  stock  to  an 
amount  equal  to  the  excess  of  the  actual  market  value  of  the  prop- 
erty of  the  company  over  $500,000,  not  including  any  value  for  its 
franchise. 

On  the  petition  of  the  Bay  State  Gas  Company  to  the  Supreme 
Judicial  Court,  Messrs.  George  O.  Shattuck,  Thomas  L.  Liver- 
more  and  Otis  Kimball  were  appointed  by  the  court  commission- 
ers to  determine  the  value  of  this  property,  and  after  hearings,  in 
which  the  city  of  Boston  and  the  Bay  State  Gas  Company  were 
represented  by  counsel,  they  found  on  October  80  that  the  actual 
market  value  of  the  property  was  $2,000,000. 

The  obligation  was  cancelled  November  24,  by  the  Mercantile 
Trust  Company  of  New  York,  its  holder,  and  after  cancellation  it 
was  deposited  in  the  ofl9ce  of  the  Commissioner  of  Corporations. 

At  a  meeting  of  the  stockholders  of  the  Bay  State  Gas  Com- 
pany of  Massachusetts,  held  on  November  27,  the  capital  of  the 
gas  company  was  increased  to  $2,000,000,  in  accordance  with  the 
valuation  of  the  commissioners. 


Digitized  by  VjOOQ IC 


185)4.]  PUBLIC  DOCUMENT— No.  35.  5 

The  additional  $1,500,000  of  stock  was  issued  to  the  Mercantile 
Trust  Company,  trustee,  the  then  holder  of  the  $4,500,000  obliga- 
tion, to  be  held  by  it  in  trust  for  the  holders  of  certain  notes  or 
bonds  of  the  Bay  State  Gas  Company  of  New  Jersey  under  two 
trust  deeds,  the  equity,  after  these  holders  are  satisfied,  belonging 
to  the  Bay  State  Gas  Company  of  Delaware. 

Effect  of  Reduction  in  the  Price  of  Gas  upon  Consumers' 

Bills. 
The  price  of  gas  having  been  reduced  by  the  different  gas  com- 
panies doing  business  in  Boston,  the  mayor,  on  November  9,  sent 
a  message  to  the  city  council,  from  which  the  following  extract 
is  taken :  — 

Some  question  having  arisen  as  to  whether  the  citizens  were  receiving 
the  full  benefit  of  the  reductions,  I  requested  the  City  Engineer  to  en- 
quire into  the  matter. 

These  reductions  should  effect  a  saving  of  half  a  million  dollars  yearly 
in  the  gas  bills  of  the  fifty  thousand  gas  consumers  of  this  city. 

The  actual  gas  bills  for  the  months  of  May,  June,  July  and  August, 
1892,  and  for  the  corresponding  four  months  of  1893,  were  procured  for 
the  following  buildings,  all  situated  in  the  territory  formerly  supplied 
by  the  Boston  Gas  Light  Company  exclusively,  viz. : 

American  House,  Young  Men*s  Christian  Union, 

Hotel  Brunswick,  C.  F.  Hovey  &  Co., 

New  England  House,  Jordan,  Marsh  &  Co., 

Parker  House,  Macullar,  Parker  &  Co , 

Quincy  House,  United  States  Custom  House, 

Revere  House,  United  States  Post-Office, 

Tremont  House,  Young's  Hotel, 

United  States  Hotel,  New  York  &  New  England 
The  Vendome,  passenger  station* 

The  Victoria, 

It  was  found  that  the  gas  bills  of  these  houses  for  the  four  months  in 
1892  amounted  to  fl7«820.99,  while  the  bills  for  the  corresponding  period 
of  1893  were  113,281.57;  a  reduction  of  |4,539.42,  or  almost  exactly 
twenty-five  and  a  half  per  cent 

It  thus  appears  that  these  particular  consumers,  whose  experience 
may  be  assumed  to  have  been  representative  of  that  of  the  people 
generally,  received  the  full  benefit  of  the  reduction  in  the  prices  charged 
by  the  Boston  Gas  Light  Company  from  f  1.30  to  (1  per  thousand  cubic 
feet 
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The  Board,  deeming  it  advisable  to  make  still  further  inquiries, 
asked  the  Boston  Gas  Light  Company  for  the  following  informa- 
tion :  One  hundred  and  ninety-four  names  of  possible  consumers 
were  selected  at  random  by  the  Board,  on  different  streets  in  the 
city,  and  the  Boston  Gas  Light  Company  was  requested  to  give 
the  amount  of  their  gas  bills  for  the  six  months  ending  Feb.  1, 
1894,  and  at  the  same  time  the  gas  bills  of  the  same  houses  for 
the  same  period  a  year  ago.  Houses  occupied  by  the  same  families 
during  the  two  periods  were  selected. 

The  company  promptly  complied  with  this  request.  As  almost 
all  these  accounts  were  quarterly  accounts,  it  was  obliged  to  take 
the  six  months  ending  Jan.  1,  1894,  and  compare  them  with  the 
corresponding  six  months  of  the  preceding  year.  In  28  cases  the 
bills  were  found  to  be  larger ;  in  144  cases,  smaller.  The  aggre- 
gate of  the  28  bills  in  the  first  period  was  $1,143.48 ;  in  the  sec- 
ond, $1,359.16,  — an  increase  of  $215.68.  The  aggregate  of  the 
144  bills  in  the  first  period  was  $6,345.37;  in  the  second, 
$4,620.71,  —  a  decrease  of  $1,724.66.  (In  a  large  number  of 
cases,  owing  to  the  dwelling-houses  being  closed  until  fall,  the 
company  was  obliged  to  take  the  period  running  from  seven  to 
nine  months  in  making  the  comparison.) 

A  further  test  was  made.  This  company  has  its  territory  di\ided 
into  nine  ledger  districts,  the  division  line  being  fixed  so  as  to 
make  the  number  of  meters  as  nearly  equal  as  possible.  A  list  of 
bills  of  135  customers,  taking  15  from  each  district,  was  made  by 
the  book-keepers  of  the  company,  in  pursuance  of  instructions  to 
take  out  indiscriminately  15  accounts  from  each  ledger  district, 
and  the  bills  of  consumers  of  January,  1893-4,  were  compared. 
The  aggregate  of  these  bills  for  January,  1893,  was  4,855,900  feet, 
sold  for  $6,312.67;  for  January,  1894,  4,479,900  feet,  for 
$4,479.90.  In  the  business  part  of  the  city  there  was  a  consider- 
able decrease  in  the  amount  of  gas  consumed. 

Springfield  Petition. 
This  was  an  application  by  gas  consumers  in  Springfield  against 
the  Springfield  Gas  Company.    The  hearings  were  given  in  Spring- 
field and  both  parties  were  represented  by  counsel. 
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It  appeared  that  the  Springfield  Gas  Company  had  been  the 
only  company  engaged  in  the  manafacture  and  supply  of  gas  in 
that  city  since  1848,  the  date  of  its  charter.  But  few  facts  were 
submitted  beyond  those  contained  in  the  published  reports  of  the 
Board,  but,  in  accordance  with  the  request  of  the  petitioners,  an 
extended  examination  was  made  of  the  company's  affairs  as  re- 
vealed by  its  records  and  accounts. 

The  features  which  it  seemed  most  important  to  consider  in  fix- 
ing a  fair  price  were  the  capitalization,  the  steam  department,  the 
present  condition  of  the  plant  and  recent  profits. 

In  the  year  1879,  under  the  general  authority  granted  by  the 
Legislature,  the  company  added  to  its  other  business  the  supply  of 
steam  for  general  distribution  for  heating  stores  and  dwellings. 
For  a  considerable  time  afterward  this  branch  of  the  business 
seems  to  have  been  unprofitable  and  a  considerable  amount  of  gas 
profits  was  used  to  maintain  It.  In  the  opinion  of  the  Board  such 
a  condition  ought  not  to  exist ;  the  money  invested  in  the  steam 
plant  should  look  for  its  profits  to  the  steam  business  alone,  and 
this  principle  has  been  followed  in  fixing  the  price. 

From  an  examination  of  the  plant  it  is  apparent  that  if  the  busi- 
ness of  the  company  is  to  increase  at  its  normal  rate  large  sums 
must  be  expended  in  the  near  future  for  extraordinary  repairs  and 
extensions. 

Throughout  its  history  the  company  has  been  uniformly  prosper- 
ous and  until  recent  years  to  a  greater  degree  than  most  others  of 
its  size  within  the  State.  The  attention  of  the  Board  was  partic- 
ularly called  to  the  capitalization  of  the  company  and  the  manner 
of  its  growth  has  been  carefully  studied.  It  appears  that  it  has 
increased  from  time  to  time  until  from  originally  less  than  $50,000 
it  has  reached  the  sum  of  $500,000 ;  although  the  payment  of  this 
increase  seems  to  have  been  made  in  cash  and  according  to  law, 
yet  from  the  relation  of  various  new  issues  of  stock  to  the  divi- 
dends declared  it  may  be  inferred  that,  directly  or  indirectly,  a 
very  large  percentage  has  been  paid  for  by  the  divided  profits  of 
the  company.  This  is  perhaps  the  most  important  feature  for  con- 
sideration in  connection  with  a  study  of  this  case.  The  policy 
seems  to  have  been  to  maintain  the  capital  on  a  level  with  the  con- 
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struction  account  by  declaring  diyidends  to  the  amoant  of  its  in- 
crease and  issuing  new  stock  for  the  same  amount.  It  may  be 
stated  that  when  this  was  done  no  legal  objection  existed  to  such 
a  course.  All  profits  of  the  company,  under  ordinary  conditions, 
as  a  matter  of  law,  belong  to  the  shareholders,  and  even  when 
invested  in  plant  may  be  divided  among  them  if  they  see  fit ;  but 
such  a  course  is  to-day  generally  recognized  as  against  the  best 
interests  of  a  company  and  contrary  to  the  spirit  of  existing  legis- 
lation in  this  Commonwealth.  By  such  a  method  the  capital 
account  inevitably  becomes  higher  in  proportion  to  the  company's 
output  than  a  sound  and  conservative  policy  can  approve. 

It  is  important  to  consider,  however,  that  every  dollar  of  the 
new  capital  issued  in  this  manner  in  this  company  was  represented 
by  money  actually  put  into  the  development  of  the  plant  and  that 
the  entire  capital  is  fairly  entitled  to  dividends,  although  at  a  lower 
rate  than  might  be  permissible  under  a  different  policy. 

When  gas  reaches  the  consumer  it  is  burdened  with  three  obli- 
gations :  first,  its  fair  cost ;  second,  a  fair  dividend  on  a  reasona- 
ble amount  of  capital ;  and  third,  such  excess  as  will  give  the 
company  8ufi9cient  surplus  to  enable  it  to  meet  extraordinary  acci- 
dents and  conduct  its  business  with  the  highest  economy.  The 
consumer  is  in  duty  bound  to  pay  these  charges.  If  he  pays  more 
and  the  company  converts  this  excess  into  new  capital,  increasing 
it  to  a  figure  beyond  the  fair  amount  demanded  by  the  business, 
the  consumer  is  burdened  with  too  high  a  price  for  the  gas  in  th^ 
first  instance  and  thereafter  with  a  dividend  charge  upon  his  own 
contributions.  A  company  which  pursues  this  policy  and  to  this 
extent  fails  to  appreciate  its  obligations  to  its  customers  must 
sooner  or  later  pay  the  penalty.  The  growth  of  the  company's 
capital  and  its  policy  in  reference  thereto  are  recognized  by  this 
Board  as  facts  which  it  is  proper  and  necessary  to  consider  in 
adjusting  complaints  by  consumers. 

In  recent  years  the  company's  profits  have  not  been  extrava- 
gant, and  a  reduction  in  rates  to  the  extent  recommended  can  only 
be  secured  if  the  plant  is  to  be  maintained  at  its  proper  efiSciency^ 
either  by  a  substantial  increase  of  business  or  by  a  reduction  in  the 
dividends.    If  the  latter  becomes  necessary,  it  will  be  for  th6 
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reason,  as  suggested  in  a  former  case,  that  the  injadicious  conver- 
sion of  profits  or  supposed  profits  into  stock  imposes  in  the  end  a 
certain  loss  upon  consumers  or  future  holders. 

The  Board  recommended  that  from  and  after  the  first  day  of 
May,  1898,  the  net  price  of  gas  supplied  by  the  Springfield  Company 
should  not  exceed  $1.40  per  thousand  feet. 

The  vote  upon  this  was  passed  by  the  Board  on  April  14,  and 
April  24  the  recommendation  was  adopted  by  the  company. 

East  Boston  Petition. 

This  was  an  application  by  consumers  of  the  East  Boston  Gas 
Company  for  a  reduction  in  the  price  and  an  improvement  in  the 
quality  of  its  gas. 

The  public  hearings  which  the  law  requires  were  held  at  the 
office  of  the  Board.  The  petitioners  were  represented  by  counsel 
and  the  company  by  its  executive  officers.  But  little  attention  was 
given  at  the  hearing  to  the  question  of  quality,  as  the  particular 
contention  of  the  parties  seemed  to  be  with  respect  to  the  price. 
The  candle-power  of  the  gas  supplied  by  the  company  has  been 
uniformly  and  without  exception,  as  appears  by  the  report  of  the 
State  inspector,  in  excess  of  the  limit  fixed  by  the  statute. 

This  company  was  established  and  began  to  supply  gas  in  the 
year  1853,  and  has  been  the  only  company  engaged  in  the  business 
within  its  territory.  Throughout  its  history  it  appears  to  have 
been  managed  with  rigid  economy  and  has  never  watered  its  stock. 
Its  dividends  have  been  regular,  but  the  average  dividend  does  not 
seem  to  have  been  unfairly  large. 

Very  little  criticism  was  made  at  the  hearing  of  the  company's 
management  or  its  condition,  but  the  attention  of  the  Board  was 
particularly  directed  to  the  size  and  character  of  the  company's 
surplus,  and  opposition  to  such  a  surplus  was  shown  by  the  peti- 
tioners. 

It  has  been  the  policy  of  the  company's  management  throughout 
its  history  to  refrain  from  dividing  among  the  stockholders  the 
entire  profits,  as  was  undoubtedly  their  legal  right,  and  to  regu- 
larly lay  aside  a  portion  of  them  with  the  special  view  of  creating 
this  surplus ;  this  policy,  we  believe,  should  be  commended  and 
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enconraged  rather  than  condemned,  since  the  history  of  the  busi- 
ness shows  that  where  other  conditions  are  equal  the  lowest  prices 
are  afforded  only  by  those  companies  that  have  systematically  pur- 
sued it.  So  much  of  this  surplus  as  is  invested  in  plant  or  equip- 
ment gives  strength  to  the  corporation  and  aids  in  maintaining  a 
low  price,  since  the  facilities  of  a  company  are  increased  thereby 
without  a  corresponding  increase  of  capital  demanding  dividends. 
The  surplus  in  this  case  amounts  to  not  far  from  $80,000,  or  about 
35  per  cent,  of  the  capital  of  the  company.  A  portion  of  this  is 
invested  in  the  plant  and  the  personal  property  reasonably  neces- 
sary for  the  conduct  of  its  business.  Something  more  than  one- 
half  is  invested  in  interest-bearing  securities.  It  is  possible  that 
through  improvements  in  the  plant  some  slight  reduction  in  the 
cost  of  gas  may  be  made,  but  the  grounds  for  any  considerable 
reduction  in  price  must  rest  in  a  measure  upon  what  is  a  fair  and 
proper  treatment  of  this  surplus.  In  this  consideration  it  becomes 
an  important  and  difficult  question  to  determine  the  proper  use 
to  which  these  investments  should  be  put,  to  discover  what  are 
the  equitable  interests  of  the  stockholders  and  the  public  in  them, 
and  to  determine  how  far  and  in  what  way  the  consumers  may 
properly  reap  advantages  for  such  accumulation.  In  view  of  all 
the  relations  existing  between  the  two  parties  in  interest  the  Board 
is  unable  to  agree  that  it  should  be  treated  as  the  exclusive  prop- 
erty of  either.  If  the  affairs  of  the  corporation  were  to  be  wound 
up  by  proceedings  for  dissolution,  this  sum  would  unquestionably 
belong  and  be  distributed  ratably  to  the  shareholders.  They  have 
to-day  an  undoubted  legal  right  to  convert  these  securities  into 
cash  and  to  divide  the  proceeds  in  the  same  manner  as  they  would 
distribute  any  other  portion  of  their  profits.  Such  a  course,  how- 
ever, would  unquestionably  be  against  the  interests  of  the  corpora- 
tion and  would  probably  prove  fatal  to  its  prosperity. 

It  does  not  appear  that  the  prices  charged  by  the  East  Boston 
Company  during  any  period  of  its  history  have  been  notably  higher 
than  those  of  other  companies  of  similar  size ;  it  may  be  even 
doubted  whether  they  have  yielded  on  the  whole  an  average  price 
so  high  for  much  of  its  history.  Its  output  for  street  lighting  has 
been  a  larger  percentage  of  its  entire  consumption  than  in  the  case 
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of  most  companies,  and  during  a  considerable  period  this  part  of 
its  gas  was  supplied  at  the  same  price  as  that  of  its  much  larger 
neighbor  in  the  main  portion  of  the  city  of  Boston. 

From  the  public  the  company  has  received,  without  any  consid- 
eration and  at  a  time  when  it  was  probably  not  prepared  to  pay 
a  consideration,  a  franchise  which,  although  of  doubtful  value 
then,  has  proven  since  to  be  of  the  highest  value  to  its  owners. 
Very  much  of  the  company's  profits  has  come  from  the  natural 
growth  of  wealth  and  population  in  the  territory  which  it  supplies 
and  to  which  its  corporate  management  has  directly  contributed 
but  a  small  share. 

This  surplus  must,  we  believe,  be  regarded  as  the  combined 
result  of  a  wise  corporate  management  and  the  contributions  on 
the  part  of  the  public.  It  would  seem  that  the  company  is  under 
obligation  to  so  use  a  surplus  of  this  character  that  substantial 
advantages  may  accrue  from  it  to  the  public,  and  such  a  course 
will  bring  added  strength  to  the  corporation  itself. 

From  an  examination  of  the  works  it  is  apparent  that  in  the 
interest  of  the  public  there  is  an  immediate  demand  for  the  invest- 
ment in  the  plant  of  a  portion  of  this  surplus,  and  for  a  yet  larger 
portion  in  the  near  future  if  the  demands  upon  the  company  increase 
as  in  the  past. 

A  reduction  of  price  may  generally  be  expected  to  secure  an 
increased  output.  This  expectation  is  not  always  realized,  and 
companies  are  frequently  unwilling  to  incur  the  risk  of  loss  by 
allowing  this  expectation  to  be  influential  in  fixing  a  price.  But 
the  surplus  of  this  company  may  be  regarded  in  the  nature  of  an 
insurance  fund  against  the  chances  of  loss  by  such  action  in  this 
case,  and  the  Board  therefore  named  a  price  somewhat  lower  than 
the  figures  of  present  cost  and  output  might  seem  to  warrant  if 
they  only  were  considered. 

In  view  of  all  the  facts  the  Board  recommended  that  the  net 
price  of  gas  supplied  by  the  East  Boston  Company  from  and  after 
the  first  day  of  May,  1893,  should  be  $1.50  per  thousand  feet. 

Notice  of  this  recommendation  was  sent  to  the  company  and 
was  adopted  by  them  at  the  first  meeting  of  the  directors  there- 
after held. 
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Boston,  Roxbury,  South  Boston  and  Dorchester  Petitions. 

These  were  applieaiions  against  the  Roxbary,  Dorchester  and 
Soath  Boston  companies  for  a  reduction  in  price  by  separate  peti- 
tions from  consumers  in  the  districts  of  each  company,  and  by  the 
mayor  of  Boston  against  the  same  companies  and  against  the 
Boston  Gas  Light  Company,  the  latter  petition  being  supplemented 
by  that  of  a  large  number  of  private  consumers.  Two  sets  of  hear- 
ings were  given,  as  requested  by  the  parties,  and  public  advertise- 
ment of  the  same  was  made,  as  required  by  law. 

To  sup[>ort  their  requests  the  petitioners  relied  chiefly  upon  the 
facts  contained  in  the  various  returns  filed  with  the  Board  as 
required  by  law,  and  upon  the  published  reports  of  the  Board 
itself.  The  petition  of  the  mayor  against  the  Boston  Gas  Light 
Company  was  by  its  terms  based  npon  a  special  report  made  by  this 
Board  to  the  Legislature  in  1892,  which  exhibited  the  relations  of 
the  Boston  company  to  the  allied  companies  and  concluded  with 
the  statement  that  gas  conld  be  supplied  by  that  company  within 
its  territory  at  a  fair  profit  for  $1  per  thousand  feet  to  all  con- 
sumers. At  the  hearing  the  case  was  rested  principally  upon 
the  facts  and  figures  which  that  report  contained.  Although  this 
was  based  upon  a  careful  examination  of  the  company's  affairs, 
its  representatives  had  not  been  heard  in  reference  to  the  find- 
ings; the  investigation  was  entirely  ex  parley  and  could  not 
fairly  be  regarded  as  conclusive  against  the  corporation,  nor  could 
a  price  fixed  by  the  Board  be  made  binding  upon  the  company 
without  such  further  hearing  as  the  statute  requires.  It  consti- 
tuted, however,  a  prima  facie  case  in  support  of  its  conclusions. 
At  the  hearings  an  effort  was  made  by  the  company  to  control  in 
some  measure  the  facts  and  conclusions  of  the  report,  but,  in  the 
opinion  of  the  Board,  without  success.  Nor  did  a  careful  exami- 
nation of  the  returns  made  by  the  company  after  the  date  of  the 
report  furnish  sufficient  ground  for  a  modification  of  its  con- 
clusions. The  Board,  therefore,  fixed  the  price  of  gas  supplied 
by  the  Boston  company  after  May  1  at  $1  per  thousand  feet, 
in  accordance  with  its  former  report  and  the  request  of  the 
petitioners. 


Digitized  by 


Google 


1894.]  PUBLIC  DOCUMENT  — No.  35.  13 

This  petitioQ  coQtajned  a  further  request  that  a  special  and 
lower  rate  be  fised  for  gas  supplied  to  the  city  of  Boston  in  its 
corporate  capacity,  but  this  request  was  waived  at  the  hearing  and 
was  not  considered  by  the  Board. 

It  is  to  be  noted  that  t^e  oompaoies  named,  although  having  a 
common  control,  are  yet  distinct  persons  in  law,  making  separate 
returns  of  their  affairs,  would  stand  as  distinct  corporations  before 
the  courts,  and  must  be  treated  as  such  by  this  Board. 

The  South  Boston  company  has  numerous  shareholders  who 
have  held  their  stock  for  years,  and  have  but  little  interest  in 
common  with  the  present  mani^ement. 

The  Dorchester  company  sustains  in  many  respects  an  independ- 
ent relation  peculiar  to  itself. 

The  Board  haa  always  taken  the  position  that  companies  which 
have  received  from  the  public  as  a  free  gift  extensive  and  valuable 
privileges  by  the  exercise  of  which  alone  their  profits  become 
possible,  are  bound  to  return  to  the  public  the  most  efficient 
service  at  the  lowest  prices  consistent  with  a  fair  profit,  and  for 
this  purpose  to  avail  themselves  of  all  reasonable  facilities  and 
expedients  known  to  the  business  in  which  they  are  engaged.  If 
by  reason  of  superior  skill  in  management,  or  by  the  existence  of 
a  common  control  in  companies  supplying  contiguous  territories, 
apecial  economies  become  available,  while  the  corporation  which 
aecures  these  results  is  entitled  to  a  liberal  reward,  the  public 
should  also  receive*  as  a  matter  of  sound  business  policy,  some 
Bhare  in  the  benefits  thus  made  possible.  M^y  advantages  have 
resulted  from  the  intimate  relations  between  the  companies  under 
consideration,  and  some  share  of  the  possible  benefits  has  already 
been  received  by  their  respective  consumers  in  the  reductions  in 
price  which  all  the  companies  under  consideration  have  made  under 
(he  present  management.  To  enable  the  Dorchester  and  Roxbury 
companies  to  do  this,  they  have  purchased  their  gas  wholly  or  in 
part  from  the  Bay  State  or  Boston  companies,  and  if  the  present 
prices  are  to  be  maintained  or  lower  prices  reached,  this  policy 
must  be  continued.  The  works  at  Dorchester  and  Roxbury  are  not 
of  a  character  to  manufacture  gas  of  the  quality  now  distributed 
within  their  territories,  nor  of  a  capacity  sufl9cient  to  supply  the 
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demand ;  neither  can  they  be  equipped  therefor  without  a  large 
expenditure  of  money,  which  must  either  be  provided  out  of 
income  or  additional  capital,  with  the  necessary  added  burden 
upon  the  consumer. 

The  works  at  South  Boston  have  nearly  or  quite  reached 
the  limit  of  their  capacity,  and  if  the  candle-power  there  is 
to  be  increased  or  the  consumption  largely  developed  and  the 
lowest  reasonable  prices  secured,  it  will  be  obliged  in  the  near 
future  to  purchase  at  least  a  portion  of  its  gas  from  some  other 
company. 

It  remained  to  be  considered  whether  a  fair  and  reasonable  share 
of  the  benefits  available  from  the  peculiar  relations  of  the  several 
companies  named  had  been  received  by  the  consumers  through  the 
reductions  already  made  in  price.  In  the  opinion  of  the  Board, 
such  has  not  been  the  case.  By  the  introduction  of  improved 
methods  and  the  intimate  relations  existing  between  the  companies, 
although  prices  have  been  reduced,  the  combined  profits  have  been 
increased  to  an  amount  beyond  what  seems  to  be  the  fair  and 
reasonable  share  which  the  company  should  retain.  These  profits 
have  been  principally  derived,  however,  from  the  territory  occupied 
by  the  Boston  company,  and  but  a  small  percentage  from  the  subur- 
ban companies.  The  proper  reduction  of  these  profits  must  there- 
fore be  secured  principally  from  the  reduction  of  the  price  charged 
by  that  company.  Even  though  the  suburban  companies  —  the  Rox- 
bury,  Dorchester  and  South  Boston  —  should  purchase  all  their  gas 
of  the  same  company  and  at  the  same  price,  it  cannot  be  assumed 
that  they  would  all  be  able  thereby  to  supply  their  consumers  at 
the  same  price  or  at  as  low  a  price  as  is  fixed  for  the  territory  of 
Boston  proper.  The  cost  for  distribution  and  for  a  fair  dividend 
ui>on  the  capital  employed  must  vary  with  the  character  of  each 
company's  territory,  the  density  of  its  gas-consuming  population 
and  the  relation  of  its  output  to  its  capital.  In  Boston  proper 
nearly  five  times  as  much  gas  is  consumed  per  mile  of  main  as  in 
any  other  of  the  areas  mentioned,  and  to  pay  the  same  rate  of  divi- 
dend in  the  Roxbury  company  requires  twice  as  much,  and  in  the 
Dorchester  and  South  Boston  from  three  to  three  and  a  half  times 
as  much  per  thousand  feet  as  in  the  Boston  company. 
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These  facts  alone  are  saflScient  to  make  it  impossible  for  these 
suburban  companies  to  supply  their  respective  territories  at  the 
same  price  with  each  other  or  as  low  as  the  Boston  company.  A 
fair  and  low  price  which  will  also  be  nniform  throughout  the  terri- 
tory now  included  in  the  city  of  Boston  can  legally  and  reasonably 
be  required  only  when  that  territory  is  supplied  by  a  single  cor- 
poration in  law  and  in  fact. 

In  addition  to  the  cost  of  manufacture  or  a  fair  price  for  gas 
purchased  and  a  fair  cost  for  distribution,  including  management 
and  taxes,  the  Board  believed  it  necessary  and  advisable  to  add 
a  fair  allowance  for  depreciation,  and  extensions  or  improve- 
ments. Extraordinary  demands  for  extensions  may  properly  be 
met  by  the  issue  of  new  capital,  but  the  ordinary  demands  which 
a  progressive  management  desires  and  is  bound  to  meet  may  fairly 
be  provided  for  out  of  income  when  the  price  of  gas  is  not  made 
so  high  as  to  be  burdensome.  This  is  the  course  which  has  been 
pursued  by  the  best  managed  companies  in  this  State  for  a  long 
term  of  years  —  by  those  in  which  the  prices  to-day  are  the  lowest — 
and  has  probably  contributed  more  than  any  other  single  factor  to 
make  those  low  prices  a  possibility.  A  study  of  the  history  of 
the  business  will  show  that  the  benefits  arising  from  the  increase  of 
population  and  output  are  most  surely  secured  to  the  consumer  by 
an  adherence  to  this  policy.  By  this  the  capital  charge  is  kept 
low,  and  the  relation  of  capital  to  output  is  perhaps  the  most 
important  single  factor  bearing  upon  the  cost  of  gas  to  the  con- 
sumer. It  proves  advantageous  to  the  public  by  making  a  low 
price  possible,  and  to  the  shareholder  by  adding  security  to  his 
investment.  An  increased  consumption  demands  added  facilities 
for  manufacture  and  distribution,  and  if  the  share  capital  remains 
the  same,  the  amount  per  thousand  feet  which  consumers  must  pay 
for  fair  and  reasonable  dividends  rapidly  decreases. 

The  prices  fixed  assume,  as  indicated  above,  that  these  com- 
panies will  continue  to  buy  a  part  or  all  of  their  gas  from  the  Bay 
State  company  of  Massachusetts.  The  prices  heretofore  charged 
by  this  company  have  been  in  excess  of  what  is  essential  to  a  fair 
profit,  and  have  imposed  an  unjustifiable  burden  upon  the  com- 
munity.   This  has  been  due  largely  to  an  effort  to  secure  the  inter- 
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est  charge  on  a  bond  or  obligation  of  $4,500,000  which  is  incladed 
in  the  liabilities  of  the  company.  It  appeared  that  this  obligation 
was  given  in  payment  of  a  contract  which  was  never  fully  per- 
formed, and  that  the  consideration  actually  received  by  the  com- 
pany therefor  was  much  less  than  its  face  valae.  As  the  rate  to 
be  paid  upon  this  bond  is  dependent  upon  the  profits  of  the  com- 
pany, its  effect  upon  the  public  interest  is  not  essentially  different 
from  capital  stock  issued  without  consideration,  and  is  wholly  con- 
trary to  the  policy  of  the  State  as  indicated  by  its  legislation. 
Such  liabilities  cannot  be  allowed  to  stand  in  the  way  of  fair  prices 
by  dependent  companies.  The  Board  therefore  endeavored  in  the 
prices  named  to  allow  to  the  Bay  State  company  a  fair  return 
only  upon  the  actual  value  of  the  investment  in  its  business. 

Upon  the  foregoing  considerations  and  a  careful  examination  of 
the  affairs  of  the  several  companies  as  exhibited  in  their  returns 
and  accounts,  with  allowance  for  reasonable  variations  in  the  cost 
of  labor  and  materials,  the  Board  recommended  that  on  and  after 
the  first  day  of  July,  A.D.  1893,  the  net  price  of  gas  supplied  by 
the  Boxbury  company  should  not  exceed  $1.20  per  thousand  feet; 
by  the  Dorchester  company  should  not  exceed  $1.30  per  thousand 
feet;  and  by  the  South  Boston  company  should  not  exceed  $1.30 
per  thousand  feet. 

These  recommendations  were  adopted  by  the  Boston  company 
on  April  22,  and  by  the  South  Boston,  Boxbury  and  Dorchester 
companies  on  June  19. 

Appeals  of  the  Boston  Gas  Light  Coupany,  the  Boxbcrt 
Gas  Light  Cokpant  a»d  the  Bat  State  Gas  Compaky. 

In  the  matter  of  permits  issued  by  the  superintendent  of  streets  of 
the  city  of  Boston  to  the  Brookline  Gas  Light  Company :  — 

These  applications  were  based  on  the  action  of  the  superintendent 
of  streets  of  the  city  of  Boston  in  issuing  to  the  Brookline  Gas 
Light  Company  permits  to  open  certain  streets  in  said  city  for 
the  purpose  of  laying  gas  pipes. 

The  city  of  Boston,  by  the  corporation  counsel,  and  the  Brook- 
line Gas  Light  Company,  by  its  counsel,  appeared  in  opposition 
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and  moved  the  dlBmissal  of  the  appeals  oa  the  ground  that  the 
facts  relied  upon  by  the  appellants  did  not  present  a  case  within 
the  jurisdiction  of  the  Board. 

The  several  applications  were  framed  upon  similar  lines,  the 
material  averments  being  as  follows  :  — 

Commonwealth  of  Massachusktts. 
To  the  Honorable  Board  of  Oas  and  Electric  Light  Commissioners :  — 

Respectfully  represents  the  Company,  that  It  is  a  corporation  estab- 

lished under  the  laws  of  said  Commonwealth;  that  it  was  on  the  27th  day 
of  February,  A  D.  1893,  and  has  been  since,  a  gas  company  existing  and  in 
active  operation  in  the  city  of  Boston  in  said  Commonwealth,  and  that  the 
mayor  and  aldermen  of  said  city,  assuming  to  act  through  the  superintend- 
ent of  streets  thereof,  on  the  17th  day  of  March,  18$>3.  gave  consent  to  the 
Brookllne  Gas  Light  Company  to  open  stroet  in  said  city, 

by  a  permit  similar  in  form  to  the  permit  hereto  annexed,  for  the  purpose 
of  laying  gas  pipes  therein,  and  lilsewiMe,  on  the  27th  day  of  February, 
1893,  gave  consent  to  the  said  Brooliline  Gas  Light  Company  to  open  the 
following  streets  in  the  city  of  Boston,  namely :  —  by  a  similar 

permit,  for  the  purpose  of  laying  gas  pipes  therein.  And  flirther  repre- 
sents that  said  consent  in  each  and  every  instance  was  given  unlawfully, 
without  authority,  and  without  a  previous  public  hearing,  or  any  notice 
thereof  by  publication  or  otherwise,  and  if  valid,  is  unjust  and  greatly  to 
the  damage  of  said  Boston  Gas  Light  Company  and  the  people  of  said  city. 

Wherefore,  the  said  Company,  being  aggrieved  by  the  granting  of 

said  consent,  in  each  of  the  above  instances,  but  saving  all  its  rights  and 
remedies  in  the  premises,  and  without  admitting  the  validity  of  said  con- 
sents, appeals  therefrom  to  your  Honorable  Board,  and  prays  that  its 
appeal  may  be  sustained  and  said  consent  revotced  in  each  Instance. 

Boston,  March  20, 1893. 

The  Board  derives  its  authority  to  adjudicate  in  relation  to  open- 
ing the  streets  for  the  purpose  of  laying  gas  pipes  under  sections 
10  and  16,  chapter  314,  Acts  of  1885,  which  are  as  follows :  — 

Sect.  10.  In  any  city  or  town  in  which  a  gas  company  exists  In  active 
operation,  no  other  gas  company,  nor  any  other  persons,  shall  dig  up  and 
open  the  streets,  lanes  and  highways  of  such  city  or  town,  for  the  purpose 
of  laying  gas  pipes  therein,  without  the  consent  of  the  mayor  and  aldermen 
or  selectmen  of  such  city  or  town,  afler  a  public  hearing  before  said  mayor 
and  aldermen  or  selectmen  and  notice  to  all  parties  interested  by  publica- 
tion or  otherwise. 

Sect.  16.  Any  gas  company  which,  or  any  person  who,  is  aggrieved  by 
the  decision  of  the  mayor  and  aldermen  or  selectmen  of  a  city  or  town 
under  the  provisions  of  the  tenth  section  of  this  act  may  appeal  therefrom 
to  said  board  within  thirty  days  from  the  notice  of  said  decision,  and  said 
board  shall  thereupon  give  due  notice  and  hear  all  the  parties  In  interest 
and  its  decision  thereupon  shall  be  final. 
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The  following  facts  in  evidence  have  a  material  bearing  upon  the 
question  whether  the  conditions  essential  to  the  application  of  these 
sections  to  the  Brookline  Gas  Light  Company  concurred  at  the  time 
of  issuing  said  permits  :  — 

The  Brookline  Gas  Light  Company  was  organized  under  chapter 
17,  Acts  of  the  year  1853,  and  its  powers  were  extended  by 
chapter  104,  Acts  of  1854,  chapter  151,  Acts  of  1860,  and  chapter 
180,  Acts  of  1870. 

The  Boston  Gas  Light  Company  was  organized  under  chapter 
41,  Acts  of  1822,  and  by  chapter  74,  Acts  of  1837,  additional 
powers  were  conferred. 

The  Roxbury  Gas  Light  Company  was  organized  under  chapter 
198,  Acts  of  1852. 

The  Bay  State  Gas  Company  was  organized  in  1884,  under 
general  law. 

The  works  of  the  Brookline  Gas  Light  Company  were  originally 
established  in  the  town  of  Brookline,  where  it  continued  to  manu- 
facture all  its  gas  until  April,  1893,  when  the  old  works  were 
abandoned  and  the  company  moved  to  its  present  works  on  the 
banks  of  the  Charles  River,  in  the  Brighton  district.  Said  com- 
pany, at  the  time  of  granting  said  permits,  and  prior  to  the 
passage  of  said  chapter  314,  occupied  with  its  pipes  and  supplied 
gas  to  consumers  in  that  part  of  Boston  which  was  before  its 
annexation  the  town  of  Brookline,  and  also  in  the  Brighton 
district,  and  it  maintained  a  gas  pipe  extending  from  its  Brook- 
line line  across  the  sluiceway  to  a  point  on  Charlesgate  East,  in 
Boston  proper.  The  selectmen  of  the  town  of  Brighton  granted, 
Sept.  11,  1865,  permission  to  l;he  Brookline  Gas  Light  Company 
to  open  the  streets  of  that  town  for  the  purpose  of  laying  its 
pipes.  In  1873  the  company,  by  request  of  the  superintendent  of 
lamps  of  the  city  of  Boston,  laid  the  pipe  across  the  sluiceway 
albove  referred  to,  for  the  purpose  of  supplying  gas  to  a  city  lamp 
located  at  the  terminus  of  said  pipe,  and  the  company  supplied  gas 
to  this  lamp  until  Dec.  8,  1886,  when  the  light  was  discontinued 
by  the  city.  The  pipe  remained  until  taken  up  and  replaced,  by 
the  Brookline  company,  by  another  pipe,  in  1893. 

In  1875  the  city  of  Boston,  pursuant  to  an  order  passed  by  the 
boaixl  of  aldermen,  February  8  in  that  year,  contracted  with  the 
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Brookline  company  to  supply  gas  for  pablic  purposes  in  the  section 
of  the  city  traversed  by  its  pipes.  Feb.  27,  1898,  the  city  of 
Boston  entered  into  a  contract  with  said  company  to  furnish  gas 
in  the  districts  known  as  the  city  proper,  Rozbury  and  Brighton. 
The  Boston  Gas  Light  Company,  at  the  time  of  granting  the  said 
permits  and  prior  to  the  passage  of  said  chapter  314,  maintained 
its  pipes  and  supplied  gas  to  customers  in  Boston  proper. 

In  1822  the  board  of  aldermen  of  the  city  of  Boston  granted  to 
Alexander  Parus,  who  afterwards  became  one  of  the  incorporators 
of  the  Boston  Gas  Light  Company,  permission  to  open  the  streets 
of  Boston  for  the  purpose  of  laying  gas  pipes.  In  1854  the  board 
of  aldermen  of  the  city  of  Roxbury  granted  permission  to  said 
company  to  open  the  streets  of  Roxbury  and  lay  its  pipes. 

The  Roxbury  Gas  Light  Company,  at  the  time  of  granting  the 
permits  appealed  from  and  prior  to  the  passage  of  said  chapter 
314,  had  -its  pipes  laid  and  supplied  gas  to  customers  in  the  Rox- 
bury district  and  in  the  city  proper.  In  1854  the  board  of  aldermen 
of  the  city  of  Roxbury  granted  permission  to  the  Roxbury  company 
to  open  the  streets  and  lay  its  pipes  in  that  city. 

In  1885,  prior  to  the  passage  of  said  chapter  314,  the  board  of 
aldermen  of  the  city  of  Boston  granted  permission  to  the  Bay 
State  Gas  Company  to  open  the  streets  and  lay  its  pipes  in  Boston. 

At  the  time  of  granting  the  permits  appealed  from  all  said  com- 
panies had  their  gas  works  and  their  pipes  laid  and  supplied  gas  to 
customers  within  the  territorial  limits  of  the  city  of  Boston.  Prior 
to  1885  said  pipes  were  laid  without  permits  from  the  superin- 
tendent of  streets  of  the  city  of  Boston ;  since  that  time  said 
pipes  have  been  laid  under  permits  issued  by  said  superintendent. 

The  statement  of  the  foregoing  facts,  with  the  several  appeals, 
was  submitted  to  the  Attorney-General  of  the  Commonwealth,  who 
was  requested  to  advise  the  Board  whether  under  these  facts 
sections  10  and  16  of  chapter  314  of  the  Acts  of  1885  applied  to 
the  appeals,  so  as  to  confer  upon  the  Board  authority  to  adjudicate 
upon  the  questions  presented  by  them.  The  following  is  from  the 
reply  of  the  Attorney-General :  — 

**  The  only  right  of  appeal  to  your  Board  conferred  by  sections  10  and  16 
is  trom  the  decision  of  the  mayor  and  aldermen  of  a  city,  or  selectmen  of  a 
town,  after  a  pablic  hearing  before  them.    There  has  been  in  this  case  no 
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action  of  the  mayor  and  aldermen  of  Boston  and  the  action  appealed  from 
is  that  of  the  saperlntendent  of  streets.  If  the  powers  of  the  mayor  and 
aldermen  in  such  cases  have  been  transferred  by  the  charter  of  Boston  to 
the  superintendent  of  streets,  as  has  been  claimed,  it  may  be  that  his 
action  will  support  an  appeal;  but  this  Is,  in  my  opinion,  doubtful,  and  it 
is  clear  that,  taking  the  statute  as  it  reads,  there  has  been  no  such  action 
as  to  form  the  foundation  of  an  appeal. 

**  But  apart  from  this,  it  appears  to  me,  upon  the  facts  stated,  that  the 
Brookllne  company  must  be  considered  as  existing  in  active  operation  in 
the  city  of  Boston,  in  the  sense  of  the  statute,  at  the  time  of  its  application 
for  and  the  granting  of  the  permits  appealed  from.  If  this  view  is  correct 
it  disposes  of  the  question,  as  the  requirement  of  a  public  hearing  with  the 
right  of  appeal  does  not  apply  to  such  a  company." 

Acting  upon  this  opinion,  the  Board  ordered  that  all  the  appeals 
be  dismissed* 

Appeal  of  the  Worcester  Electric  Light  Company. 
An  appeal  from  an  order  of  the  board  of  mayor  and  aldermen 
of  the  city  of  Worcester,  granting  permission  to  the  Quinsig- 
amond  Electric  Power  and  Light  Company  to  erect  poles  and 
run  wires  for  the  purpose  of  supplying  electric  light  within  the 
limits  of  said  city  :  — 

As  required  by  the  statutes,  a  public  hearing  was  given  upon  the 
appeal,  and  sessions  of  the  Board  for  that  purpose  were  held  in  the 
city  of  Worcester.  The  Quinsigamond  Electric  Power  and  Light 
Company  and  the  Worcester  Electric  Light  Company  appeared  by 
counsel,  but  neither  the  city  nor  any  other  parties  were  repre- 
sented either  to  favor  or  oppose  the  appeal. 

The  Quinsigamond  Electric  Power  and  Light  Company  was 
organized  on  the  twenty-fifth  day  of  January,  1892,  by  three  well- 
known  citizens  of  Worcester,  with  a  proposed  capital  of  $10,000. 
No  portion  of  the  capital  had  been  paid  in,  but  it  was  understood 
that  if  this  appeal  should  be  dismissed  a  plant  which  for  some  years 
bad  been  used  to  supply  electric  power,  and  was  owned  by  the  same 
parties,  would  be  transferred  to  the  new  corporation  in  lieu  of  a  cash 
payment  for  stock.  It  appeared  at  the  hearing  that  it  was  the 
purpose  of  the  promoters  of  the  enterprise  to  establish  a  plant 
upon  the  extreme  eastern  boundary  of  the  city  and  about  two  miles 
from  its  centre,  on  the  shore  of  Lake  Quinsigamond,  and  from 
that  point  to  supply  lights  throughout  the  city. 
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Since  the  year  1883  the  city  has  been  supplied  with  electric 
lights  by  the  Worcester  Electric  Light  Company.  This  corpora- 
tion has  established  its  station  within  a  short  distance  of  the  prin- 
cipal mercantile  and  manafacturing  section,  and  upon  the  shores  of 
a  pond  of  about  five  acres  in  extent.  Its  plant,  which  has  been 
recently  constructed,  includes  compound  condensing  engines  of 
about  1,600  horse-power,  and  dynamos  capable  of  supplying  820 
high  candle-power  arc  lights  and  about  4,000  incandescents.  It 
was  actually  supplying  675  arc  lights  and  4,153  incandescents,  and 
had  about  135  miles  of  wire  and  2,200  poles  in  the  public  streets 
at  the  time  of  the  decision. 

This  appeal  is  made  pursuant  to  the  provisions  of  chapter  382 
of  the  Acts  of  1887,  which  requires  the  Board  to  hear  all  parties 
interested,  and  that  its  decision  shall  be  final.  From  this  it  would 
seem  to  be  the  duty,  as  it  has  been  the  practice,  of  the  Board  to 
make  such  an  appeal  the  subject  of  careful  inquiry,  as  if  it  were 
a  new  case  not  previously  heard  elsewhere.  This  appears  to  have 
been  expected  by  the  aldermen,  as  from  their  records  it  would 
seem  that  but  little  time  was  given  to  the  consideration  of  the 
application.  It  was  apparently  understood  that,  whatever  their 
action,  an  appeal  would  be  taken,  and  their  course  indicated  that 
they  believed  the  public  interest  demanded  that  their  time  and 
attention  should  be  given  to  other  pressing  and  perplexing  ques- 
tions, whose  final  settlement  was  wholly  within  their  jurisdiction, 
rather  than  to  this. 

The  parties  interested  in  an  application  of  this  character  are  the 
general  public,  the  consumers,  and  those  who  have  invested  or 
desire  to  invest  their  money.  The  number  of  companies  which 
can  conveniently  engage  in  this  business  must  be  necessarily  lim- 
ited, owing  to  the  nature  of  the  work  and  the  fact  that  its  conduct 
involves  an  extensive  use  of  the  public  streets  for  the  poles  and 
wires.  These  lines  must  necessarily  be  charged  with  dangerous 
currents  of  high  intensity,  and,  in  combination  with  wires  for  other 
purposes,  are  a  constant  menace  to  life  and  property  wherever  they 
exist.  While  above  the  highway  they  may  offer  serious  obstruc- 
tion to  a  successful  contest  with  fires ;  and  if  underground  they 
become,  through  necessity  for  the  frequent  opening  of  the  streets. 
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a  fruitful  source  of  interference  with  travel.  The  sections  where 
the  greatest  volume  of  trade  and  travel  exist  are  sought  first  by 
all  companies  as  the  most  profitable  field  for  the  business,  with  the 
result  that  wires  become  most  numerous  where  they  are  the  most 
likely  to  be  troublesome  and  dangerous.  Attempts  to  regulate  or 
control  the  construction  of  these  lines  by  oflScial  supervision  have 
met  with  only  limited  success.  There  is  a  general  public  demand 
that  such  a  use  of  the  streets  should  be  restricted,  that  the  number 
of  these  wires  should  be  kept  at  the  minimum  needed  to  properly 
supply  the  public  needs,  and  that  they  should  be  multiplied  only 
when  some  substantial  advantage  is  to  be  acquired  or  the  public 
convenience  to  be  served  thereby.  For  these  reasons  some  proba- 
bility should  exist  of  either  a  saving  of  cost  or  an  improvement  of 
service  to  justify  encumbering  the  streets  with  the  poles  and  wires 
of  another  company. 

In  many  respects  the  case  under  consideration  differs  from  any 
which  the  Board  has  previously  been  called  upon  to  consider. 

At  the  hearings  but  few  witnesses  were  introduced  and  but 
little  evidence  presented.  The  persons  interested  in  the  enter- 
prise are  respected  residents  of  the  city  and  are  entitled  to  the 
most  careful  consideration.  The  capital  mentioned  in  the  charter 
is  obviously  too  small  to  effect  the  purposes  of  the  corporation, 
but  it  is  as  sumed  that  it  may  be  increased  to  any  needed 
amount. 

Some  of  the  witnesses  expressed  the  opinion  that  the  city  afforded 
a  fair  field  for  two  companies,  but  no  facts  or  arguments  were 
submitted  in  support  of  this  view.  It  did  not  appear  that  these 
persons  had  given  the  question  much  consideration  or  had  any  par- 
ticular knowledge  of  the  business  itself.  They  probably  intended 
to  express  their  individual  belief  that  there  was  suflScient  undevel- 
oped business  to  support  a  second  company  with  a  fair  profit,  or 
that  it  would  receive  public  support  because  it  could  give  the  con- 
sumers some  advantages  not  now  within  their  reach. 

This  comes  very  near  assuming  the  whole  case,  and  it  would 
seem  that  those  who  take  this  view  should  be  prepared  to  submit 
some  facts  or  arguments  upon  which  the  opinion  may  be  based, 
but  none  were  attempted.     The  specific  testimony  presented  at 
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the  hearing  and  the  facts  in  the  possesBLon  of  the  Board  seem  to 
oppose  this  view  rather  than  to  favor  it. 

There  was  no  claim  nor  pretence  made  by  the  representatives  of 
the  new  company  that  they  would  be  able  to  supply  lights  for  any 
less  price  or  of  any  better  quality  than  those  of  the  existing  com- 
pany, or  that  in  any  particular  respect  the  service  would  be  improved. 
It  did  not  appear  that  the  present  company  had  unreasonably  failed 
or  refused  to  supply  any  lights  for  which  request  had  been  made. 
The  company,  indeed,  expressed  its  willingness  and  demonstrated 
its  ability  to  supply  both  arc  and  incandescent  lights  to  any  extent 
that  might  be  desired,  wherever  the  nature  of  the  business  would 
permit  and  at  reasonable  rates.  No  criticism  of  its  prices  or  its 
service  was  offered.  In  the  year  1890,  in  refusing  to  allow  the 
consolidation  of  this  company  with  the  Worcester  Gas  Company, 
the  Board  referred  to  its  plant  and  policy  in  the  following  terms :  — 

Every  advantage  in  constrnction  known  to  the  best  engineering  skill 
seems  to  have  been  employed,  and  all  its  appliances  rank  with  the  best. 
It  has  just  completed  and  equipped  with  a  plant  a  building  of  ample  size 
for  all  probable  needs  of  the  city  for  some  years  to  come.  Its  affairs  have 
been  mana^red  with  strict  economy.  Its  policy  has  been  conservative  and 
tree  from  t$pecalatlve  features 

The  evidence  as  presented  to  the  Board  seems  to  afford  no  rea- 
sonable ground  for  the  expectation  that  the  proposed  company 
could  afford  its  lights  for  less  than  the  existing  company.  The 
location  suggested  would  undoubtedly  enable  it  to  manufacture  the 
electricity  at  as  low  cost,  but  its  greater  distance  from  the  centre 
of  consumption  would  increase  the  cost  of  distribution.  It  does 
not  possess  and  probably  does  not  expect  to  acquire  the  exclusive 
control  of  any  Invention  by  which  special  saving  in  cost  may  be 
effected,  and  it  cannot  reasonably  be  expected  to  possess  any  higher 
technical  or  business  talent  than  lies  within  the  reach  of  the  exist- 
ing company. 

It  is  the  duty  of  the  Board  and  its  only  purpose  to  secure  to  the 
people  of  Worcester,  so  far  as  it  lies  within  its  power,  the  best 
service  at  the  lowest  reasonable  price.  There  is  some  reason  to 
believe  that  the  admission  of  the  proposed  company  might  seriously 
impede,  perhaps  wholly  defeat,  this  object.  It  must  be  recognized 
that  both  companies  are  to  be  promoted  and  to  be  conducted  for 
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the  sake  of  profit,  and  that  they  will  be  governed  by  the  same  laws 
as  other  compaDies  in  similar  business.  The  capital  account  of  the 
existing  company  is  low,  and  the  amount  required  for  a  fair  divi- 
dend is  less  than  in  most  companies  of  its  size  and  character.  It 
is  important  to  the  consumers  that  this  condition  should  be  main- 
tained, as  no  single  item  contributes  more  to  the  cost  of  lights  than 
a  proper  charge  for  dividends.  The  present  company  can  add 
10,000  or  20,000  lights  to  its  present  output,  with  a  much  smaller 
investment  of  new  capital  than  could  possibly  be  done  by  a  new 
company.  The  history  of  corporations  doing  an. electric  lighting 
and  similar  business  in  competition  in  various  parts  of  the  country 
affords  strong  ground  for  believing  that  a  new  company,  if  allowed 
to  engage  in  business,  would  not  long  remain  by  itself,  as  compe- 
tition for  a  period  would  probably  be  followed,  as  elsewhere,  by 
consolidation  or  absorption.  Whether  or  not  such  union  would  be 
for  the  public  good,  the  companies  would  see  a  gain  thereby,  and 
no  power  rests  in  this  Board  or  elsewhere,  under  existing  laws, 
which  could  effec.tually  prevent  some  form  of  consolidation.  If  the 
advantages  incident  to  the  growth  of  population  and  the  develop- 
ment of  business  are  to  be  secured  and  retained  for  the  benefit  of 
consumers,  every  reasonable  effoili  must  be  made  to  prevent  unnec- 
essary development  of  the  capital  chargeable  upon  the  business. 
But  combinations  and  consolidations,  as  is  well  known,  afford  the 
opportunity  and  usually  a  temptation  to  stock  development  too 
great  to  be  resisted.  Such  needless  outlay  should  be  avoided  and 
saved,  for  when  it  has  once  been  incurred  or  the  money  expended 
in  an  enterprise  not  required  to  supply  the  public  wants,  so  great 
is  the  expectation  of  gain,  and  so  persistent  and  unyielding  the 
demands  of  capital  for  dividends,  the  remedy  is  not  then  easily 
found  or  applied,  and  the  better  policy  avoids  the  evil  at  the  outset 
by  preventing  the  expenditure. 

It  may  properly  be  noted  that  in  the  early  history  of  electric 
lighting  in  this  city  an  illustration  was  afforded  of  the  results  of  an 
attempt  by  two  interests  to  supply  the  light.  The  principal  pro- 
moter of  the  new  company  was  then  engaged  in  the  supply  of 
electric  light  upon  a  small  scale,  and  the  business  itself  was  new. 
Very  soon  after  the  advent  of  the  existing  company,  he  found  it 
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for  his  Interest  to  enter  into  an  arrangement  with  them.  For  a 
portion  of  his  plant  and  the  good  will  of  his  bosiness,  and  an 
agreement  not  again  to  enter  it  for  a  term  of  years,  he  received  the 
sum  of  $20,000,  by  far  the  greater  portion  of  which  was  not  for  the 
plant.  Every  dollar  of  this  amount  the  consumers  of  electric  light 
in  Worcester  have  been  compelled  to  refund  in  the  shape  of  higher 
cliarges  for  their  lights.  Is  it  desirable  or  wise  that  this  course 
should  be  repeated,  with  a  much  larger  amount  involved? 

The  principal  promoters  of  the  new  company  are  the  owners  of 
a  large  tract  of  land  upon  the  shores  of  Lake  Quinsigamond  and  of 
another  tract  midway  between  the  lake  and  centre  of  the  city,  well 
adapted  and  partly  occupied  for  manufacturing  purposes.  In  the 
sections  of  the  city  where  these  tracts  are  located  there  is  prob- 
ably little  or  no  other  demand  for  electric  lights.  Situated  upon 
the  lake  shore  are  numerous  private  residences  and  pleasure 
grounds  which  attract  great  numbers  of  people  during  the  summer 
months.  There  is  some  demand  there  for  lights  for  about  three 
months  in  the  year,  and  although  this  service  is  special  in  its 
character  and  perhaps  unprofitable,  it  appeared  that  all  the  lights 
requested  had  been  supplied  there  and  at  regular  rates.  In  either 
of  these  locations  if  sufficient  lights  were  desired  it  is  not  unlikely 
that  some  advantage  could  be  gained  by  the  construction  of 
separate  plants  to  supply  them.  Such  a  plant  already  exists  in 
one  of  them.  As  they  could  probably  be  constructed  and  main- 
tained in  either  place  without  crossing  the  highway,  the  permission 
of  the  mayor  and  aldermen  for  them  would  not  be  necessary,  and 
they  would  not  be  affected  by  the  decision  in  this  case. 

No  request  was  made  for  a  franchise  limited  or  restricted  in  any 
way.  It  was  particularly  stated  that  such  was  not  desired  and 
would  not  be  accepted.  The  grant  from  the  aldermen  contains  no 
restrictions  or  limitations  whatever.  No  authority  exists  in  this 
Board  to  modify  or  in  any  w&y  restrict  the  order  upon  which  the 
appeal  is  based,  but  the  appeal  must  be  sustained  or  dismissed  and 
the  order  affirmed  or  annulled  without  qualification. 

If  to  sustain  this  appeal  shall  seem  to  secure  to  the  existing 
company  a  monoply  of  the  business,  it  must  be  remembered  that 
it  can  only  retain  this  as  long  as  the  public  interest  is  best  served 
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thereby,  and  that  such  monoply  is  conditional  and  restricted.  The 
company  claims  and  exercises  a  general  franchise  throughout  the 
city.  It  may  be  compelled  to  meet  all  reasonable  demands.  If  it 
unreasonably  fails  or  neglects  to  supply  light  when  requested,  this 
Board  has  power  to  compel  such  supply  and  has  frequently 
exercised  this  authority  in  other  localities.  Consumers  have  a 
right  to  the  lowest  remunerative  rates,  and  if  they  believe  the 
prices  charged  are  too  high  they  can  petition  for  a  reduction,  and 
the  order  of  the  Board  as  to  price  is  binding  upon  the  com- 
pany. While  the  interests  of  the  shareholders,  present  or  pro- 
spective, ought  not  to  be  overlooked,  the  convenience,  comfort 
and  pecuniary  benefit  to  the  community  are  surely  of  the  first 
importance. 

For  the  reasons  suggested,  the  Board  deemed  it  unwise  to  grant 
the  Quinsigamond  Electric  Power  and  Light  Company  the  prayer 
of  its  petition.  It  was  therefore  ordered  that  the  appeal  he  sus- 
tained and  that  the  permission  of  the  aldermen  be  revoked  and 
annulled. 

Brookline  Petftions. 

These  were  petitions  by  the  selectmen  of  Brookline,  and  numer- 
ous consumers  of  the  Brookline  Gas  Light  Company,  residing 
in  Brookline  and  that  part  of  Boston  known  as  Brighton.  Hear- 
ings were  given  at  the  oflSce  of  the  Board,  and  all  the  petitioners 
were  represented  by  counsel.  Few  witnesses  were  presented  by 
either  side,  and  but  little  evidence  offered,  except  such  as  was 
drawn  from  the  public  reports  of  the  Board.  It  was  understood, 
however,  by  all  the  parties,  that  in  considering  the  application,  the 
Board  would  make  careful  examiuatlon  of  the  records  and  accounts 
of  the  company,  and  a  thorough  investigation  of  all  its  affairs. 
It  appeared  that  the  Brookline  company  began  to  supply  gas  in 
the  town  of  Brookline  in  the  year  1853.  In  1854  it  obtained  an 
amendment  of  its  charter  allowing  it  to  distribute  gas  In  Brighton 
and  in  Boston,  and  some  years  later  It  began  to  lay  its  pipes  in 
Brighton,  and  to  supply  gas  to  that  town  and  its  inhabitants. 
Portions  of  Brookline  were  annexed  to  Boston  in  1870  and  1874, 
and  the  town  of  Brighton  became  Ward  25  of  the  city  of  Boston 
in  1873.     The  Brookline   Gas  Light  Company  has  continued  to 
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supply  gas  within  the  entire  territory  formerly  known  as  Brookline 
and  Brighton,  and  has  been  the  only  company  supplying  gas 
within  these  boundaries,  up  to  the  present  time. 

In  1887,  under  chapter  385  of  the  Acts  of  that  year,  the  com- 
pany was  authorized  to  supply  electric  light  in  the  town  of  Brook^ 
line,  and  in  that  part  of  Boston  formerly  included  in  Brookline  and 
Brighton.  It  entered  at  once  upon  the  supply  of  such  light,  and 
has  continued  to  be  the  only  company  supplying  electric  light  in 
that  territory  up  to  the  present  time.  Since  September  30,  1889, 
the  price  of  gas  supplied  by  the  company  to  ordinary  consumers 
has  been  $1.90  per  thousand  feet.  On  the.  twenty-seventh  day  of 
February,  1893,  the  company  entered  into  a  contract  with  the  city  of 
Boston,  by  the  terms  of  which  it  undertook  to  supply  after  July  1st, 
within  certain  sections  of  the  city,  gas  for  street  lights  at  70 
cents,  and  to  private  consumers  at  $1.00,  and  in  the  Brighton 
district  at  81.25  for  street  lights  and  $1.50  to  private  consumers. 
At  the  same  time,  the  company  voted  to  supply  gas  to  private 
consumers  in  Brookline  at  $1.50.  Shortly  after  the  terms  of  that 
contract  were  made  public,  the  petitions  of  the  selectmen  and  of 
consumers  in  Brighton  were  filed  with  this  Board. 

The  works  of  the  company  have,  for  many  years,  been  located 
near  the  eastern  boundary  of  the  thickly  settled  portion  of  the 
town  of  Brookline.  £ai*ly  in  1891  work  was  begun  upon  the  erec- 
tion of  entirely  new  works  at  the  north-eastern  portion  of  what 
was  formerly  Brighton,  on  the  Charles  River,  and  about  three 
miles  from  the  former  location.  The  works  were  completed  and 
the  manufacture  of  gas  begun  at  the  new  location  in  April,  1892. 
The  old  works  at  Brookline  have  been  dismantled  and  abandoned, 
and  it  is  understood  the  company  does  not  intend  to  again  use 
them  for  gas  purposes. 

The  electric  lighting  plant  located  at  the  old  station  has  also 
been  sold  or  removed,  and  a  new  plant  for  that  purpose  erected  at 
the  new  gas  works. 

The  petitioners  urge  that  they  should  have  gas  at  not  more  than 
$U00  per  thousand  feet,  and  base  their  claim  to  this  upon  the 
ground  that  the  discrimination  against  them  in  the  lower  price 
made  for  Boston  was  both  illegal  and  unjust ;  and,  further,  that 
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the  price  named  in  the  Boston  contract  being  a  voluntary  act  of 
the  officers  of  the  company,  was  ample  and  conclusive  evidence  of 
its  ability  to  supply  gas  at  that  rate^  with  a  fair  profit.  Different 
rates  by  the  same  public  corporation  for  a  similar  service  always 
causes  discontent  among  those  least  favored.  The  lines  of  demark- 
ation  are  of  necessity  drawn  arbitrarily  rather  than  by  any  rule 
capable  of  logical  demonstration  and  the  grounds  relied  upon  for 
their  justification  generally  yield  under  the  test  of  close  examina- 
tion. But  little  effoi*t  was  made  by  the  company  to  justify  the 
discrimination  in  this  case,  except  by  an  intimation  that  it  was 
fairly  based  upon  a  difference  in  cost  of  distribution  caused  by  the 
difference  in  density  of  the  gas-consuming  population.  It  is  very 
doubtful  if  any  such  difference  in  cost  could  be  shown  to  exist,  and 
if  any  did  appear,  it  would  probably  be  found  too  small  to  have 
any  appreciable  effect  upon  the  selling  price  of  the  gas.  It 
would  be  a  theoretical  difference  rather  than  a  practical  one.  Cer- 
tainly the  difference  in  this  case  is  too  great  to  be  justified  upon 
such  grounds,  since  it  is  more  than  three  times  the  entire  cost  for 
distribution.  A  distinction  of  this  character  between  customers 
has  been  generally  regarded  as  contrary  to  a  sound  public  policy 
and  has  never  been  employed  except  as  a  temporary  expedient. 

But  while  such  discrimination  may  appear  to  be  unjust,  it  is  by 
no  means  clear  that  it  is  illegal,  and  it  is  not  every  case  of  dis- 
crimination that  either  this  Board  or  the  courts  can  interfere  to 
prevent  or  adjust.  A  few  years  ago  the  Consolidated  Gas  Com- 
pany of  Baltimore  undertook  to  supply  the  same  quality  of  gas  to 
consumers  in  one  section  at  50  cents  per  thousand  feet,  and  in 
another  at  $1.00.  Upwards  of  seven  thousand  consumers  united 
in  an  appeal  to  the  courts  to  compel  the  company  to  supply  them 
at  the  lower  price,  upon  the  same  grounds  as  urged  in  this  case. 
It  appeared  at  the  trial,  that  gas  was  being  sold  at  the  lower  price 
at  a  loss,  and  that  the  higher  price  was  not  unreasonable.  The 
coui*t  said  that  it  had  not  the  power,  therefore,  to  require  a  sale 
at  the  lower  price,  and  dismissed  the  petition. 

There  is  no  law  to  prohibit  a  company  from  selling  gas  at  less 
than  cost,  or,  perhaps,  from  giving  it  away,  if  it  considers  such 
course  desirable,,  and  no  power  lies  with  this  Board  to  increase  the 
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price  unless  upon  application  of  the  company  itself.  Whether  the 
Board  can  prevent  this  discrimination  depends  upon  whether  it 
has  the  power  to  reduce  the  price  in  the  territory  named  to  $1.00 
per  thousand  feet,  —  whether,  in  fact,  the  Brookline  company  can 
supply  gas  at  $1.00  per  thousand  feet,  and  pay  a  fair  dividend 
upon  the  capital  necessary  for  the  business.  Unless  it  can  do 
this,  no  power  exists,  eitlier  in  this  Board  or  elsewhere,  to  compel 
it  to  supply  it  at  that  price.  In  the  recent  contest  between  the 
city  of  Cleveland  and  the  Cleveland  Gas  Light  and  Coke  Company, 
in  the  United  States  Court,  it  was  held  that  when  regulation  makes 
the  price  so  low  as  to  make  it  impossible  to  pay  a  reasonable  divi- 
dend it  was  but  another  name  for  confiscation,  and  a  violation  of 
the  Constitution  of  the  United  States. 

The  Board  cannot  assume,  merely  because  the  company  offers 
to  supply  gas  under  existing  conditions  in  Boston  at  $1.00 
per  thousand,  that  it  can  fairly  afford  to  supply  it  at  that  price, 
either  there  or  elsewhere.  It  would  be  as  reasonable  to  assume 
that  it  could  not  afford  to  supply  in  Brighton  at  less  than  $1.50, 
since  that  is  the  price  named  in  the  contract  for  that  district.  It 
is  well  understood  that  in  the  management  of  corporate  enterprises 
at  the  present  day,  profits  are  often  made  by  parties  interested,  in 
other  ways  than  directly  from  the  sale  of  their  products  in  the  open 
market.  All  the  evidence  in  the  possession  of  the  Board  tends  to 
show  that  until  the  conditions  shall  be  greatly  changed  the  com- 
pany cannot  be  legally  required  to  supply  gas  in  any  portion  of  its 
territory  for  $1.00  per  thousand  feet.  All  its  accounts  show  that 
this  price  is  less  than  cost,  and  would  provide  nothing  for  either 
interest  or  dividends. 

The  Board  has  considered  its  duty  to  be  to  ascertain,  without 
reference  to  any  of  the  prices  named  in  the  contract,  at  what  price 
the  company  might  fairly  be  required  to  supply  gas  within  the 
territory  of  the  petitioners.  It  was  contended  that  this  district 
should  not  be  chargeable  with  the  capital  invested  in  the  prosecu- 
tion of  the  recent  Boston  contract,  the  electric  light  business  of  the 
company  or  in  the  property  formerly  used  for  the  gas  business, 
but  now  abandoned.  This  seemed  to  the  Board  to  be  a  fair  posi- 
tion and  in  harmony  with  its  previous  policy. 
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If  the  company  sees  fit  to  carry,  for  any  length  of  time,  real 
estate  not  suitable  for  the  business  of  supplying  gas,  and  which  it 
never  intends  or  expects  to  lise  for  such  business,  it  would  seem 
fair  that  the  burden  of  such  ownership  should  be  borne  by  the 
property  itself,  and  not  by  the  consumers  of  gas.  It  may  well  be 
claimed  that  the  company  is  under  obligation  to  its  consumers, 
having  disposed  of  such  property,  to  apply  the  proceeds  to  a  reduc- 
tion of  its  capital.  There  seems  to  be  no  good  reason  why  the 
surplus  profits  of  the  gas  business  should  be  used  to  support  the 
electrical  enterprise,  or  that  gas  consumers  should,  in  any  way,  be 
asked  to  bear  the  burdens  properly  belonging  to  those  who  desire 
the  luxury  of  the  electric  light. 

It  was  admitted  that  the  success  of  the  supply  of  gas  in  Boston 
by  this  company  was  problematical,  and  that  this  feature  of  its 
business  was  purely  speculative  and  its  results  uncertain.  No  pre- 
tence has  ever  been  made  that  it  would  be  profitable  unless  the 
company  should  succeed  in  so  far  dividing  the  business  of  this 
tenitory  with  the  Boston  company  as  to  secure  a  consumption 
many  times  larger  than  its  present  output.  The  only  fair  infer- 
ence to  be  drawn  from  the  position  of  the  company  in  this  contract 
in  respect  to  price  is  simply  that  the  shareholders  or  a  majority  of 
them  are  willing  to  enter  upon  an  experiment  which  they  expect 
will,  in  some  way  that  may  not  appear  upon  the  face  of  the 
transaction,  perhaps  indirectly,  become  profitable  to  them. 

Prior  to  entering  upon  the  expenditure  necessary  under  the  Boston 
contract,  the  bond  and  share  capital  of  the  company  was  SI  ,000,000. 
Deducting  from  this  the  investment  in  the  electric  business,  and 
in  the  property  abandoned,  the  capital  employed  is  still  high 
relative  to  the  company's  output ;  very  much  higher,  indeed,  than 
in  the  case  of  any  other  company  within  the  Commonwealth  with 
which  it  may  fairly  and  properly  be  compared ;  higher  with  one  or 
two  exceptions,  than  any  other  dividend-paying  company.  The 
time  available  for  the  examination  of  this  case  has  not  been  suflS- 
cient  for  such  a  study  of  the  history  and  affairs  of  the  company  as 
will  enable  the  Board  to  determine  definitely  how  this  condition 
has  been  reached.  Apparently  the  company  has  been  burdened 
through  a  considerable  portion  of  its  history  by  a  lack  of  economy 
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in  its  management,  since  the  prices  charged  for  gas  in  the  past 
seem  to  have  been  sufficient  to  provide  a  liberal  profit.  Several 
years  ago  the  company  acquired  a  portion  of  the  land  upon  which 
their  new  works  have  been  built  and  for  a  long  time  apparently  it 
had  been  the  intention  to  erect  new  works  in  that  location ;  but 
when  the  time  arrived  for  their  construction,  there  were  no  funds 
whatever  available  for  the  purpose,  and  it  was  necessary  to  provide 
the  entire  cost  out  of  new  capital. 

In  view  of  these  facts  the  company  does  not  expect  to  pay  and 
would  not  claim  to  be  entitled  to  pay  as  large  a  dividend  as  those 
companies  which  have  pursued  a  different  and  more  conservative 
course  with  respect  to  development  of  their  capital.  Consumers 
have  a  right  to  claim  that  management  shall  be  no  less  efficient  and 
no  more  costly,  and  that  the  charges  for  improvements  and  profits 
shall  be  no  larger  in  this  company  than  in  others  that  are  similar 
and  successful.  Gas  in  the  holder  costs  in  this  case  but  little  if 
any  more  than  in  the  best  mauaged  companies  similarly  situated 
in  the  State.  It  is  doubtful  whether  this  item  can  be  apprecfahly 
reduced  by  the  new  apparatus  now  building  at  the  company's  works 
although  the  candle-power  may  be  thereby  increased.  In  other 
departments  of  the  company's  work  the  same  closeness  of  expendi- 
ture and  supervision  does  not  seem  to  exist.  The  cost  of  leakage 
and  for  management  is  high,  and  in  the  interest  of  the  corporation 
and  of  the  consumers  may  well  be  reduced. 

The  price  suggested  is  based  upon  these  considerations,  and  in 
view  of  the  entire  history  of  the  company  seems  fair  and  just  to  all 
concerned.  The  Board  confidently  believes  that  with  the  proper 
improvement  possible  in  respect  to  management  and  leakage,  and 
with  the  entire  cost  of  the  gas  thereby  reduced  to  the  lowest  point 
which  can  reasonably  be  demanded  of  the  company,  it  will  be  able 
to  earn  a  fair,  though  moderate  dividend  upon  the  capital  actually 
invested  for  the  supply  of  gas  in  Brookline  and  Brighton.  The 
Board  recommended  that  from  and  after  the  first  day  of  October 
next  the  net  price  for  gas  supplied  by  the  Brookline  company 
should  not  exceed  $1.40  per  thousand  feet. 

On  August  8,  notice  of  this  recommendation  was  sent  to  the 
company,  by  whom  it  was  adopted  on  August  12. 
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Chelsea  Petition. 

This  was  a  petition  by  the  mayor  of  Chelsea  and  numerous 
consumers  of  the  Chelsea  Gas  Light  Company  for  an  improvement 
in  quality  and  a  reduction  in  the  price  of  gas  to  $1.50  and  in  the 
price  of  electric  light. 

Public  hearings  were  given  to  the  parties  interested,  in  the  city 
hall  in  Chelsea.  The  petitioners  and  the  company  were  represented 
by  counsel. 

After  this  petition  was  filed  with  the  Board,  but  before  the 
hearing  was  ordered,  the  company  voted  to  reduce  the  price  of 
incandescent  electric  light  to  one  cent  per  lamp  hour,  and  this 
price  went  into  effect  on  the  first  day  of  July  last.  At  the  hearing 
the  petitioners  expressed  themselves  as  generally  satisfied  with 
this,  and  waived  their  request  for  any  further  reduction  in  that 
department  of  the  company's  business. 

Very  much  of  the  evidence  submitted  related  to  the  quality  of 
the  gas.  From  the  reports  of  the  State  inspector  it  appeared  that 
the  candle-power  had  been  invariably  above  that  required  by  the 
statute,  and  that  for  more  than  a  year  the  company  had  in  only  a 
single  instance  failed  to  comply  with  the  provisions  of  law  respect- 
ing impurities.  There  was,  nevertheless,  much  complaint  of  poor 
light,  which  seemed  to  be  well  founded.  The  testimony  showed, 
however,  that  this  did  not  exist  through  the  city  generally,  but 
was  confined  to  a  limited  area  upon  both  sides  of  the  mercantile 
portion  of  Broadway.  The  trouble  was  evidently  a  local  one ;  a 
complaint  of  poor  light  rather  than  of  poor  gas.  Early  in  the 
hearing  the  Board  became  satisfied  that  this  was  due  to  a  lack  of 
pressure  in  certain  mains,  the  capacity  of  which  was  not  sufficient 
for  the  territory  which  they  were  intended  to  supply.  The  com- 
pany recognized  this  fact  and  before  the  hearing  closed  purchased 
for  this  section  additional  pipe,  which  has  since  been  laid  and  is 
now  in  use.  This  new  main  is  believed  to  be  fully  equal  to  all  the 
demand  likely  to  be  made  upop  it.  If  the  consumers  within  the 
territory  referred  to  shall  now  fail  to  secure  sufficient  gas  it  will 
probably  be  found  that  the  trouble  is  caused  by  defective  piping 
or  fixtures  upon  their  own  premises. 
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In  consideriDg  the  request  for  a  reduction  in  price  of  gas  it  was 
necessary  to  note  that  in  answer  to  a  former  petition  against  this 
company  the  Board  in  1891  fixed  the  price  at  $1.80,  and  that  this 
price  went  into  effect  July  1  of  that  year.  The  report  accompany- 
ing the  decision  showed  that  this  price  was  made  after  an  exhaust- 
ive examination  of  the  entire  history  and  affairs  of  the  company. 
The  Board  was  then  of  the  opinion  that  the  cost  for  management 
and  distribution,  as  well  as  the  capital  charge,  might  be  reduced, 
and  suggested  to  the  company  the  necessity  of  improving  its  plant 
and  the  expediency  of  a  temporary  reduction  in  its  rate  of  dividend. 
The  price,  in  fact,  was  fixed  at  a  point  which  was  intended  to 
compel  the  introduction  of  improvements  in  the  works  and  econ 
omies  in  the  management. 

In  this  case  the  Board  was  asked  to  again  examine  the  affairs  of 
the  company  and  determine  whether,  owing  to  new  conditions  or 
otherwise,  another  reduction  might  fairly  be  requii*ed.  At  the 
hearing  the  desire  for  this  was  strongly  expressed,  but  very  few 
facts  or  arguments  were  presented  by  the  petitioners.  The  com- 
pany protested,  submitted  its  records  and  accounts,  and  urged  that 
another  reduction  at  this  time  would  be  neither  reasonable  nor  just. 
The  amount  of  output  is  a  most  important  factor  affecting  the  cost 
of  gas  to  the  company  and  the  price  to  the  consumer,  and  it  seems 
neither  fair  nor  just  to  demand  the  same  prices  for  Chelsea  as  pre- 
vail where  the  output  is  from  three  to  five  times  as  great.  It  was 
urged  by  the  petitioners  that  a  lower  price  would  secure  a  much 
larger  output  for  the  company.  The  same  proposition  was  urged  at 
the  former  hearing.  As  this  is  usually  the  rule,  the  Board  seemed 
to  be  warranted  in  assuming  that  it  would  be  the  case  in  Chelsea, 
and  this  factor  was  influential  in  fixing  the  price  after  the  former 
hearing.  This  expectation,  however,  has  not  been  met  in  the  case 
of  this  company.  In  the  five  years  prior  to  July,  1893,  the  com- 
pany had  reduced  the  price  of  gas  nearly  twenty  per  cent.,  but 
the  increase  in  output  during  the  entire  period  was  only  two  per 
cent.  The  last  reduction  went  into  effect  on  July  1, 1891,  and  the 
output  for  the  year  following  was  in  fact  less  than  for  the  preceding 
year.  During  the  period  named  the  profits  steadily  diminished,  and 
for  the  year  ending  July  1,  1893,  were  about  $10,000  less  than  for 
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the  year  ending  July  1, 1888.  There  is  but  one  city  in  the  State 
of  similar  size  where  the  consumption  of  gas  is  so  small,  although 
in  some  of  them  the  price  is  as  high  or  higher.  These  facts  are 
important  and  compel  serious  consideration.  They  afford  strong 
ground  for  the  company's  position  that  the  field  which  it  occupies 
is  governed  by  exceptional  conditions.  It  is  difficult  for  the  Board 
to  understand  or  account  for  this,  and  no  attempt  to  explain  it  was 
made  at  the  hearing.  There  was  no  criticism  upon  the  attitude  of 
the  company  toward  its  consumers,  but  the  witnesses  were  agreed 
that  it  had  been  attentive  to  the  complaints  of  its  customers  and 
courteous  in  its  treatment  of  them. 

In  the  performance  of  its  duty  to  the  petitioners,  and  in  view  of 
the  earnestness  of  their  request,  the  Board  carefully  examined 
the  methods  employed  by  the  company.     After  a  careful  scrutiny 
of  its  accounts,  it  was  satisfied  that  they  correctly  exhibited  the 
company's  transactions  and  condition.     It  was  apparent  that  any 
reduction  in  the  existing  price  could  only  be  secured  through  some 
decrease  in  the  cost  of  production  or  distribution  of  the  gas.     In 
the  cost  of  distribution  and  management  no  extravagant  expendi- 
tures for  salaries  or  other  items  were  included,  and  this  department 
seems  to  be  conducted  in  a  legitimate  and  economical  manner. 
There  is  no  reason  to  believe  that  these  items  could  be  appreciably 
reduced  by  any  change  of  management.     The  Board  believed,  how- 
ever, that  the  cost  of  manufacture  might  be  somewhat  reduced  by  a 
closer  and  more  intelligent  attention  to  that  portion  of  the  business. 
It  found  that  this  had  been  increased  by  a  percentage  of  leakage  or 
lost  gas,  much  greater,  probably,  than  would  be  allowed  under 
careful  management.     It  was  claimed  by  the  company  that  much 
of  this  was  due  to  the  extraordinary  interference  with  the  compa- 
ny's pipes  by  the  construction  of  sewers.     If  the  loss  be  due  to 
this  fact,  it  is  not  likely  to  be  repeated ;  and  if  it  is  due  to  lack  of 
proper  supervision,  the  burden  of  it  should  not  be  borne  by  the 
public.     Included  also  in  the  cost  of  gas  for  the  last  year  was  a  con- 
siderable sum  for  extraordinary  repairs  and  improvements.     No 
similar  call  is  likely  to  occur  in  the  immediate  future.     Some  sav- 
ing must,  therefore,  accrue  from  an  improvement  in  these  two 
features  of  the  company's  business,  and  this  gain,  although  of 
necessity  small,  may  properly  accrue  to  the  public. 
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The  ratio  of  capital  to  output  in  the  Chelsea  company  is  much 
higher  than  in  other  companies  of  similar  size  in  the  State.  This 
is  largely  attributable  to  the  imprudent  policy  pursued  by  the  com- 
pany in  former  years  in  relation  to  the  issuance  of  stock,  as  was 
pointed  out  in  the  report  of  this  Board  alluded  to  above.  The 
over-capitalization  resulting  from  this  policy  should  not  be  per- 
mitted to  operate  as  a  medium  of  burdensome  dividend  charges  ; 
this  may  be  obviated  by  a  price  which  contemplates  a  low  rate  of 
dividend.  The  reduction  proposed  is  based  upon  these  consid- 
erations. 

The  Board  recommended  that  on  and  after  the  first  day  of  Jan- 
nary,  1894,  the  price  of  gas  supplied  by  the  Chelsea  Gas  Light  Com- 
pany should  not  exceed  $1.65  per  thousand  feet. 

PETrriON  OP  Chelsea  Gas  Light  Company. 

This  was  a  petition  by  the  Chelsea  Gas  Light  Company  filed 
Dec.  1,  1893,  for  a  revision  of  the  action  of  the  Board  by  which, 
on  Nov.  10,  1893,  it  recommended  that  the  price  of  gas  supplied 
on  and  after  Jan.  1,  1894,  to  the  consumers  of  that  company 
should  not  exceed  $1.65  per  thousand  cubic  feet. 

This  petition  was  presented  to  the  Board  under  the  provision  of 
chapter  350  of  the  Acts  of  1888,  and,  as  therein  required,  a  public 
hearing  was  given,  at  which  all  the  parties  to  the  original  petition 
were  represented.  The  company,  by  the  introduction  of  certain 
new  evidence  not  presented  at  the  previous  hearing,  sought  such 
modification  of  the  vote  referred  to  as  would  permit  it  to  offer  to 
its  customers  a  discount  for  prompt  payment  of  bills  and  to  charge 
a  net  rate  higher  than  that  in  the  vote  of  the  commission. 

As  the  question  of  permitting  the  allowance  of  such  a  discount 
is  important,  it  seemed  proper  that  the  Board  should  hear  fully  aU 
the  evidence  and  arguments  on  the  subject  which  the  parties  inter- 
ested desired  to  present  for  its  consideration.  After  such  a  hear- 
ing, the  Board  decided  to  permit  the  Chelsea  Gas  Light  Company 
to  offer  a  discount  for  prompt  payment  of  bills,  for  the  reason  that 
it  seems  that  such  a  discount  operates  to  diminish  the  expense 
of  administration.  Every  substantial  saving,  particularly  in  the 
case  of  a  company  doing  a  moderate  business,  is  appreciably  felt 
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in  the  cost  of  production  of  its  gas,  and  the  Board  feels  that  the 
consumers  should  have  the  advantage  of  every  reasonable  economy. 
In  practice,  almost  all  the  consumers  avail  themselves  of  net  rates, 
and  the  amounts  collected  from  those  who  pay  gross  rates  is  pro- 
portionately very  small. 

The  price  fixed  in  the  former  vote  assumed  that  there  would  be 
no  diminution  in  the  company's  output  and  no  demand  for  extra- 
ordinary expenditures  for  repairs  at  the  works,  upon  which  con- 
siderable sums  have  recently  been  expended ;  but  it  appeared  at 
the  hearing  that  the  condition  of  the  distributing  plant  was  such 
that  large  sums  must  soon  be  spent  for  its  improvement.  The 
company's  recent  loss  by  fire  at  the  works,  which  has  occurred 
since  the  last  hearing,  will  also  entail  an  increased  expense  for 
repairs. 

Further  new  evidence  was  introduced  that,  owing  to  the  reduc- 
tion of  the  business  of  large  manufacturing  establishments  since 
the  former  hearing,  there  has  been  a  substantial  decrease  in  the 
company's  output  of  gas,  and  it  is  possible  that  such  a  condition 
may  continue.  It  seemed  clear  from  this  new  evidence  and  the 
figures  presented  that  such  a  price  would  entail  a  further  reduction 
in  the  rate  of  dividends,  which  has  already  been  reduced  by  the 
company  to  five  per  cent. 

Upon  careful  consideration  of  all  the  evidence  the  Board  has  con- 
sidered that  under  the  present  conditions  some  modification  of  its 
former  order  is  necessary  to  enable  the  company  to  pursue  its 
business  for  the  best  interests  of  the  community  in  which  it  is 
placed,  and  it  was  voted  that  the  net  price  of  gas  supplied  on  and 
after  Jan.  1,  1894,  shall  not  exceed  $1.70  per  one  thousand  cubic 
feet,  if  paid  on  or  before  the  twenty-fifth  day  of  the  month  in 
which  the  bill  is  presented. 

The  price  of  gas  has  since  been  fixed  by  the  company  in  com- 
pliance with  this  vote. 

NoETH  Andover  Appeal. 
This  was  an  appeal  of  the  Lawrence  Gas  Company  from  the 
decision  of  the  selectmen  of  North  Andover  permitting  the  Merri- 
mac  Valley  Horse  Railroad  Company  to  erect  and  maintain  poles 
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to  operate  its  road  by  electricity  and  to  maintain  free  of  expense 
to  the  town  incandescent  lights  on  their  poles  for  public  lighting. 
Thii^  petition  was  filed  Dec.  30, 1890.  Neither  party  asked  for  a 
healing,  and  Dec.  28,  1893,  the  chairman  of  the  board  of  select- 
men of  North  Andover  informed  the  Board  that  no  hearing  would 
be  required,  as  the  decision  of  the  selectmen  had  been  withdrawn. 

Malden  and  Melrose  Petition. 
This  was  a  petition  of  more  than  twenty  consumers  of  the  Maiden 
and  Melrose  Gas  Light  Company  for  a  reduction  in  the  price  of 
gas,  filed  Aug.  9,  1893.  On  the  25th  of  September  the  directors 
of  the  company  reduced  the  price  of  gas  to  $1.90  per  thousand  feet, 
allowing  a  discount  of  30  cents  per  thousand  feet  from  this  price 
if  payment  is  made  within  twenty  days  of  date  of  bill.  The 
counsel  for  the  petitioners  then  withdrew  their  petition,  and  a 
communication,  in  which  they  stated  that  they  considered  this  to 
be  a  fair  and  equitable  reduction,  was  received  by  the  Board. 

Municipal  Ownership. 
Official  reports  relative  to  town  action  in  the  direction  of  the 
acquisition  of  gas  or  electric  light  plants  to  be  owned  by  the  town 
for  municipal  or  commercial  use  have  been  received  from  all  the 
towns  and  cities  in  the  State  whose  population  exceeds  1,500. 
These  are  205  in  number  and  it  appears  that  in  181  of  them 
the  proposition  has  not  been  considered  during  the  year.  The 
towns  of  Lexington,  Manchester,  Middleborough  and  Stoneham 
and  the  cities  of  Cambridge,  Lawrence,  Medford  and  Newton 
have  acted  in  reference  to  the  question  for  the  first  time  during 
the  current  year.  On  pages  38  and  39  is  submitted  a  tabular 
statement  which  contains  a  summary  of  all  action  within  the 
Commonwealth  in  relation  to  this  subject  up  ,to  the  beginning 
of  the  year  1893. 
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The  town  of  Braintree^  on  Jan.  11,  1893,  voted  yes  223,  no 
27,  that  the  electric  lighting  committee  appointed  June  2,  1891, 
make  such  additions  to  the  electric  lighting  plant ''  as  will  enable  it 
to  furnish  electricity  for  the  town  buildings  and  for  commercial  and 
domestic  uses."  It  was  also  voted  to  issue  bonds  to  an  amount  not 
exceeding  $16,600  for  this  purpose,  bonds  to  run  for  fifteen  years 
from  date,  with  interest  at^five  per  cent. ;  upon  this  the  vote  was, 
yes  134,  no  14. 

On  March  13,  1893,  it  was  voted  to  make  this  appropriation 
816,500,  and  the  town  treasurer  was  authorized  to  issue  ten  notes 
of  the  town  instead  of  the  bonds,  as  voted  on  January  11,  these 
notes  to  be  of  the  face  value  of  $1,650  each,  and  to  run  one,  two, 
three,  four,  five,  six,  seven,  eight,  nine  and  ten  years,  respectively, 
bearing  interest  at  the  rate  of  not  more  than  four  per  cent,  per 
annum.  The  selectmen  were  instructed  to  raise  by  taxation  each 
year  the  sum  of  $1,650,  together  with  a  sum  sufficient  to  pay  the 
accrued  interest  on  said  notes  remaining  unpaid,  until  all  said  notes 
are  liquidated.  It  was  also  voted  to  appropriate  $125  for  the  pur- 
pose of  placing  four  more  arc  lamps  or  their  equivalents  in  incan- 
descents  in  such  location  as  the  selectmen  may  determine.  Six 
arcs  and  eleven  incandescents  were  located,  17,400  feet  of  wire 
run  and  30  poles  set,  at  an  expense  of  $666.32.  The  appropria- 
tion for  maintenance  and  operation  for  the  year  ending  Dec.  81, 
1893,  was  $5,000. 

At  a  meeting  on  November  28  the  selectmen  were  instructed  to 
have  the  town  hall  wired  for  electric  light  and  $300  was  appropri- 
ated therefor.  At  the  same  meeting  it  was  voted  "  that  the  sum 
of  $1,300  and  the  receipts  from  electric  lighting  for  the  current 
year  *  be  appropriated  for  the  purpose  of  connecting  houses  and 
stores  to  the  electric  light  system."  The  rate  of  taxation  for  the 
year  was  $16.80.  The  above  appropriations  for  the  commercial 
extension,  amounting  to  $19,053.29,  were  intended  to  be  in  addition 
to  the  $30,853.85  previously  expended. 

The  cost  of  operation  from  Oct.  15,  1892,  to  June  30,  1893, 
according  to  the  return,  was  $2,266.10,  this  amount  including  no 
charges  for  interest  or  depreciation.     The  number  of  lights  oper- 

•  f  1,253.29. 
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ated  was  80  twelve  hundred  candle-power  arc  and  77  twenty-five 
candle-power  incandescent.  These  lamps  were  ran  14  days  in 
October,  an  average  of  5.86  hours  per  day,  and  from  November  1 
to  June  30  an  average  of  22  days  per  month  and  6.12  hours  per 
night. 

The  plant  for  domestic  and  commercial  purposes  was  not  com- 
pleted until  October  31,  but  an  arrangement  was  made  so  that 
about  thirty  customers  were  supplied  from  July  1.  The  new  plant 
consists  of  two  alternating  current  dynamos  with  a  capacity  of  600 
and  1,200  lights,  respectively;  43  transformers  and  62  meters; 
one  engine  of  125  horse-power  and  one  boiler  of  140  horse-power ; 
23^  miles  of  wire  are  used.  The  total  expenditure  is  given  as 
$19,950.54,  including  $878.79  charged  customers  for  expense 
of  connecting  them  with  the  system  and  $685.87  for  materials 
not  used.  No  rules  and  regulations  have  yet  been  printed.  On 
January  1  the  town  was  supplying  seventy  customers  and  had 
1,500  sixteen-candle-power  lamps  connected  ;  62  of  these  are  sup- 
plied by  meter  at  the  rate  of  six  mills  per  sixteen-candle  lamp 
hour.  Eight  customers  pay  from  $3.50  to  $5  per  sixteen-candle- 
power  lamp  per  year,  according  to  contract.  The  receipts  for  com- 
mercial lights  to  December  31  were  $1,253.29. 

In  the  city  of  Brockton^  on  Nov.  9,  1893,  both  branches  of  the 
city  council  by  unanimous  votes  adopted  the  following :  — 

Besolved,  That  It  Is  expedient  for  this  city  to  exercise  the  authority  con- 
ferred in  section  1  of  chapter  370  of  the  Acts  of  1891,  in  relation  to  the 
construction,  purchase,  leasing  or  using  and  maintaining  within  its  limits 
a  plant  for  the  manufacture  and  distribution  of  electricity,  for  furnishing 
light  for  municipal  use  and  for  the  use  of  such  of  its  inhabitants  as  may 
require  and  pay  for  the  same. 

This  was  approved  by  the  mayor  on  November  13.  A  vote  that 
it  is  expedient  to  exercise  such  authority  passed  both  branches  of 
the  city  council  by  unanimous  vote  in  1892.  The  question,  *'  Is  it 
expedient  for  this  city  to  exercise  the  powers  conferred  in  section 
1  of  chapter  370  of  the  Acts  of  1891,  entitled 'An  Act  to  enable 
cities  and  towns  to  manufacture  and  distribute  gas  and  elec- 
tricity '  ?  "  was  duly  submitted  to  the  voters  at  the  annual  municipal 
election  in  December  and  it  appears  from  the  records  of  such  elec- 
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tion  that  upon  this  question  there  were  1,142  yes,  3,085  no,  and 
1,051  blank  votes. 

In  the  city  of  Cambridge^  on  April  11,  1898,  a  resolve  "That 
it  is  expedient  for  the  city  of  Cambridge  to  exercise  the  authority 
conferred  in  section  1  of  chapter  370  of  the  Acts  and  Resolves  of 
the  year  1891,  beiug  'An  Act  to  enable  cities  and  towns  to  manu- 
facture and  distribute  gas  and  electricity,' "  was  referred  to  a  joint 
special  committee  with  instructions  ''to  investigate  the  probable 
cost  of  electric  lighting  and  report  thereon."  On  November  21 
the  report  of  this  committee  was  accepted,  and,  in  accordance  with 
its  general  teuor,  the  resolve  was  adopted  in  the  common  council 
by  a  vote  of  18  to  0  and  in  the  boai*d  of  aldermen  10  to  0.  It 
was  approved  by  the  mayor  on  November  23.  In  concluding  its 
report  the  committee  said :  "If  the  question  before  the  city  coun- 
cil was  for  final  action  in  the  matter,  we  should  feel  it  our  duty 
to  make  yet  more  extended  investigation  at  this  time;  bnt,  as 
final  action  must  be  taken  by  the  next  city  council,  we  do  not 
deem  it  necessary."  By  an  order  adopted  by  both  branches  of  the 
city  council  on  December  26  and  approved  the  following  day,  the 
mayor  was  authorized  to  request  the  Cambridge  Electric  Light 
Company  and  the  Cambridge  Gas  Light  Company,  respectively, 
to  file  the  schedules  of  their  property  and  plant,  as  required  by 
section  3,  chapter  454,  Acts  of  1893. 

In  the  board  of  aldermen  of  the  city  of  Chicopee^  on  Nov.  22, 
1893,  an  order  was  offered  directing  that  the  question  of  establish- 
ing an  electric  light  plant  by  the  city  be  submitted  to  the  people  at 
the  ensuing  municipal  election,  but  the  order  failed  of  passage  by  a 
tie  vote,  one  alderman  and  the  mayor  not  voting.  Both  branches 
of  the  city  council,  in  each  of  the  years  1891  and  1892,  had  voted 
unanimously  in  favor  of  owning  and  maintaining  an  electric  plant 
for  municipal  and  commercial  use. 

At  an  adjourned  session  of  the  annual  meeting  of  the  town  of 
Danvers^  on  April  27,  1893,  upon  further  consideration  of  the  re- 
port of  the  committee  on  commercial  lighting,  made  in  April,  1892, 
it  was  voted  that  no  franchise  to  supply  electricity  be  granted  to 
the  Danvers  Electric  Light  Company  or  any  other  private  electric 
light  corporation,  "  but  that  the  town  would  reserve  to  itself  all 
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rights  to  fnrnish  general  electric  light  and  power."  The  town  then 
voted,  75  yes,  25  no,  to  appropriate  $11,000  for  the  enlargement 
of  the  present  electric  light  plant  for  the  purpose  of  commercial 
lighting.  The  effort  to  make  this  appropriation  conditional  upon 
<^8ome  assurance  that  nine  hundred  lights  would  be  sold"  and 
that  ^^  the  annual  rate  per  light  should  not  be  less  than  96.00,"  was 
defeated.  The  treasurer  was  authorized  to  issue  twenty  town  notes 
of  $550  each,  bearing  interest  at  four  per  cent.,  and  it  was  voted 
that  ''  one  of  these  notes  be  made  due  and  payable  next  year  and 
one  each  year  thereafter  until  all  are  paid."  The  vote  upon  this 
proposition  was  55  yes,  3  no.  A  committee  of  five  was  then  author- 
ized, in  harmony  with  the  foregoing  votes,  ^'  to  add  to  the  present 
electric  light  plant  for  the  purpose  of  street  lighting  and  furnish  light 
and  power  to  any  citizen  on  the  line  of  the  streets  proposed  and 
recommended  by  the  committee  at  rates  per  light  hereafter  to  be 
fixed,  and  that  full  authority  to  contract  and  bargain  for  said  addi- 
tional plant,  to  erect  and  place  same  and  put  in  complete  and  full 
operation,  keeping  always  within  the  appropriation  voted  by  the 
town."  The  vote  upon  this  was  54  yes,  0  no.  In  the  report  of  the 
committee  referred  to  it  appears  that  such  a  plant  as  they  had 
believed  desirable  would  involve  an  expenditure  of  $20,000, 
although  one  large  enough  to  meet  the  present  demand]  might  be 
installed  for  $15,000.  The  committee  recommended  also  that  the 
cost  of  wiring  buildings  should  be  borne  by  the  customer,  that 
lights  should  be  supplied  by  meter,  except  that  in  some  cases,  such 
as  stores,  lights  might  be  sold  by  the  month  or  year. 

The  appropriation  made  for  the  year  ending  Feb.  1,  1894,  for 
maintenance  and  operation  was  $3,250.  The  total  cost  of  the 
plant  up  to  Feb.  1,  1893,  had  been  $16,555.68.  The  operating 
expenses  for  the  year  ending  with  that  date  were  $3,553.61.  No 
interest  or  depreciation  charges  are  included  in  this  sum.  During 
the  year  78  lights  were  run  267  hours,  on  an  average  of  5.58 
hours  per  night ;  199^  tons  of  coal,  4^  cords  of  wood,  22,500  car- 
bons, are  reported  as  used  during  the  year.  The  rate  of  taxation 
for  the  current  fiscal  year  of  the  town  is  $16.60  per  thousand.  The 
plant  consists  of  two  Brush  dynamos,  with  a  capacity  of  90  arc 
lights  of  1,200  candle-power  each  ;  one  60  horse-power  engine  and 
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one  80  horse-power  boiler.  No  additiODS  have  been  made  to  the 
plant  since  the  last  report. 

No  definite  action  has  been  taken  during  the  year  in  regard  to 
installing  a  plant  for  commercial  lighting.  Estimates  have  been 
obtained  as  to  cost,  however,  and  a  canvass  of  the  town  to  deter- 
mine, if  possible,  the  number  of  lamps  that  may  be  taken  is  par- 
tially completed. 

In  the  city  of  Everett  both  branches  of  the  city  government  have 
adopted  the  following :  — 

Resolved,  That  it  Is  expedient  for  the  city  of  Everett  to  exercise  the 
aathority  conferred  in  section  1  of  chapter  370  of  the  Acts  of  the  year  1891, 
entitled  '*  An  Act  to  enable  cities  and  towns  to  manufacture  and  distribute 
gas  and  electricity." 

The  vote  upon  this  in  the  common  council  Feb.  28,  1893,  was 
yes  17,  no  0 ;  and  in  the  board  of  aldermen  on  March  15,  yes  5, 
no  1.     It  was  approved  by  the  mayor  on  March  18. 

In  the  board  of  aldermen  of  the  city  of  Haverhill,  on  Dec.  28, 
1893,  a  vote  that  it  is  expedient  for  the  city  to  exercise  the 
authority  conferred  by  section  1  of  chapter  370  of  the  Acts  of 
the  year  1891  was  adopted  by  5  yes,  2  no,  but  was  laid  upon  the 
table  in  the  common  councU  on  December  30.  This  vote  was 
in  the  same  form  as  that  passed  unanimously  by  both  branches  in 
1892. 

In  the  town  of  Hingham,  on  March  13,  1893,  it  was  voted,  305 
yes,  21  no,  "that  it  is  expedient  for  the  town  to  exercise  the 
authonty  conferred  by  chapter  370,  Acts  of  the  year  1891."  On 
July  26  the  same  vote  was  passed  a  second  time,  114  yes,  43  no. 
Previous  to  the  meeting  of  March  13  the  committee  appointed  in 
1892  reported  in  favor  of  the  establishment  of  an  electric  light 
plant  by  the  town  and  recommended  the  passage  of  the  votes 
cited.  A  committee  was  appointed  to  construct  a  plant.  The 
Weymouth  Light  and  Power  Company  has  pole  lines  in  the  town 
and  supplies  the  town  and  private  consumers  with  electric  lights. 
Negotiations  have  been  carried  on  by  the  committee  and  this  com- 
pany looking  to  the  purchase  of  its  poles,  wires,  fixtures,  etc., 
within  the  town ;  these  negotiations  have  not  yet  matured  and  no 
plant  has  yet  been  constructed. 
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In  the  city  of  LawrencCj  by  concurrent  vote  of  both  branches  of 
the  city  council,  a  joint  special  committee  was  appointed  '^  to 
inquire  into  the  present  system  of  electric  lighting  now  in  use  in 
this  and  other  cities  of  the  Commonwealth  with  a  view  to  ascer- 
taining the  cost  of  the  same,  also  to  inquire  into  the  feasibility  of 
establishing  a  municipal  system  of  electric  lighting,  or  to  make 
such  other  recommendations  as  may  be  for  the  best  interests  of 
the  city  on  the  termination  of  the  present  contract."  No  report  has 
been  made  by  this  committee. 

In  the  town  of  Lexington,  at  the  annual  meeting  on  March  6, 
1893,  a  committee  was  appointed  to  examine  into  the  matter  of  a 
plant  for  municipal  and  commercial  lighting  and  report  with 
recommendations  at  the  next  annual  town  meeting. 

In  the  town  of  Manchester^  at  the  annual  meeting  in  March, 
1893,  the  subject-matter  of  a  system  of  electric  lighting  for  the 
town  highways  was  referred  to  a  committee  to  investigate  and  the 
sum  of  $400  was  appropriated  for  the  use  of  the  committee.  No 
report  has  been  made,  but  one  is  expected  from  the  committee  at 
the  next  annual  town  meeting. 

The  town  of  Marblehead,  on  April  3,  1893,  appointed  a  com- 
mittee to  investigate  respecting  an  electric  light  plant  for  municipal 
and  commercial  use.     No  report  has  been  made  by  this  committee. 

Both  branches  of  the  city  council  of  Medford  have  voted  "  that 
it  is  expedient  that  the  city  of  Medford  exercise  the  authority  con- 
ferred upon  cities  by  chapter  370  of  the  Acts  of  1891  and  under 
the  limitations  of  said  act  construct,  purchase,  lease  or  establish 
and  maintain  within  its  limits  one  or  more  plants  for  the  manufact- 
ure and  distribution  of  gas  or  electricity  for  furnishing  light  for 
municipal  use  and  for  the  use  of  such  of  its  inhabitants  as  may 
require  and  pay  for  the  same,  as  by  said  act  provided."  This  was 
adopted  by  the  common  council  April  10, 1893,  by  vote  of  16  yes, 
1  no ;  and  in  the  board  of  aldermen  April  11 ;  6  yes,  0  no.  It 
was  approved  by  the  mayor  April  15.  The  mayor  was  also  re- 
quested on  April  17,  by  concurrent  vote  of  both  branches  of  the 
city  government,  "  to  petition  the  General  Court  for  authority  and 
permission  for  the  city  of  Medford  to  provide  and  maintain  a  plant 
or  system  for  municipal  lighting." 
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The  town  of  Middlehorough^  at  a  special  meeting  on  March  25, 
1893,  voted,  yes  252,  no  97,  "  that  it  is  expedient  for  said  town  to 
exercise  the  authority  granted  by  chapter  370  of  the  Acts  of 
the  year  1891."  The  lighting  committee  was  instructed  *'  to  confer 
with  the  party  offering  the  Middleborough  gas  and  electric  plant 
for  sale  and  ascertain  the  price  of  said  plant,  its  condition  and 
such  other  facts  as  they  may  be  able,  and  report  to  the  town  at  the 
second  meeting  if  the  first  meeting  should  vote  that  it  is  expedient 
to  purchase  the  plant."  This  committee  reported  that  the  entire 
plant  of  the  company  could  be  purchased  for  863,000  and  recom- 
mended that  the  town  take  it  at  that  price.  They  also  reported 
in  favor  of  an  additional  expenditure  upon  the  plant  of  about 
97,500.  The  recommendations  contained  in  the  report  of  this 
committee,  submitted  in  print  at  a  special  meeting  on  October  28, 
were  accepted  and  it  was  voted,  —  601  yes,  116  no,  —  that  it  is 
*'  expedient  for  the  town  to  purchase  the  property  and  plant  of 
the  Middleborough  Gas  and  Electric  Company  for  a  sum  not 
exceeding  $63,000."  At  the  same  meeting  it  was  voted,  120  to  0, 
to  appropriate  $75,000  for  the  purchase  and  equipment  of  this 
plant,  and  an  issue  of  bonds  was  authorized  for  the  sum  of  $75,- 
000,  all  of  said  bonds  to  be  dated  Nov.  1,  1898,  and  to  be  pay- 
able according  to  the  following  schedule :  — 


91,000  in  one  year  from  date. 
1,100  in  two  years. 
1,200  in  three  years. 
1,300  in  fonr  years. 
1,400  in  five  years. 
1,600  in  six  years. 
1,600  in  seven  years. 
1,700  in  eight  years. 
1,200  in  nine  years. 
1,900  in  ten  years. 
2,100  in  eleven  years. 
2,200  in  twelve  years. 
2,300  in  thirteen  years. 
2,400  in  fonrteen  years. 
2,500  in  fifteen  years. 


$2,600  in  sixteen  years. 
2,600  in  seventeen  years. 
2,700  in  eighteen  years. 
2,800  in  nineteen  years. 
2,900  in  twenty  years. 
3,000  in  twenty-one  years. 
3,100  in  twenty-two  years. 
3,200  in  twenty-three  years. 
3,300  in  twenty-fonr  years. 
3,400  in  twenty-five  years. 
8,500  in  twenty-six  years. 
3,600  in  twenty-seven  years. 
3,700  in  twenty-eight  years. 
3,900  in  twenty-nine  years. 
6,300  in  thirty  years. 


The  first  nine  bonds,  amounting  to  $12,000,  to  be  at  a  rate  of 
interest  not  exceeding  four  and  one-half  per  cent,  per  annum  and 
the  remaining  bonds,  amounting  to  $63,000,  at  a  rate  not  exceed- 
ing four  per  cent,  per  annum. 
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A  committee  was  appointed  to  negotiate  with  the  company  and 
to  make  purchase  of  its  plant  and  property  for  not  more  than 
$63,000.  Authority  was  also  given  the  committee  '^  to  carry  into 
effect  the  recommendations  contained  in  the  report  of  the  special 
committee  on  lighting,  at  an  expense  not  to  exceed  the  amount 
appropriated  for  equipping  said  plant."  The  vote  upon  the  prop- 
osition to  issue  bonds  was  101  to  nothing,  and  upon  the  question 
of  appointing  a  committee  to  purchase,  106  to  nothing. 

At  a  special  meeting  held  on  December  9  it  was  voted  ''to 
adopt,  in  place  of  the  schedule  of  bonds  provided  to  be  issued  by 
the  vote  of  October  28,  in  payment  for  the  purchase  of  the 
property  and  plant  of  the  Middleborough  Gas  and  Electric  Com- 
pany, the  following  schedule  of  bonds,  and  that  the  town  treasurer 
be  empowered  to  issue  bonds  in  accordance  therewith  to  the 
amount  of  $75,000,  to  be  signed  by  him  and  countersigned  by  the 
selectmen,  of  such  denominations  as  they  approve,  bearing  date 
Nov.  1, 1898,  with  interest  payable  semi-annually  on  the  first  days 
of  May  and  November,  all  said  bonds  to  bear  interest  at  the  rate 
of  four  per  cent. :  "  $1,000  to  be  due  on  November  1  in  each  of 
the  years  1894,  1895,  1896,  1897,  1898;  $1,500  in  each  of  the 
years  1899,  1900,  1901,  1902,  1903;  $2,000  in  each  of  the  years 
1904,  1905,  1906,  1907,  1908 ;  $3,000  in  each  of  the  years  1909, 
1910,  1911,  1912,  1913 ;  $3,500  in  each  of  the  years  1914,  1915, 
1916,  1917,  1918;  $4,000  in  each  of  the  years  1919,  1920,  1921, 
1922,  1923.  Upon  this  the  vote  was :  yes  12,  no  0.  It  was  also 
voted  '^  that,  for  the  purpose  of  extinguishing  the  municipal 
lighting  bonds  as  they  mature,  the  town  hereby  establishes  a 
sinking  fund,  to  which  it  will  contribute  the  following  sums  each 
year,  viz. :  $1,000  each  year  from  1894  to  1898,  inclusive ;  $1,500 
each  year  from  1899  to  1903,  inclusive ;  $2,000  each  year  from 
1904  to  1908,  inclusive;  $3,000  each  year  from  1909  to  1913, 
inclusive  ;  $3,500  each  year  from  1914  to  1918,  inclusive ;  $4,000 
each  year  from  1919  to  1923,  inclusive  ;  the  same  to  be  paid  from 
the  income  of  the  lighting  department  if  sufficient,  otherwise  from 
the  town  taxes,  and  that  provision  for  the  payment  of  interest 
and  the  contributions  to  sinking  funds  shall  be  included  in  each 
annual  assessment  of  taxes.*'    On  this  the  vote  was :  yes  14,  no  0. 
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The  committee  appointed  October  28  completed  the  purchase 
of  the  plant  for  the  price  named  on  December  15,  and  bonds  have 
been  issued  to  the  amount  of  970,000.  The  work  of  putting  the 
plant  in  the  condition  recommended  by  the  original  committee  is  in 
progress.  The  tax  rate  for  the  fiscal  year  ending  Dec.  31,  1893, 
was  $15.50  per  thousand. 

In  the  town  of  Needham^  on  March  20,  1893,  the  selectmen 
were  instructed  to  ^'  contract  with  some  company  to  light  the 
streets  with  electricity,  town  to  own  poles  and  wires,  expense  not 
to  exceed  $3,000  per  year."  On  June  23  the  selectmen  made  a 
verbal  report  and  it  was  voted  to  adopt  an  incandescent  system 
for  street  lighting.  The  sum  of  $10,000  was  appropriated,  to  be 
expended  under  the  direction  of  the  selectmen  ^^  for  the  purpose 
of  constructing  and  establishing  a  plant  for  the  distribution  of 
electric  light  in  the  town."  It  was  also  voted  to  raise  this  money 
by  an  issue  of  bonds  to  the  full  amount,  to  be  dated  Sept.  1,  1893, 
bearing  interest  at  four  per  cent,  per  annum,  payable  -in  thirty 
years  and  in  denominations  of  $1,000  or  $500,  at  the  discretion  of 
the  selectmen.  The  town  treasurer  was  also  authorized  to  borrow 
money  needed  in  auticipation  of  the  issue  of  bonds,  and  commis- 
sioners of  sinking  fund  were  chosen.  At  a  meeting  on  Sept. 
15,  $3,500  additional  was  appropriated  for  the  construction  of 
the  plant.  Bonds  to  this  amouut  were  authorized,  of  the  same 
date  and  tenor  and  to  be  issued  in  the  same  manner  as  those 
authorized  at  the  former  meeting.  At  this  meeting  the  sum  of 
$300  was  directed  to  be  paid  to  the  selectmen  as  '^  compensation 
in  full  for  their  extra  services  in  the  construction  of  a  plant,  the 
same  to  be  charged  to  construction  account,  and  the  selectmen 
were  authorized  to  further  extend  the  electric  lighting  system.  It 
was  also  voted  that  ^'the  selectmen  be  authorized  to  grant  the 
Eliot  Falls  Electric  Light  Company  the  right  to  supply  the  inhab- 
itants of  Needham  with  electnc  light  for  domestic  and  commercial 
purposes  upon  such  terms  and  conditions  as  they  shall  determine, 
and  that  any  income  received  by  the  town  therefrom  be  applied  to 
the  running  expenses  of  the  electric  lighting  plant." 

In  accordance  with  the  votes  of  the  town,  a  distributing  plant 
has  been  constructed,  consisting  of  about  37  miles  of  wire,  extend- 
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ing  over  20  miles  of  streets ;  490  new  poles  have  been  used  and 
359  fire-alarm  telegraph  and  telephone  poles  used ;  300  twenty- 
five  candle-power  Incandescent  lamps  are  in  use ;  914,095.65  have 
been  expended  for  construction.  The  bonds  authorized  have  not 
yet  been  issued,  the  money  having  been  provided  by  temporary 
loans.  A  contract  for  a  term  of  five  years  has  been  made  with  the 
Eliot  Falls  Electric  Light  Company  to  supply  the  electricity  for 
the  lights  upon  a  moonlight  schedule  until  12.30  a.m.  for  $1,870 
per  year  for  240  lights  and  $6  per  year  for  every  additional  light. 
For  this  sum  the  company  is  to  do  all  repairs  and  renew  the  lamps, 
the  town  furnishing  the  materials  and  the  new  lamps.  The  lights 
have  been  in  use  since  November  6.  The  tax  rate  in  the  town  for 
the  last  year  was  $14.60  per  thousand. 

The  city  council  of  Newton^  by  an  order  approved  Oct.  12, 
1893,  voted  ^*  that,  in  view  of  the  expiration  of  the  street  lighting 
contract,  the  committee  on  fuel  and  street  lighting  is  hereby  re- 
quested and  authorized  to  consider  and  report,  with  recommenda- 
tions, at  its  earliest  convenience,  in  print,  upon  the  matter  of 
establishing  a  plant  for  gas  and  electric  lightiog,  to  be  owned  and 
operated  by  the  city."  By  an  order  approved  Nov.  14,  the 
council  requested  the  mayor  to  petition  the  General  Court  for 
authority  to  *' establish,  maintain  and  operate  an  electric  light 
plant  for  lighting  the  streets,  ways,  parks,  places  and  buildings  of 
the  city."  The  committee  referred  to  in  the  order  of  Oct.  12 
reported  Nov.  27,  recommending  immediate  action  whereby  the 
city  might  avail  itself  of  all  the  privileges  contained  in  chapter 
370  of  the  Acts  of  1891  and  all  amendatory  acts.  On  the  same 
date  this  report  was  accepted  and  it  was  unanimously  voted  by 
both  branches  of  the  city  council  '^  that  the  city  council  of  the  city 
of  Newton  do  hereby  determine  and  adjudicate  that  it  is  expedient 
for  the  city  of  Newton  to  exercise  the  authority  conferred  by  chap- 
ter 370  of  the  Acts  of  the  year  1891,  entitled  '  An  Act  to  enable 
cities  and  towns  to  manufacture  and  distribute  gas  and  electricity,' 
and  all  acts  in  amendment  or  in  addition  thereto."  This  was  ap- 
proved by  the  mayor  on  December  4. 

In  the  town  of  North  AUleborough^  at  a  meeting  on  March  25, 
a  committee  of  three  was  appointed  with  authority  to  construct  an 
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electric  light  plant,  ^^  at  an  expense  not  to  exceed  $50,000,  to 
inclnde  the  coet  of  the  whole  plant  now  in  town."  The  Bum  of 
$50,000  was  appropriated  for  the  purpose  and  the  treasurer  was 
authorized  to  borrow  this  amount.  On  April  22  the  treaanrer  was 
authorized  to  issue  bonds  for  $50,000,  to  be  known  as  the  North 
Attleborough  electric  light  loan,  these  bonds  to  run  for  thirty  years, 
at  four  per  cent.  The  North  Attleborough  Steam  and  Electric 
Company  filed  a  schedule  of  its  property,  as  provided  by  law, 
but  the  town  plant  is  nearly  completed  and  none  of  the  plant  of 
the  private  corporation  has  been  used  or  bought* 

From  the  return  of  the  town. of  Peabody  it  appears  that  the  total 
cost  of  plant  to  June  80,  1898,  had  been  $48,288.42.  The  appro- 
priations made  during  the  year  for  maintenance  and  operation  were 
$8,800  and  for  the  sinking  fund  $800.  The  total  operating  ex- 
penses for  the  year  ending  June  80  were  reported  as  $5,725.85 ; 
no  interest  or  depreciation  charges  are  included  in  this  amount. 

A  description  of  the  plant  for  street  lighting  is  contained  in  the 
report  of  this  Board  for  1898.  In  September,  1892,  the  lights 
were  run  four  days  and  from  October  1  to  June  80,  288  days,  a 
total  of  2,415|  hours.  In  September,  1892,  136  lamps  were  in 
use;  in  October,  142;  in  November  and  December,  148;  for  the 
succeeding  six  months,  149,  all  of  nominal  1,200  candle-power. 

At  an  adjournment  of  the  annual  meeting  on  March  80,  1898,  a 
committee  was  appointed  to  investigate  and  report  on  the  subject 
of  commercial  lighting.  At  a  meeting  on  June  18,  in  accordance 
with  the  recommendation  of  this  committee,  the  town  voted, — 
105  yes,  1  no,  —  to  ^'  install  an  incandescent  machine  and  appa- 
ratus in  connection  with  the  present  plant,  to  consist  of  one  1,000- 
light  alternating  machine,  with  all  necessary  station  apparatus, 
:also  for  suitable  meters  and  transformers,"  and  for  wires  to  extend 
through  certain  of  the  principal  streets  of  the  town.  For  this  pur- 
pose $5,500  was  appropriated.  In  the  report  of  the  committee  it 
was  stated  that  it  had  ''  cost  the  town  the  last  year  to  light  the 
towQ-house,  central  engine  house  and  pumping  station  $841,  besides 
the  allowance  for  lighting  the  other  engine  houses."  It  was  then 
voted  to  **  wire  the  town  hall,  the  pumping  station  and  engine 
houses,  except  hose  5,  and  to  furnish  necessary  and  suitable  lamps 
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and  other  apparatos  therefor."  For  this  91,200  was  appropriated. 
It  was  farther  voted  ^*  that  the  town  furnish  wire  to  carry  the  cur- 
rent to  the  consumer,  as  the  gas  companies  furnish  pipes  for  gas, 
but  that  the  consumer  be  required  to  furnish  lamps  and  house 
wire."  It  was  then  voted  that  for  the  increased  expense  for  run- 
ning the  plant,  as  enlarged  for  the  balance  of  the  municipal  year, 
$800  be  appropriated.  The  $8,300  above  mentioned  includes 
this  sum. 

To  carry  out  the  recommendations  presented,  a  committee 
was  appointed  and  notes  of  the  town  for  $6,700  were  author- 
ized, payable,  $1,000  per  year  for  six  years  and  the  balance  in 
seven  years  from  date,  the  money  for  these  notes  to  be  included  in 
the  tax  levy  for  each  year.  In  accordance  with  this  vote  a  plant 
has  been  secured  and  installed.  It  includes  one  Westinghouse 
alternating-current  1 ,200-light  dynamo,  about  14  miles  of  wire  and 
21  transformers.  Fourteen  meters  are  in  use,  two  of  these  being 
in  the  town  house  and  the  central  engine  house.  The  town  began 
to  supply  commercial  lights  on  November  10.  At  the  close  of  the 
calendar  year  it  had  installed  about  800  sixteen-candle-power 
lights ;  about  half  of  these  were  town  lights ;  there  were  seventeen 
private  consumers.  The  rates  at  which  these  lights  are  supplied 
will  be  found  in  the  rules  and  regulations  adopted  by  the  selectmen, 
which  are  contained  in  an  appendix  to  this  report. 

In  the  town  of  Reading^  at  the  annual  meeting  on  March  6, 
under  an  article  ''  to  see  what  action  the  town  will  take  with  regard 
to  obtaining  a  plant  for  the  manufacture  and  distribution  of  elec- 
tricity for  furnishing  light  for  municipal  use  and  for  the  use  of  its 
inhabitants,  and  how  much  money  they  will  raise  and  appropriate 
for  that  purpose  or  what  they  will  do  in  relation  thereto,"  and  an 
article  ^^  to  see  if  the  town  will  take  any  action  for  the  purpose  of 
securing  control,  by  purchase  or  otherwise,  of  that  part  of  the 
property  of  the  Citizens'  Gas  Light  Company  of  Beading,  South 
Beading  and  Stoneham  which  is  located  within  the  limits  of  the 
town  of  Beading  and  supplying  the  town  or  its  inhabitants  with 
gas  for  municipal  and  commercial  use,"  the  subject-matter  of 
both  articles  was  referred  to  a  committee  to  report  at  a  future 
meeting.    This  committee  has  not  yet  reported.    The  committee 
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appointed  in  1892  have  submitted  a  printed  report  coveriDg  the 
points  mentioned,  but  without  specific  recommendations.  No  action 
has  been  taken  on  this  report. 

In  the  city  of  Springfield^  on  January  28,  1893,  the  committee 
on  lighting  streets  were  instructed  to  iuvestigate  and  report  upon 
the  expediency  and  advisability  of  the  establishment  of  a  munic- 
ipal lighting  plant.  On  December  26  the  report  of  this  committee 
was  accepted,  in  which  they  stated  as  their  opinion  '*  that  under 
the  statutes,  as  they  stand  at  present  in  this  Commonwealth,  it 
would  not  be  expedient  nor  profitable  for  this  city  to  engage  in 
municipal  lighting  on  its  own  account." 

In  the  town  of  Stonehanij  at  a  special  meeting  on  December  5, 
the  warrant  included  an  article  *'  to  see  if  the  town  will  vote  to 
accept  the  provisions  of  section  1,  chapter  370,  of  the  Acts  of  1891, 
entitled  '  An  Act  to  enable  cities  and  towns  to  manufacture  and 
distribute  gas  and  electricity.' "  When  this  article  was  taken  up  it 
was  voted  that  the  subject-matter  be  inserted  in  the  warrant  for 
the  annual  meeting  to  be  held  in  March,  1894. 

In  the  town  of  Stoughton^  on  May  16,  1893,  a  committee  was 
appointed  ^*  to  take  legal  counsel  as  to  certain  points  connected 
with  the  ^  establishment  of  the  plant  for  gas  and  electricity '  and  to 
report  at  a  future  meeting  to  be  held  in  three  weeks.*'  This  com- 
mittee reported  accordingly  that  they  had  been  advised  to  the 
effect  that  the  votes  passed  in  1892,  contained  in  the  last  report  of 
this  Board,  constituted  a  decision  to  establish  a  gas  and  electric 
plant  for  municipal  and  commercial  uses ;  that  the  town  was  bound 
before  establishing  a  ^*  public  plant"  to  purchase  the  plant  of  the 
Stoughton  Gas  and  Blectric  Company,  since  said  corporation  had 
elected  to  sell  the  same  and  had  filed  the  notice  of  such  election, 
as  the  statute  required  ;  that  since  the  town  and  company  had  been 
unable  to  agree  upon  the  price  to  be  paid  and  by  reason  of 
the  fact  that  neither  the  company  nor  the  town  had  applied  to  the 
court  to  determine  the  terms  of  the  sale  and  the  purchase,  the 
company  had  lost  its  right  to  compel  the  town  to  buy,  and 
the  town  had  lost  its  right  to  proceed  to  establish  such  plant 
and  could  only  exercise  the  same  by  commencing  de  novo  and  again 
passing  the  votes  required  under  the  statute.    At  a  special  meeting 
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on  June  29  the  town  voted  —  51  yes  to  17  no  —  "  that  it  is  expedient 
for  the  town  to  exercise  the  authority  conferred  under  section  1, 
chapter  370,  of  the  Acts  of  1891,  to  establish  and  maintain  one 
or  more  plants  for  the  manufacture  and  distribution  of  electricity 
or  gas  for  furnishing  light  for  municipal  use  and  for  the  use  of 
such  of  its  inhabitants  as  may  requu'e  and  pay  for  the  same,  as 
is  provided  in  said  act." 

In  the  town  of  Winchester  the  following  article  was  inserted  in 
the  warrant  for  the  meeting  of  Mai'ch  6, 1893 :  ''  To  see  if  the 
town  will  accept  of  the  provisions  of  chapter  370  of  the  Acts  of 
the  year  1891,  entitled  'An  Act  to  enable  cities  and  towns  to 
manufacture  and  distribute  electricity,'  and  to  pass  any  votes  in 
connection  therewith  which  may  be  deemed  expedient."  Under 
this  article  it  was  voted — yes  188,  no  8  —  to  accept  the  pro- 
visions of  the  act.  At  a  meeting  held  June  15  the  same  article 
was  inserted  in  the  warrant,  stating  it  to  be  for  the  second  vote. 
This  meeting  adjourned  to  June  22,  when  the  vote  upon  accepting 
the  act  was :  yes  37,  no  0.  The  electric  light  committee  were  in- 
structed to  make  further  investigations  and  report  at  a  future  ^ 
meeting.     This  committee  has  not  yet  reported. 

In  the  city  of  Fb&um,  on  Nov.  14,  1893,  both  branches  of  the 
city  council  adopted  unanimously  the  following :  — 

Be  U  resolved.  That  the  city  of  Woburn  exercise  the  authority  conferred 
in  chapter  370,  Statutes  of  1891,  relative  to  establishing  a  municipal  light- 
ing plant. 

This  was  approved  by  the  mayor  on  November  15.  No  prop- 
osition was  introduced  into  the  city  council  looking  to  a  sub- 
mission of  these  votes  for  ratification  at  the  annual  municipal 
election.  No  schedule  of  its  property  has  been  demanded  of 
either  of  the  companies  supplying  light  in  the  city,  nor  any  filed 
by  either,  as  the  statute  allows. 

At  the  annual  meeting  of  the  town  of  WeUesley^  held  on  March 
6,  1893,  the  electric  light  committee  appointed  in  1892  submitted 
its  report,  from  which  it  appeared  that  $13,345.29  had  been  ex- 
pended for  the  construction  of  the  plant  and  that  about  $500  more 
would  be  needed  for  its  completion ;  that  the  contract  had  been 
concluded  with  the  Eliot  Falls  Electric  Light  Company  of  Natick, 
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under  which  that  company  had  agreed  to  famish  the  current  for  $6 
per  lamp  per  year,  the  contract  to  run  for  two  years  with  the 
option  in  the  town  to  renew  the  same  for  two  years  more  at  the 
same  price.  This  committee  was  continued  and  the  matter  of 
the  extension  of  the  electric  lights  was  referred  to  it  with  in- 
structions to  report  at  some  future  meeting  as  to  the  best  meth- 
ods to  be  pursued.  At  a  special  meeting  on  October  23,  under 
an  aiticle  *'  to  see  if  the  town  will  authorize  the  selectmen  to  grant 
the  Eliot  Falls  Electric  Company  the  right  to  use  the  town  poles 
and  supply  the  citizens  with  electric  light  for  domestic  and  com- 
mercial purposes  upon  such  terms  and  conditions  as  the  selectmen 
shall  determine,  and  to  do  and  act  anything  respecting  the  same," 
it  was  voted  ^*  that  the  selectmen  be  instructed  to  apply  to  the  next 
Legislature  for  an  act  under  which  the  town  of  Wellesley  may 
safely  contract  with  an  electric  light  company  to  furnish  electric 
light  for  domestic  and  commercial  lighting  in  said  town  for  a  term 
of  years.** 

A  description  of  the  town  plant  was  included  in  the  last  report 
of  this  Board.  The  appropriations  during  the  year  ending  June 
80,  1893,  for  maintenance  and  operation  were  $3,500.  The  cost  of 
running  the  plant,  including  amount  paid  for  current,  as  appears 
by  the  return  of  the  town,  was  $3,604.40.  No  additions  or  alter- 
ations appear  to  have  been  made  in  the  plant  during  the  year. 
Three  hundred  and  seveuty-five  25  candle-power  lights  have  been 
in  use.  These  were  first  lighted  on  Dec.  13, 1892,  and  to  June  30, 
1893,  had  been  run  160  days  and  a  total  of  933  hours.  The  tax 
rate  in  the  town  for  the  year  ending  Dec.  81,  1893,  was  $11.00  per 
thousand. 

Violations  of  Law. 

Notices  have  been  sent  to  the  Attorney-General,  as  required  by 
the  statutes,  of  violations  of  law  in  the  following  cases :  — 

By  the  Brookline  Gas  Light  Company,  a  violation  of  section  4  of 
chapter  104  of  the  Acts  of  1854,  and  of  section  75  of  chapter  106 
of  the  Public  Statutes,  in  proceeding  to  dig  up  the  ground  in  the 
streets,  lanes  and  highways  of  the  city  of  Boston,  for  the  purpose 
of  laying  gas  pipes  therein,  without  obtaiulng  the  consent  in  writing 
of  the  board  of  aldermen  of  said  city. 
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The  following,  from  the  commaiiicatloii  of  the  Board  to  the  At- 
torney-General, will  explain  the  facts  and  the  law  in  this  case,  as 
found  by  the  Board :  — 

'*  The  Brookline  Gas  Light  Company  was  incorporated  by  special 
act  of  the  Legislature,  being  chapter  17  of  the  Acts  of  the  year 
1853.  By  the  terms  of  that  act  the  powers  of  the  company  were 
confined  to  the  town  of  Brookline  exclusively.  By  chapter  104  of 
the  acts  of  1854,  in  section  4,  it  is  provided,  referring  to  the 
Brookline  Gas  Light  Company,  that  *  Said  corporation,  with  the 
consent  of  the  mayor  and  aldermen  of  the  cities  of  Boston  and 
Roxbury,  respectively,  shall  have  power  and  authority  to  open  the 
ground  in  any  part  of  the  streets,  lanes  and  highways  in  said  cities 
for  the  purpose  of  sinking  and  repairing  such  pipes  and  conduct- 
ors as  it  may  be  necessary  to  sink  for  the  purpose  aforesaid.* 
By  the  phrase  *  purpose  aforesaid '  reference  seems  to  be  made 
to  the  provisions  in  section  2,  which  declares  that  *  Said  corpora- 
tions are  hereby  authorized  to  extend  their  pipes  within  the  limits 
...  of  the  cities  of  Boston  and  Roxbury  and  to  sell  gas  on  the 
line  of  such  extension.'  It  is  further  stated  in  said  section  4 
that— 

**  The  said  company,  after  openfDg  the  ground  in  said  streets,  lanes  and 
highways,  shall  be  held  to  pat  the  same  again  in  repair  under  the  penalty 
of  being  prosecuted  as  a  nuisance :  Provided,  further,  That  said  mayor  and 
aldermen  for  the  time  being  shall  at  all  times  have  the  power  to  regalate, 
restrict  and  control  the  acts  and  doings  of  said  company  which  may  in  any 
manner  affect  the  health,  safety  or  the  convenience  of  the  inhabitants  of 
said  cities. 

**  By  section  75  of  chapter  106  of  the  Public  Statutes  it  is  pro- 
vided that  — 

*<  Gaslight  companies  may,  with  the  consent  in  writing  of  the  mayor  and 
aldermen  of  a  city,  dig  up  and  open  the  grounds  in  any  of  the  streets,  lanes 
and  highways  thereof  9o  far  <u  U  necessary  to  accompliah  tJie  objects  of  the 
corporation.  They  shall  put  all  such  streets,  lanes  and  highways  which  are 
opened  into  as  good  repair  as  they  were  when  opened,  and  upon  failure  so 
to  do  within  a  reasonable  time  shall  be  deemed  gnilty  of  a  nuisance. 

<*  By  section  77  of  the  same  chapter  it  is  further  provided  that  — 

**  The  mayor  and  aldermen  of  a  place  in  which  pipes  or  conductors  of  such 
a  corporation  are  sunk  may  regulate,  restrict  and  control  all  acts  and  doings 
of  such  corporation  which  may  In  any  manner  affect  the  health,  safety,  con- 
venience or  property  of  the  inhabitants  of  such  place. 
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''  By  section  3  of  the  same  chapter  it  is  provided  that  — 

**  All  corporations  established  by  special  charters  subsequently  to  the 
twenty-third  day  of  February  in  the  year  eighteen  hundred  and  thirty  for 
the  purpose  of  carrying  on  any  kind  of  a  manufacture  shall  be  governed  by 
the  provisions  and  be  subject  to  the  liabilities  prescribed  in  this  chapter. 

'*  It  appears  that  no  consent  in  writing  or  other  formal  consent  has 
been  obtained  by  the  Brookline  Gas  Light  Company  from  the  board 
of  aldermen  of  the  city  of  Boston  at  any  time,  or  that  any  appli- 
cation has  ever  been  made  for  such  consent.  The  Brookline  Gas 
Light  Company,  however,  has  laid  and  is  proceeding  to  open  and 
dig  up  the  streets  for  the  purpose  of  laying  a  large  extent  of  pipes 
within  the  limits  of  the  city  of  Boston.  We  understand  that  said 
company  is  pursuing  this  course  under  a  claim  that  they  have 
received  permits  tlierefor  from  the  superintendent  of  streets  of  the 
city  of  Boston,  and  that  such  permits  are  issued  under  the  ordi- 
nances and  regulations  of  said  city;  and  it  therefore  becomes 
necessary  to  examine  said  ordinances  and  regulations,  for  the  pur- 
pose of  ascertaining  whether  the  same  are  sufficient  to  support  the 
claim  of  the  company ;  and  whether,  in  fact  or  in  law,  the  permits 
of  the  superintendent  of  streets  issued  under  said  ordinances  and 
regulations  are  such  a  consent  of  the  board  of  aldermen  as  the 
statute  requires. 

"  At  a  conference  with  the  Board  of  the  parties  interested,  it 
appeared  that  the  company  claimed  to  have  received  its  permits 
under  section  8  of  chapter  36  of  the  Revised  Ordinances  of  1892 
of  the  city  of  Boston.  This  section  provides  that  '  Said  super- 
intendent '  —  referring  to  the  superintendent  of  streets  — '  may 
issue  permits  to  persons  having  authority  in  the  premises  to  open, 
occupy,  obstruct  and  use  portions  of  the  streets,  and  every  such 
permit  shall  specify  the  time,  place,'  etc.  It  is  further  provided 
in  said  section  as  to  the  conditions  which  shall  be  inserted  in  this 
permit.  The  regulation  referred  to  and  under  which  the  claim  was 
made  is  that  contained  in  chapter  5,  relative  to  streets  and  their 
uses,  of  the  Revised  Ordinances  of  1892  of  the  board  of  aldermen 
of  the  city  of  Boston.     Section  1  of  this  chapter  provides  that^ 

**  The  superintendent  of  streets  may  Issue  permits  for  opening,  occupying, 
obstructing  and  using  portions  of  the  public  streets  and  for  other  purposes 
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in  the  manner  and  on  the  terms,  specifications  and  conditions  and  for  the 
purpose  stated  in  the  ordinance  of  the  city,  subject,  however,  to  any  per- 
mission, control,  regulation,  obstruction  or  revocation  which  the  board  of 
aldermen  may  make. 

"  Section  8,  it  will  be  observed,  is  general  in  its  character,  and 
mast  be  Buhject  in  its  construction  to  other  sections  of  the  same 
chapter  wherever  they  fairly  or  necessarily  apply  thereto.  It 
appears  to  ns  that  whatever  permits  the  superintendent  of  streets 
may  issue  under  the  ordinances  of  the  city  with  respect  to  gas 
pipes  must  be  issued,  not  under  section  8  referred  to  above,  but 
under  section  14  of  the  same  chapter,  which  provides  that  — 

''Said  superintendent  shall,  when  avthorized  thereto  by  an  order  of  the 
board  of  aldermen,  issue  permits  to  open  and  occupy  portions  of  the  streets 
for  the  purpose  of  laying,  maintaining  and  using  wires,  railway  tracks  or 
rails  therein,  or  wires,  pipes  or  conduits  under  the  surface  thereof,  on  a  con- 
dition the  terms  of  which  shall  be  those  stated  in  section  8  of  this  chapter. 

' 'Attention  is  called  to  the  words '  persons  having  authority  in  the 
premises'  in  section  8,  and  to  the  words  *•  when  authorized  thereto 
by  an  order  of  the  board  of  aldermen'  in  section  14.  It  would 
appear  clearly  that  some  authorization  or  order  under  one  or  the 
other  of  these  sections  in  favor  of  the  persons  having  rights  in  the 
premises  was  a  condition  precedent  to  the  issuance  by  the  superin- 
tendent of  streets  of  the  permits  contemplated  by  these  sections ; 
but  it  is  not  pretended  that  any  action  has  been  taken  or  any  order 
passed  by  the  board  of  aldermen  authorizing  the  issuance  of  per- 
mits from  the  superintendent  of  streets  to  the  Brookline  Gas  Com- 
pany for  the  carrying  on  of  the  purposes  of  its  incorporation. 
For  these  reasons  it  appears  to  the  Board  that  the  permits  referred 
to  above  as  issued  to  the  company  by  the  superintendent  of  streets 
are  not  issued  in  the  manner  required  by  the  ordinances ;  neither 
are  they  with  the  consent  in  writing  of  the  board  of  aldermen 
which  the  statute  requires.  It  seems  to  us  to  be  clear  from  section 
14,  referred  to,  that  the  aldermen  did  not  intend  to  aUow  streets 
to  be  opened  and  dug  up  for  the  purpose  of  laying  new  pipes  or 
conduits  for  gas  unless  they  took  some  formal  action  and  passed 
some  clear  order  respecting  the  same.  It  was  claimed,  however, 
that  under  the  revision  of  the  charter  of  the  city  of  Boston,  made 
by  the  Legislature  in  1885,  the  consent  required  by  the  statutes 
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above  referred  to  has  been  taken  from  the  board  of  aldermen  of 
Boston  ;  and  it  therefore  becomes  necessary  to  examine  the  statute 
under  which  this  claim  is  made. 

"  By  section  6  of  chapter  266  of  the  Acts  of  1885,  being  '  An  Act 
to  amend  the  charter  of  the  city  of  Boston,'  it  is  provided  that  — 

**  The  ezecative  powers  now  vested  in  the  board  of  aldermen  as  such,  as 
surveyors  of  the  highways,  etc.,  or  otherwise,  shall  be  and  hereby  are  vested 
In  the  mayor,  to  be  exercised  through  the  several  officers  and  boards  of 
the  city  in  their  respective  departments  under  his  general  supervision  and 
control. 

^'  This  section  proceeds  to  more  specifically  illustrate  and  describe 
the  executive  powers  referred  to,  and  it  is  made  the  duty  of  these 
officers,  under  the  direction  of  the  mayor,  to  make  contracts  for 
labor  and  materials  in  the  construction  and  repair  of  all  public 
works,  to  have  the  entire  care,  custody  and  management  of  the 
same,  and  of  the  city's  property,  and  the  direction  and  control  of 
the  executive  and  administrative  business  of  the  city.  And  the 
mayor  is  charged  with  securing  *  the  honest,  efficient  and  econom- 
ical conduct  of  the  entire  executive  and  administrative  business  of 
the  city.' 

^^  It  will  be  observed  that  this  statute  transfers  to  the  mayor  only 
the  executive  powers  of  the  board  of  aldei*men.  From  the  foot- 
note on  page  197  of  the  Revised  Ordinances  of  1885  (which  note 
we  understand  is  by  the  editor  and  compiler  of  the  ordinance,  and 
is  a  foot-note  to  the  ordinance  respecting  the  power  of  the  super- 
intendent of  streets  in  reference  to  permits  for  opening  the  streets) 
it  is  recognized  expressly  that  the  general  powers  of  the  board  of 
aldermen  are  not  disturbed  by  the  act  of  1885,  and  that  the  ordi- 
nary judicial  or  legislative  powers  it  formerly  had  remained  vested 
in  the  board  of  aldermen  subsequent  to  the  enactment  of  that  stat- 
ute. In  the  opinion  of  the  Board,  the  determination  of  the  question 
as  to  whether  the  streets  generally  shall  be  dug  up  for  the  purposes 
of  a  gas  corporation,  such  a  consent  as  the  statute  requires  is  not 
an  executive  power,  but  one  which  is  judicial  in  its  character. 
Certainly  the  whole  history  of  the  exercise  of  this  power  has  tended 
to  the  support  of  this  proposition.  It  has  been  regarded  as  a  broad 
and  general  question  of  public  policy,  and  in  many  cases  long  and 
extended  hearings  have  been  held,  with  the  testimony  of  many 
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witnesees,  and  the  question  to  be  determined  has  been  whether  the 
general  public  interest  required  that  a  company  should  receive  the 
general  admission  to  its  streets  such  as  the  law  contemplates.  It 
will  be  observed  that,  under  chapter  106,  section  75,  when  this 
consent  in  writing  is  given  it  extends  *  so  far  as  is  necessary  to 
accomplish  the  objects  of  the  corporation.'  The  question  as  to 
what  is  the  full  force  and  effect  of  this  consent  has  not  been  spe- 
cifically determined,  as  we  underatand  it,  in  the  courts  of  this 
Commonwealth,  but  similar  language  has  received  the  construction 
of  the  courts  in  other  States,  and  it  has  been  held  that  after  the 
consent  is  once  granted  it  cannot  be  revoked  ;  that  it  lasts  during 
the  life  of  the  corporation,  if  the  corporation  sees  fit  to  exercise  it ; 
and  that,  having  once  been  given,  it  need  not  be  repeated ;  in  fact, 
that  the  corporation  derives  its  powers  to  open  and  dig  up  the 
streets  from  the  Legislature,  but  that  the  consent  of  the  aldermen 
is  the  condition  precedent  to  the  exercise  of  that  power,  and  that 
having  once  been  given,  the  condition  is  fulfilled.  On  this  point 
see  the  case  of  the  City  of  Brooklyn  vs,  Jourdan,  7  Abbott,  New 
Cases,  23  ;  State  of  Ohio  vs.  Cincinnati  Gas  Light  and  Coke  Co., 
18  Ohio  State,  262. 

'^  It  would  seem  that  this  construction  existed  in  the  minds  of 
the  legislators  when  chapter  106,  above  referred  to,  was 
passed,  since  they  have,  in  section  77,  extended  to  the  aldermen 
the  power  to,  in  every  reasonable  and  needed  respect,  exercise 
full  control  so  far  as  the  public  convenience  should  require  of 
those  streets  in  respect  to  which  general  powers  were  acquired  by 
the  consent  contemplated  by  section  75.  These  broad  statutes  are 
similar  in  nearly  all  the  States,  and  the  powers  of  the  city  with 
respect  to  the  kind  of  ordinance  possible  under  such  a  statute  were 
fully  considered  in  the  case  of  The  Commissioners,  etc.,  of  North- 
ern Liberty  vs.  Northern  Liberty  Gas  Co.,  12  Pennsylvania  St., 
818,  where  it  was  held  that  although  the  gas  company  might 
possess  general  authority  to  dig  up  the  streets,  yet  that  an  ordi- 
nance which  prohibited  the  opening  of  paved  streets  during  the 
winter  was  valid  and  binding  upon  the  company  and  within  the 
general  authority  to  do  all  things  necessary  for  the  preservation  of 
the  public  convenience. 
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'^  Respecting  the  general  powers  of  the  board  of  aldermen,  and  as 
to  what  ones  have  passed  to  the  mayor  nnder  the  words  ^  execu- 
tive and  administrative '  in  the  statute  of  1885,  above  referred  to, 
reference  is  made  to  the  case  of  the  Attorney-General  vs.  Boston, 
in  142  Mass.,  200,  from  which  it  appears  that  the  right  to  declare 
whether  the  public  necessity  and  convenience  required  the  mainten- 
ance of  a  sidewalk  on  a  portion  of  Boylston  Street  remained  in  the 
aldermen.  We  are  not  aware  of  any  other  case  in  which  any 
effort  has  been  made  to  construe  that  portion  of  that  statute." 

Notices  have  also  been  sent  to  the  Attorney-General,  as  required 
by  the  statutes,  of  violation's  of  law  in  the  following  cases :  — 

By  the  — 

Arohent  Gas  Company ; 

Bridgewater  Electric  Company ; 

Cambridge  Electric  Light  Company ; 

Chlcopee  Electric  Light  Company; 

Cbicopee  Gas  Works ; 

Cottage  City  Gas  and  Electric  Light  Company ; 

Easthampton  Gas  Company ; 

Edison  Electric  Illnminating  Company  of  Brockton ; 

Ellot  Falls  Electric  Light  Company; 

Franklin  Electric  Light  Company ; 

Hull  Electric  Liglit  and  Power  Company ; 

Jamaica  Plain  Gas  Light  Company ; 

Milton  Light  and  Power  Company ; 

Millis  Company ; 

Nantacket  Eiectrlc  Light  Company; 

Newbaryport  Gas  and  Electric  Company ; 

Northampton  Electric  Lighting  Company ; 

Northampton  Gas  Light  Company ; 

North  Attleborongh  Steam  and  Electric  Company ; 

Orange  Electric  Light  Company; 

Pltufield  Electric  Company ; 

Plttsfield  Coal  Gas  Company ; 

South  Hadley  Falls  Electric  Light  Company; 

StoQghton  Gas  and  Electric  Company ; 

Tannton  Electric  Lighting  Company ; 

Union  Electric  Light  Company ; 

Ware  Electric  Company; 

Weymouth  Light  and  Power  Company ; 

Whitman  Electric  Company; 

Wobnm  Electric  Light  Company  — 

in  not  making  returns  to  the  Board  within  the  time  required  by 
law. 

By  Alonzo  W.  Perry  of  Boston,  in  erecting  wires,  for  use  in 
conveying  electricity  for  lighting,  over  Arch,  Federal  and  South 
streets  in  Boston,  without  the  consent  of  the  board  of  aldermen. 
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By  the  North  Adams  Gas  Light  Company  and  Salem  Gas  Light 
Company,  in  supplying  gas  containing  sulphuretted  hydrogen. 

Accidents. 

In  accordance  with  section  2,  chapter  350,  Acts  of,  1888,  it  is 
the  duty  of  the  Board  to  present  herewith  an  abstract  of  cases 
wherein  persons  sustained  bodily  injury  from  gas  and  electricity 
manufactured  and  sold  for  light  and  fuel  during  the  year  1893. 
The  Board  is  but  little  helped  in  performing  this  duty  by  the 
reports  which  are  required  by  law  to  be  rendered  to  it  by  the 
various  companies,  as  only  a  small  percentage  of  the  accidents 
seem  to  come  to  the  knowledge  of  these  companies. 

The  Board  has  received  reports  from  the  medical  examiners  of 
the  State,  from  hospitals  and  other  sources,  of  fifty-two  accidents 
from  illuminating  gas  in  the  State  during  the  year.  There  were 
twenty-five  deaths,  all  but  two  in  Boston ;  ten  in  hotels,  usually 
of  an  ordinary  class ;  five  in  lodging-houses,  and  one  in  an  insti- 
tution. There  were  nineteen  cases  where  escaping  gas  caused  the 
death  of  one  or  more  persons ;  of  these  fifteen  were  isolated  cases. 
There  was  one  case  where  two  were  found  dead  and  a  third  recov- 
ered ;  there  were  two  cases  where  two  were  found  dead  and  one 
case  where  one  was  found  dead  and  the  other  recovered.  Three 
of  the  isolated  cases  were  undoubtedly  suicides,  and  there  was  an 
attempted  double  suicide,  successful  in  the  case  of  one  of  the 
parties.  Nine  of  the  Isolated  cases  appeared  to  be  accidental  and 
three  of  the  collective  ones.  In  four  of  the  isolated  cases  it  was 
doubtful  whether  the  turning  on  of  the  gas  was  intentional.  Of 
the  nine  accidental  isolated  cases,  four  were  probably  due  to 
ignorance,  one  to  intemperance,  one  to  bad  gas  fixtures,  three  to 
carelessness.  Of  the  three  collective  accidental  cases  two  were 
probably  due  to  ignorance  and  one  to  carelessness.  Fifteen  of  the 
fatal  accidents  occurred  in  hotels  and  lodging-houses. 

Since  April  30,  1890,  when  the  State  took  off  the  limit  of  ten 
per  cent,  from  the  amount  of  carbonic  oxide  allowed  in  gas,  the 
number  of  fatalities  has  increased  alarmingly.  In  1889  there 
were  two  deaths  reported  by  this  Board ;  in  1890,  eight;  in  1891, 
sixteen  ;  in  1892,  eighteen.     It  is  noteworthy  that  many  of  these 
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accidents  from  gas  take  place  in  lodging-honses  and  hotels  of  an 
ordinary  class,  frequented  by  people  unacquainted  with  the  use  of 
illuminating  gas.  It  seems  advisable  that  the  proprietors  of  hotels 
and  lodging-houses  should  inspect  their  gas  fixtures  and  that  they 
should  place  in  each  room  a  conspicuous  notice,  warning  guests 
of  the  danger  of  blowing  out  the  gas  or  leaving  it  burning  with  a 
low  flame. 

Accidents  from  Gas. 

Fatal  Cases  in  Boston. 
George  Wilson  of  Rowley,  aged  24,  took  a  room  at  the  Hotel 
Falmouth,  on  Causeway  Street,  on  March  1.  A  strong  smell  of 
gas  being  observed,  the  door  of  his  bedroom  was  broken  in  and 
the  occupant  found  to  be  dead.  The  unlighted  gas  was  turned  on 
full  force.  His  property  was  found  intact  beneath  his  pillow.  In 
the  opinion  of  Medical  Examiner  Harris,  it  was  a  case  of  accident 
to  a  man  unfamiliar  with  the  deadly  nature  of  the  gas  and  the 
proper  method  of  extinguishing  it. 

At  7.10  P.M.,  March  9,  1893,  Susan  B.  Warner  registered  at  the 
Hampden  House,  Haymarket  Square.  She  was  observed  by  its 
proprietor  to  be  somewhat  under  the  influence  of  liquor.  At  2.30 
P.M.,  on  the  following  day,  the  porter  entered  the  room  by  the  fire- 
escape  and  found  the  body  lying  on  the  floor,  face  downward. 
The  gas  was  turned  ^^  full  on." 

A  woman,  a  native  of  Maiden,  at  the  Columbus  Hotel,  Commer- 
cial and  Prince  streets,  was  found  dead  in'  bed  on  March  13. 
She  had  been  asphyxiated,  the  gas  having  either  been  blown  out 
or  imperfectly  turned  off. 

An  unknown  man  was  found  in  an  unconscious  state  on  March 
13  at  the  Columbus  Hotel,  Commercial  and  Prince  streets.  He 
was  occupying  the  same  room  with  the  above.  He  was  taken  to 
the  City  Hospital,  where  he  died. 

Wm.  McMullen  and  wife  of  Pawtucket,  R.  I.,  who  had  been 
reduced  from  comfortable  circumstances  to  barely  enough  to  pay 
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for  the  rent  of  their  room,  took  lodging  at  the  Bay  State  Hoase, 
Hanover  Street,  on  April  8.  The  next  mornlDg,  with  the  gas 
turned  on,  both  were  foand  anoonscious,  and  were  then  taken  to 
the  City  Hoepital,  where  the  woman  died  at  9  a.m.  The  man 
recjovered. 

Otto  Anderson,  aged  24;  Oscar  Swenson,  aged  24;  Sophia 
Mobery,  all  of  Boston,  all  Swedes  and  all  unmarried,  April  9,  at 
house  36  Fleet  Street.  The  three  were  employed  in  the  saloon  of 
Charles  Williams  and  lived  there,  the  two  men  sleeping  in  the  room 
on  one  side  of  the  kitchen  and  the  woman  in  the  room  on  the  other 
Side.  At  10  o'clock  a.m.  the  rooms  were  entered  and  Miss  Mobery 
was  found  on  the  floor  of  her  room,  unconscious.  Both  men  were 
dead  in  their  room.  The  gas  jet  in  this  room  was  turned  on 
half  way.  All  three  rooms  were  filled  with  gas.  Miss  Mobery 
recovered  entirely  from  this  accident. 

John  F.  Gleason,  aged  37,  28  Hanson  Street,  was  found  dead 
in  bed  at  8  a.m.,  Blay  12,  1893,  undressed,  in  a  natural  posi- 
tion, door  locked  on  inside.  The  room  was  full  of  gas  and  the 
key  at  the  single  bracket  fixture  was  turned  on ;  the  key  turned 
easily,  and  the  supposition  was  that,  having  undressed  and  turned 
out  the  gas,  he  accidentally  turned  it  on  again,  but  was  asleep 
before  he  noticed  the  odor  of  escaping  gas.  There  seemed  to  be 
no  motive  for  suicide. 

Louise  Preston,  aged  30,  103  Falmouth  Street,  was  found  dead 
at  7.15  A.M.,  May  14,  1893,  lying  upon  the  floor  of  a  room  which 
she  had  occupied  alone  the  previous  night.  The  room  was  full  of 
gas  and  the  key  of  the  fixture  was  turned  on  full.  She  had  been 
mentally  depressed  for  some  time  through  dread  of  penury  and 
had  attempted  suicide  three  times,  once  by  shooting  in  the  head, 
once  by  inhaling  ether,  and  recently  by  inhaling  illuminating  gas. 

James  Graney  of  Willimantic,  Ct.,  in  a  room  at  a  lodging-house, 
46  Beach  Street,  on  July  13.  The  man  hired  the  room  the  night 
before  and  retired  in  a  sober  condition.     In  the  morning  another 
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inmate  of  the  house  smelled  a  strong  odor  of  escaping  gas.  The 
locked  door  of  the  room  was  forced  open  and  the  occupant  found 
nndressed  in  bed,  dead.  The  windows  were  closed,  one  key  of  the 
chandelier  was  turned  on  full  and  the  other  was  partly  turned 
on.  There  was  little  to  show  whether  this  was  a  case  of  suicide  or 
accident. 

Rachel  Waas,  aged  7,  and  Martha  Lippold,  aged  15,  at  10  Kens- 
ington Street,  Roxbury,  on  September  1 .  One  was  the  daughter 
of  the  occupant  of  the  house,  the  other  was  the  nursery  girl, 
who  was  engaged  at  an  intelligence  office  the  day  before  the  acci- 
dent. Mrs.  Waas  saw  the  two  girls  to  bed  and  left  the  gas  burn- 
ing slightly ;  she  shut  the  door.  At  6  a.m.  Mr  Waas  noticed  a 
smell  of  gas  and  opening  the  door  of  the  girls'  room,  found  both 
lying  dead  on  the  floor. 

Katrina  Bingtzen,  aged  51,  10  Willard  Park,  was  brought  to  the 
City  Hospital  at  8.30  a.m.,  September  9,  in  the  state  of  asphyxia. 
Stimulants  and  transfusion  were  resorted  to,  but  she  died  on  Sep- 
tember 13.     She  was  thought  to  have  blown  out  the  gas. 

Mary  Tuttle,  aged  65,  lodging  at  842  Tremont  Street,  was 
found  September  21,  dead  on  her  bed,  door  and  window  closed 
and  gas  turned  on. 

William  F.  Adair,  aged  38,  reported  as  very  intemperate  and 
drinking  immoderately  since  September  16 ;  admitted  to  Washing- 
tonian  Home,  7.30  p.m.,  Sept.  25,  1893.  Nervous  and  shaky; 
seen  at  midnight  apparently  sleeping;  attendant  left  door  ajar 
and  a  small  turned-down  light  at  single  gas  fixture  over  head ; 
windows  partly  open  for  ventilation.  At  4  a.m.  attendant  found 
door  shut  tightly,  room  dark  and  full  of  gas;  the  key  at  gas 
fixture  was  turned  on  full,  windows  shut.  Adair  was  dead  when 
found. 

David  F.  Williams,  aged  56,  a  commercial  traveller,  went  to  bed 
at  the  Coolidge  House,  in  Bowdoin  Square,  on   September  27. 
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In  the  morning  he  was  found  dead  in  his  bed  and  the  gas  turned  on. 
There  were  some  minor  things  in  the  case  suggestive  of  suicide, 
especially  his  entire  familiarity  with  gas  and  its  handling ;  but,  on 
the  other  hand,  the  stop-cock  was  so  easily  turned  that  it  was 
entirely  possible  that  after  he  had  turned  it  he  might  have  hit  the 
key  and  turned  it  on,  and  he  may  have  fallen  asleep  and  been 
gradually  poisoned  to  death  in  consequence  of  accident  alone. 

Adelard  Le  Blanc,  aged  23,  came  to  the  hotel  200  Friend  Street, 
on  the  night  of  September  80.  In  the  morning  he  was  found, 
after  the  room  had  been  forcibly  entered,  lying  on  his  bed,  partly 
dressed,  quite  dead  and  the  gas  turned  on  unlighted. 

Jose  Francisco  d'  Oliveira,  at  the  Hotel  Eastern,  127  Causeway 
Street,  on  November  17.  The  man  was  found  at  7  o'clock  in  the 
morning  unconscious,  and  taken  to  the  Massachusetts  General 
Hospital,  where  he  died  on  November  19. 

J.  M.  Baxter,  aged  55,  at  the  Hampden  House,  Hay  market 
Square,  December  21.  The  man  was  found  dead  in  his  bedroom, 
suffocated  by  gas. 

John  McLean  of  Quincy,  aged  60,  at  the  Hampden  House,  Hay- 
market  Square,  on  December  21.  Hired  his  room  the  night  before. 
At  1  o'clock  P.M.  on  the  2l8t  he  had  not  come  down,  and  the 
chambermaid  knocked  on  the  door  to  arouse  him.  She  received 
no  answer.  The  door  was  broken  in  and  Mr.  McLean  was  found 
dead  in  bed.  His  clothes  were  on.  The  room  was  full  of  gas, 
which  had  escaped  from  the  jet  turned  on. 

Prudence  Derrig,'aged  85.  Mrs.  Derrig  went  to  bed  at  160 
Center  Street,  Roxbury,  between  11  and  12  p.m.,  December 
23,  1893.  The  gas  was  lighted  for  her  and  turned  down  low, 
to  be  left  for  the  night.  The  key  was  turned  on  about  one- 
quarter.  At  9.30  A.M.,  December  24,  gas  was  smelt  in  the  entry 
outside  her  room.     Her  chamber  door  (locked)  was  broken  open 
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and  she  was  found  dead  lying  on  floor.  The  room  was  full  of  gas, 
light  was  out  at  fixture,  the  key  as  it  had  been  left.  The  pre- 
sumption was  that  the  gas  was  accidentally  extinguished. 

Conrad  Highwood,  aged  69,  95  Regent  Street,  Roxbury.  Mr. 
High  wood  had  been  sick  for  two  years  with  paralysis,  heart  disease 
and  insomnia.  H,e  slept  alone  and  habitually  left  his  gas  burn- 
ing with  the  key  one-half  on.  At  7  a.m.,  December  29,  his  wife 
smelled  gas  in  the  hall  outside  his  door ;  going  in  found  him  dead 
in  bed  in  a  natural  posture.  The  room  was  full  of  gas,  the  key  at 
fixture  was  turned  half  on  as  usual,  and  gas  was  escaping  freely. 
There  was  no  evidence  of  suicidal  intent. 

William  Blackburne,  aged  45,  was  found  dead  on  the  lounge  in 
his  room  at  112  West  Concord  Street,  where  he  had  lived  for  the 
past  two  years.  The  gas  was  turned  on;  doors  and  windows 
closed.  Mr.  Blackburne  had  been  very  despondent  since  the  death 
of  his  wife,  which  occurred  in  January.  A  letter  found  in  his 
room  showed  suicide  to  have  been  premeditated. 

Other  Cases  in  Boston, 
Lizzie  Melrose,  Annie  Darling  and  Lizzie  Darling,  occupying  a 
bedroom  together  at  the  Richwood  Hotel,  on  January  2,  retired  for 
the  night  at  12.30.  There  was  a  defective  key  which  was  turned 
around  so  as  to  let  the  gas  on  again.  At  8  o'clock  the  Misses 
Darling  awakened,  feeling  badly,  and  Miss  Melrose  got  up  and 
fell  unconscious.  Physicians  were  summoned ;  Miss  Melrose  was 
unconscious  until  1  o'clock  in  the  afternoon  and  all  three  were  kept 
walking  in  the  corridor.     The  next  day  all  three  were  well. 

On  February  1  two  policemen  were  passing  the  store  of  George 
£.  Allen,  at  12  Winter  Street,  when  they  discovered  a  strong  smell 
of  gas  escaping  from  the  building.  They  notified  Gas  Inspectors 
C.  A.  Hamlin  and  John  Griffin,  at  the  office  of  the  Boston  Gas 
Company,  and  the  two  men  entered  the  basement  of  the  building 
through  a  window  in  an  alley  and  succeeded  in  turning  off  the  gas 
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at  the  meter.  Before  they  could  get  oat  Griffin  was  overcome  by 
the  gas,  and  Hamlin  shouted  for  help.  The  officers,  who  had 
been  standing  in  the  alley,  heard  his  cries  and  went  in  and  found 
him  leaning  over  the  unconscious  body  of  his  companion.  Griffin 
was  taken  out  and  carried  to  the  company's  office,  where  he  was 
resuscitated.  The  whole  building  and  its  contents  were  saturated 
with  gas. 

II(*nry  Gowan,  aged  30,  a  gasfitter,  while  repairing  aleak  in  the 
gas  pipe  in  the  house  17  Cambridge  Street,  on  the  afternoon  of 
March  4,  was  rendered  unconscious  by  the  escaping  gas.  He  was 
found  in  this  condition  by  a  resident  of  the  house.  A  physician 
was  sent  for  and  Gowan  was  taken  home,  where  he  recovered. 

On  November  14  a  strong  smell  of  gas  was  perceived  in  the 
building  bounded  by  Pleasant  Street,  Shawmut  Avenue  and  Cabot 
Place.  The  whole  house  was  filled  with  gas.  The  names  of  those 
who  were  affected  are :  T.  D.  Monast,  66  Shawmut  Avenue ;  Mrs. 
Monast,  hfis  mother ;  Lottie  Ella  Bates  and  Wilhelmina  Bates, 
Mrs.  William  L.  Tharby  and  Augustus  Tharby  of  52  Pleasant 
Street ;  Quong  Lung,  Lee  Chung  and  Lee  Sing,  60,  and  Wong 
Soo,  63}  Shawmut  Avenue.  The  gas  came  from  a  broken  street 
main.  The  mains  of  the  Boston  Gas  Light  Company  and  the 
Brookline  Gas  Light  Company  go  down  Shawmut  Avenue. 

On  November  20,  Frank  Monahan,  30  years  of  age,  1485 
Tremont  Street,  employed  by  the  Brookline  Gas  Company,  while 
making  a  connection  with  a  street  lamp  on  Mount  Pleasant 
Avenue,  Roxbury,  was  overcome  by  escaping  gas  and  rendered 
unconscious.  He  was  taken  to  the  City  Hospital,  where  he 
recovered. 

A  severe  gas  explosion  occurred  in  the  house  owned  by  William 
Fannce,  475  Columbus  Avenue,  on  November  31,  by  which  several 
persons  were  injured,  one  probably  fatally.  Mr.  Faunce,  together 
with  Mr.  George  H.  Duncan  and  two  gasfitters,  went  into  the 
cellar  in  search  of  a  gas  leak.    Mr.  Faunce  had  with  him  a  lighted 
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lantern,  and  when  he  reached  the  cellar  an  explosion  took  place. 
He  was  badly  burned  about  the  face,  neck,  hands  and  arms.  Mr. 
Dancan  was  badly  burned  about  the  face.  Fred  Walters,  a  gas- 
fitter,  of  117  Northampton  Street,  was  also  badly  burned  about 
the  face,  and  the  sight  of  his  left  eye  nearly  destroyed.  William 
Sperry,  gastitter,  was  slightly  burned  about  the  face.  The 
damage  to  the  building  was  slight.  It  was  believed  that  the  gas 
leaked  from  a  main  in  the  street. 

John  McCarthy  of  Roxbury,  aged  51,  employed  at  the  store  at 
760  Washington  Street,  at  9  o'clock  on  the  morning  of  December 
2,  smelt  leaking  gas  and  went  to  the  basement  to  find  where  the 
leak  was.  He  lighted  a  match  when  he  got  down  to  the  basement 
and  at  the  instant  there  was  a  loud  explosion.  He  was  badly 
burned  about  the  face,  arms  and  hands  and  was  taken  to  the  City 
Hospital,  where  he  recovered. 


One  fatal  case  has  been  reported  in  Lowell  and  one  in  Worces- 
ter, both  due  to  ignorance,  and  four  other  cases  in  places  outside 
of  Boston. 


Fatal  Case  in  Lowell. 
John  Berg  of  South  Chelmsford,  at  a  room  in  the  Franklin 
House,  in  Middlesex  Street,  December  3.  On  the  night  of 
December  2  he  retired  at  10.30  o*clock.  At  10.30  o'clock  the 
next  morning  the  bedroom  door  was  opened.  The  gas  was  turned 
three-quarters  on,  and  Berg,  who  had  blown  it  out,  was  lying 
unconscious  on  the  bed.  The  room  was  small  and  the  window 
closed.  A  physician  was  called  and  every  effort  made  to  save  the 
man,  but  he  stayed  unconscious  and  died  at  9  o*clock  on  the  night 
of  December  4.  The  doctors  agree  that  the  man  died  of  heart 
failure,  superinduced  by  excessive  inhalation  of  illuminating  gas ; 
but  they  also  agree  that  it  is  a  most  extraordinary  thing  for  a  per- 
son, especially  one  of  such  a  healthy  and  rugged  nature,  to  live 
for  thirty-six  hours  and  finally,  without  a  perceptible  change  in  his 
condition,  die. 
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Fated  Case  in  Worcester. 
Nellie  Powers,  aged  17,  was  found  unconscioas  on  October  24, 
in  the  morning,  in  a  room  at  44  Front  Street,  Worcester,  where  she 
was  employed  as  a  domestic.  She  was  lying  on  the  bed  and  the 
gas  was  turned  on  full  force.  She  went  to  bed  in  cheerful  spirits. 
She  had  been  in  this  country  but  six  months  and  was  unfamiliar 
with  the  use  of  gas.  She  was  sent  to  the  Worcester  City  Hospital, 
where  she  died  two  days  after  admission. 

Other  Cases* 
Joseph  Goodreault  and  family,  his  wife,  two  children  and  grown 
son,  Zeph  Goodreault,  were,  during  the  night  of  November  22, 
nearly  asphyxiated  by  illuminating  gas  in  the  house,  88  Loomis 
Street,  Haverhill.  They  were  awakened  and  saved  themselves  by 
opening  the  windows.  The  gas  pipe  in  front  of  the  house  had 
broken  during  the  night,  and,  the  ground  being  frozen,  the  gas 
found  its  way  into  the  house.    All  recovered. 

Daniel  Conners,  a  workman  at  the  New  Bedford  Gas  and  £dison 
Light  Company,  was  on  the  evening  of  December  10  engaged  with 
the  foreman  and  another  man  in  stopping  a  leak  in  the  condenser. 
Feeling  that  he  was  getting  too  much  gas  he  came  out  of  the 
condenser  room  and  fell  unconscious  outside  the  door,  bruising 
and  cutting  his  face.  He  was  brought  to  consciousness  by  being 
walked  around  by  his  fellow-workmen  and  resumed  work  that 
evening. 

Asa  T.  Pratt,  occupying  a  room  at  the  house  of  George  W. 
Norris  on  Hurd  Street,  in  Lowell,  retired  on  December  16,  having 
turned  the  key  in  the  gas  jet  so  far  around  that  the  gas  was  turned 
on  again.  In  the  morning  he  was  found  insensible  and  was  taken 
to  St.  John's  Hospital,  where  he  recovered  the  next  day. 

Accidents  from  Electricitt. 
Five  persons  were  injured  by  electricity  from  electric  light  wires, 
three  of  them  fatally.    The  cases  were  as  follows :  -^ 
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Stephen  Willey,  a  patrolman  of  the  Boston  Electric  Light  Com- 
pany, was  found  on  the  evening  of  July  18  in  the  yard  of  the  New 
York  &  New  England  Railroad  Company  in  an  unconscious  con- 
dition and  was  taken  to  the  Emergency  Hospital,  where  he  died  on 
the  evening  of  the  following  day.  It  is  supposed  that  he  found 
some  trouble  with  a  lamp  located  near  where  he  was  found  and 
that  he  had  fallen  from  the  pole.  There  were  no  witnesses  as  to 
the  cause  of  the  fall. 

Thomas  Wall,  roofer,  employed  by  Moore  &  Ward,  Province 
Court,  on  Friday,  August  25,  while  at  work  on  the  roof  of  the 
building  490  Washington  Street,  came  in  contact  with  a  live  elec- 
tric light  wire  of  high  voltage  and  was  kUled. 

Joseph  Corcoran  of  Boston  was,  on  January  8,  running  up  Dor- 
chester Street,  South  Boston,  to  catch  a  car,  and  when  near  the 
bridge  which  crosses  the  track  of  the  Old  Colony  Railroad,  ran 
against  a  wire  which  had  been  left  suspended  from  one  of  the 
poles.  He  was  knocked  down  and  blood  poured  from  his  mouth 
and  ears. 

A  boy  of  14,  named  Timmins,  on  September  2,  while  at  play  on 
Somerville  Avenue,  near  Medford  Street,  Somerville,  tried  to 
swing  on  a  broken-down  telephone  wire  that  reached  to  the  side- 
walk. The  telephone  wire  swung  against  a  live  Wire  and  the  boy 
received  the  shock.  He  fell  unconscious,  but  was  taken  to  a  drug 
store,  where  he  recovered.  • 

George  P.  Goddard  of  Brockton  was  returning  from  Cary  Hill 
with  two  companions.  In  crossing  a  bridge  Goddard  placed  his 
hands  on  a  high  board  fence  to  pull  himself  up  to  see  what  was 
behind  the  fence.  Close  to  the  top  of  the  fence  ran  a  live  wire, 
attached  to  the  boards,  and  the  whole  charge  was  received  at  once 
by  him.  He  struggled  to  free  himself,  but  the  current  was  so 
strong  that  he  was  prevented.  Each  of  his  companions  took  hold 
of  an  arm  and  succeeded  in  releasing  him,  both  receiving  severe 
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shocks.     Goddard*s  hands    were   burned  in  a  terrible  manner, 
necessitating  the  amputation  of  two  fingers. 

Richard  Bates  was  walking  in  Watertown  on  the  evening  of 
September  7.  The  night  was  dark  and  rainy,  and  Bates,  carrying 
an  umbrella,  walked  into  a  telephone  wire  that  had  been  detached 
from  its  pole  and  lay  coiled  up  on  the  crossing.  The  telephone 
company  reported  to  Medical  Examiner  Mead  that  this  wire  was 
crossed  with  an  arc  light  wire  at  a  distance  of  two  miles  from  the 
place  of  accident.     Bates  lived  about  fifteen  minutes. 
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GAS   COMPANIES. 

The  following  table  shows  the  corporate  name,  the  localities 
supplied,  the  capital  and  the  par  value  of  the  shares  of  the  gas 
companies  in  active  operation  on  the  thirtieth  day  of  June  last :  — 


CORPOKATB  NAME. 


Adams  Gas  Light  Co., 
Amesbary  &  Salisbaiy  Gas  Co., 
Amhent  Gas  Co., 
Arlington  Gas  Light  Co.,    . 


Athol  Gas  &  Electric  Co.,  . 
Attleborough  Gas  Light  Co.,  ^    . 
Baj  State  Gas  Co.,      . 
Bererly  Gas  &  Electric  Co., 
Boston  Gas  Light  Co., 
Brockton  Gas  Light  Co.,    . 
Brookline  Gas  Light  Co.,   . 

Cambridge  Gas  Light  Co., . 

Charlestown  Gas  &  Electric  Co., 


Chelsea  Gas  Ught  Co., 

Chicopee  Gas  Works,  i       .       .       . 
Citizens'  Gas  Light  Co.  of  Qnincy,     . 
Citizens'  Gas  Light  Co.  of  Reading, 
Sonth  Reading  and  Stoneham, 

Clinton  Gas  Light  Co., 
Cottage  City  Gas  &  Electric  Light  Co., 
Danrers  Gas  Light  Co.,      . 
Dedham  &  Hyde  Park  Gas  &  Electric 
Light  Co 

Dorchester  Gas  Light  Co  , . 


East  Boston  Gas  Co., .... 
Basthampton  Gas  Co., 
Fall  River  Gas  Works  Co., 

Fitchbnrg  Gas  Co 

Framingham  Gas,  Pael  &  Power  Co., 
Gloucester  Gas  Light  Co., 

Greenfield  Gas  Light  Co 

HaTerhiU  Gas  Light  Co.,    . 

Ipswich  Gas  Light  Co., 
Jamaica  Plain  Gas  Light  Co.,    . 
Lawrence  Gas  Co.,      .... 


Leominster  Gas  Light  Co., 
Lexington  Gas  Light  Co.,  . 
Lowell  Gas  Light  Co., 


Localities  Supplied. 


Adams, 
Amesbnry,   . 
Amherst,      .       . 
Arlington,    . 
Belmont, 
Winchester,  . 
Athol,  . 
Attleborongh, 
Boston  (in  pairt),*. 
Beverly, 

Boston  (city  proper), 
Brockton,     . 
Brookline,    . 
Boston  (in  part), . 
Cambridge,  . 
Somervilie  (In  part), 
Charlestown, 
Somervilie  (in  part), 
Medford  (in  part), 
Everett  (in  part), 
Chelsea, 

Everett  (in  part), 
Chicopee  Centre,  . 
Qoincy, 

Wakefield,   . 
Reading, 
Stoneham,    . 
Clinton, 
Cottage  City, 
Danvers, 

Dedham, 

Hyde  Park,  . 

Boston  (Dorchester 

District),   . 
Milton, 

Boston  (E.  Boston), 
Easthampton, 
Fall  River  (In  part). 
Fitchburg,     . 
Snath  Framingham, 
Gloucester,   . 
Greenfield,    . 
Haverhill,     . 
Bradford, 
Ipswich.        . 
Boston  (Ward  23), 
Lawrence,     . 
Methnen, 
North  Andover,   . 
Ijeominster,  . 
Lexington,    . 
Lowell, . 
Dracut, 
Tewksbury, . 


Capital 


$17,300 
60,000 
25,000 
70,000 


25,000 

46,400 

600.000 

92,000 

2,500,000 

178,600 

1,000,000 

700"000 

soo'ooo 


300.000 

30,000 
63,000 

95,300 


73,000 
25,000 
20,000 

100,000 


400,000 

220*000 
30,000 
288,000 
150,000 
75.000 
80,000 
50,000 
75,000 

16*000 
2.50,000 
590,000 


50.000 

20,000 

500.000 


Par 
Valae. 

$25 
100 
100 
100 


100 
100 
100 
100 
500 
100 
100 

100 

50 


100 

100 
100 


600 
100 
50 

60 


100 

25 
100 
100 
50 
100 
50 
60 
50 

100 
100 
100 


100 
100 
100 


1  Not  Incorporated. 


*  Sold  principally  to  other  companies. 
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CX>RPOBATE  NAME. 

LocallUes  SappUed. 

Capital. 

Par 

Value. 

Lynn  Gas  &  Electric  Co  ,  . 

Lynn,    .       .       .       . 

1375,000 

flOO 

Swampsoott, 

- 

- 

Sangns, 
Maiden, 

— 

— 

Maldeo  &  MelroM  Gas  Light  Co.,     . 

220,000 

100 

Melrose,       .       . 

- 

- 

Medford(inpart),       . 

- 

- 

Manufkctarers'  Gas  Light  Co.,  . 

Everett  (In  part). 
Fall  RiTcr  (in  part),    . 
Marblehead, 

60*000 

100 

Marblehead  Gas  &  Electric  Light  Co., 

40,000 

100 

Marlboroagh  Gas  Light  Co.,      . 

Marlboroagh, 

60,000 

100 

Middleboronirh  Gas  &  Electric  Co.,  . 

MlddleboroQgh,   . 

80,000 

100 

MUford  Gas  Light  Co 

Milford, 
Hopedale,     . 

72,300 

100 

Nantacket  Gas  Light  Co.,  . 

Natick  Gas  Light  Co 

New  Bedford  Gas  and  Edison  Light 

Nantncket,  ... 

selooo 

100 

Natick,        .       .       . 

20,000 

100 

Co 

New  Bedford, 

t      550,000 

100 

Newburyport  Gas  &  Electric  Co., 

Newboryport, 

140.00Q 

100 

Newton  &  Watertown  Gas  Light  Co., 

Newton, 

250,000 

100 

Watertown,  . 

— 

. 

Wellesley,    . 

- 

> 

Weston, 

. 

.. 

North  Adams  Gas  Light  Co.,     . 

North  Adams, 

60,000 

100 

North  Attleborough  Gas  Light  Co.,  . 

Northampton, 

60,000 

25 

North  AtUeboroogh,    . 

68,100 

100 

Wrentham,  .       . 

• 

_ 

Norwood  Gas  Light  Co.,     . 

Norwood,     . 

UfiJO 

100 

Pittsfield  Coal  Gas  Co.,       .       .       . 

Pittsfield,     . 
Plymouth,    . 

62,fi00 

100 

Plymouth  Gas  Light  Co.,    . 

40,000 

100 

Boxbury  Gas  Light  Co.,    . 

Boston  (Rozbnry  Dis- 

trict),       .       .       . 

600,000 

100 

Salem  Gas  Light  Co., 

Salem,  .... 

300,000 

100 

Peabody.      .       .       . 

- 

- 

South  Boston  Gas  Light  Co.,      . 
Soathbridge  Gas  &  Electric  Co., 

Boston  (Soath Boston), 
Soutbbridge, 

440,000 

100 

60,000 

60 

Spencer  Gas  Co.,         .... 

Spencer, 

85,000 

100 

Springfield  Gas  Light  Co., 
Stoaghton  Gas  &  Electric  Co.,   . 

Springfield,  . 

500,000 

100 

Stoaghton,    . 

24,000 

100 

Taonton  Gas  Light  Co.,      . 
Waltham  Gas  Light  Co.,    . 

Taunton, 

80.000 

50 

Waltham,     . 

140,000 

100 

Webster  Electric  Co., . 

Webster,       . 

46,000 

100 

Dudley, 

Westfield.     .       .       . 

_ 

_ 

Westfield  Gas  Light  Co 

64,000 

100 

WiUiamstown  Gas  Co., 

Williamstowa,     . 

20,000 

100 

Wobnrn  Gas  Light  Co  ,      . 
Worcester  Gas  Light  Co  ,  . 

Wobum, 

45,160 

100 

Worcester,    . 

500,000 

100 

The  company  at  Fitchburg  famishes  water,  that  at  Gloacester 
maintains  a  wharf  and  supplies  water,  and  that  at  Springfield 
famishes  steam  for  heating.  In  addition  to  these,  the  companies 
in  Amherst,  Athol,  Beverly,  Brookline,  Charlestown,  Chelsea, 
Clinton,  Cottage  City,  Easthampton,  Fitchbarg,  Lawrence,  Lex- 
ington, Lynn,  Middleborough,  New  Bedford,  Newbaryport,  New- 
ton, North  Adams,  Soathbridge,  Spencer,  Stoaghton,  Wakefield, 
Waltham,  Webster  and  Westfield,  have  furnished  electric  light. 
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The  following  table  shows  the  names  of  the  owners  of  gas 
works  not  owned  by  gas  companies,  the  localities  supplied,  and 
the  estimated  value  of  the  plants :  — 


Chicopee  Mann  factoring  Co 

•1     •          •          • 

Cblcopee  Falls,    .        . 

125,000  00 

Holyoke  Water  Power  Co., 

. 

Holyoke,      .        .        .        , 

100,000  00 

Otis  Co 

. 

Ware 

.      10,000  00 

Mrs.  M.  L.  Buggies, 

•            «            • 

Gardner, 

14,100  00 

The  following  companies  report  bonds  or  notes  outstanding :  — 

Amherst, 

$18,500 

Lynn,    .... 

.       fl28,000 

Athol,  . 

•w 

25,000 

Maiden, 

24,400 

Bay  State,     . 

4,fi07,000 

Marblehead, 

7,600 

BeTerly, 

11,800 

Mlddleborough,    . 

80,000 

Boston, 

180,000 

Nantucket,   . 

2,000 

Brockton,     . 

100,000 

Natick, 

10,000 

Brookline,    . 

505,000 

New  Bedford,      .       . 

230,800 

Charlestown, 

70,000 

Newbnryport, 

14,000 

Chelsea, 

100,000 

Newton, 

109,000 

Citizens'  (Qalncy),      . 

27,000 

38,000 

Citizens'  (Wakefield), 

94,422 

Northampton, 

8,000 

Clinton, 

74,000 

North  Attleborongh,    . 

33,916 

Dedbam, 

8,500 

Ply  month,    . 

1,600 

Basthampton, 

5,000 

Soathbridge, 

13,500 

Fitchbarg,    . 

12,000 

Spencer, 

85.000 

Framingham, 

87,682 

Springfield 

26,000 

Greenfield,    . 

1,000 

Waltham,     . 

66,000 

HayerhiU,     . 

37,600 

Webster, 

30,000 

Ipswich,       .       . 

8,400 

Westfield,     . 

21,500 

Jamaica  Plain, 

20,000 

Williamstown,      . 

11,300 

Lawrence,     . 

150,000 

Worcester,    . 

130,000 

Lezhigton,    . 

29,300 
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The  followiDg  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  par  value  of  the 
stock  held  within  the  Commonwealth :  — 


COMPANY. 


Whoto  Namber 

of 
Stoekholden. 


Knmber  of 

Stockbolders 

resident  In 

MasaaetansetU. 


Valne  at  Par  of 

Stock  held  In 

Massachusetts. 


Adams,  .... 
Amesbury,  .... 
Ambent,  .... 
ArliDgton,  .... 
Athof;  ..... 
Attleboroagh, 

Bay  State,  .... 

Bererly,  .... 

Boston,  .... 

Brockton,  .... 

Brook  line,  .... 

Cambridge 

Charlestown, 

Chelsea,       .... 
Citizens'  (Qaincy),     . 
Citizens'  (Wakefield), 
Clinton,        .... 
Cottage  City, 

Danvers,  .... 
Dedbam,  .... 
Dorchester, .... 

East  Boston, 
Easthampton, 

FallRiYer,  .... 
Fitchbarg,  .... 
Framingham, 

Gloucester,  .... 
Greenfield 

HaTerhill,    .... 

Ipswich,       .... 

Jamaica  Plain,    . 

Lawrence,  .... 
Leominster,. 

Lexington,  .... 
Lowell,  .... 
Lynn, 

Maiden,       .... 
Mannf&ctarers'  (Fall  River), 
Marblehead, 
Marlboroagb, 
Middleboroagb,  . 
MUford,       .... 

Nantucket,  .... 

Natick,        .... 

New  Bedford,      . 

Newburyport, 

Newton,       .... 

North  Adaras,     . 

Northampton, 

North  Attleboroogh,  . 

Norwood 

Pittsfleld,  .... 
Plymoath,  .... 


8 
11 
37 
61 

8 
21 

7 

40 
6 

72 

422 

260 

136 

7 

45 
24 
10 

18 
38 
21 

140 
41 

17 
50 
20 

80 
36 

48 

20 

145 

228 

61 

21 

264 

163 

147 
7 

29 
13 
13 
53 

52 
21 

862 
98 

178 
37 
42 
38 
4 

69 
83 


8 
11 
37 
40 

3 
18 

6 
40 

4 
49 
56 

366 

243 

130 

7 

43 

24 

10 

17 
32 
19 

118 
34 

11 
47 
18 

78 
27 
44 
20 
138 
198 
57 
20 
227 
156 

124 
7 

23 
13 
13 
51 

48 
21 

326 
83 

170 
28 
31 
84 
3 

46 


fl7,300 
60,000 
26,000 
42,000 
2,300 
45,600 

600 

92,000 

2,000 

176,200 

219.600 

627,600 
466,760 
292,800 
53,000 
94.400 
73,000 
25,000 

11,960 

59,650 

303,800 

189,676 
26,700 

11,300 
143,350 
47,500 

77,850 
43,700 

72,400 

16,000 

236,600 

522.900 

49,200 

19,900 

451,000 

367,200 

186,600 
50,000 
82,500 
50,000 
80,000 
71,700 

34,600 

20,000 

495,600 

130,100 

241,700 

47,800 

31,200 

66,200! 

9,300 

64,700 
30,900 
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COMPANY. 


Whole  Nnmber 

of 
Stockholders. 


Nnmber  of 

Stockholders 

resident  In 

Massachosetts. 


Valoe  at  Par  of 

Stock  held  In 
Massachnsetts. 


Roxbary,    . 

Salem, . 
South  Boston, 
SoDthbrldge, 
Spencer, 
Springfield, . 
Stongbton,  . 

Taunton, 

Waltham,    • 
Webster,      . 
Westfleld,    . 
Wllliamstown, 
Wobnm, 
Worcester,  . 


8 

249 
20 
66 
17 

123 
6 

116 

103 

16 

23 

3 

44 

191 


223 
16 
63 
17 

114 
6 

108 

94 

16 

20 

3 

43 
179 


f400 

276,700 
30,000 
47,650 
85,000 

474,400 
24,000 

75,250 

130,000 
45,000 
47,700 
20,000 
44,600 

460,300 


The  following  statistics  exhibit  the  aggregate  receipts  and  ex- 
penses of  all  the  companies  in  the  State,  compiled  from  the  items 
relating  to  the  manufacture  and  sale  of  gas  in  the  returns  of  the 
last  two  years  made  to  the  Board  :  — 


Fob  Yeab  EvDiiro  Jdvb  80. 


lAM. 


18»«. 


Reobipts  :  — 
For  gas  sold  by  meter,  .... 
For  gas  supplied  to  pabllc  lamps, 
From  sales  of  coke 

sales  of  tar 

sales  of  ammonlacal  liquor, 

rent  of  meters,     .... 

rent  of  gas  stoves  and  engines,    . 

rent  of  gas  lamps, 

public  lamps  other  than  gas  lamps, 

other  sources,      .... 


Total, 


ExPEirsBs:  — 

1.  Coals, 

2.  Enrichers, 

Purifying  materials, 

Water, 

Wages  at  works, 

Repairs  and  mflintenance  of  works  (including 

renewal  of  retorts) , 

Apparatus  and  machinery,     .... 

Wages  of  meter  takers,  clerical  labor  in  dis- 
tribution, and  salary  or  commissions  of  col- 
lectors,    

Repairs,  renewals,  and  maintenance  of  mains 
and  service  pipes 

10.  Repairs  and  renewals  of  meters,     . 

11.  Lighting  and  repairing  (gas  lamps  only),      . 

Amounts  carried  forward^  .        .        .      ' . 


4. 
5. 
6. 

7. 
8. 


9. 


$5,308,118  06 

262,777  00 

241,288  05 

165,940  10 

21,123  10 

1,392  24 

2.109  04 

2,029  04 

12,332  04 


16,017,108  67 


f  1,061,727  47 

243,574  56 

25,859  20 

21.337  89 

607,474  00 

238,049  28 
50,979  43 


114,572  00 

134,132  03 
52,896  84 
16,432  22 


$5,439,302  81 

262,309  09 

246,726  49 

151,735  02 

23,702  18 

1,924  19 

1,159  31 

1,119  64 

2,545  16 

695  11 


$6,132,329  28 


$1,034,363  70 

290,334  14 

29,393  79 

24,333  06 

495,042  69 

262,766  68 
39,388  56 


124,096  14 

151,156  00 
57,297  80 
11,708  71 


$2,457,034  92 


$2,519,871  32 
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Fos  Tbar  Ekdivo  Jdmb  90. 


ISM. 


199S. 


Amounts  brought  forwardf 
12.  Lighting  and  repairing,  and  materials  used 

for  other  lampe, 

18.  Directors'  allowances, 

14.  Salaries  of  oflBcers 

la.  General  salaries, 

16.  Rent  of  office 

17.  General  office  expenses, 

18.  Taxes, 

19.  Fire  insurance, 

20.  Law  expenses, 

21.  Claims, 

22.  Bad  debts, 

28.  Incidental  expenses, 

24.  Gas  bonght, 

Total, 

Leaving   an  apparent  net   proflt  on  their  gas 

business  of 

They  have  also  received  for  interest,  etc.,    . 
for  rents,  etc., 
as  profits  fh>m  electric 
lighting,     . 

Making  a  total  of 

From  these  receipts  were  paid  interest  on  bonds 

and  loans, 

Dividends, 

Other  items, 


Leaving  a  surplus  for  the  year  of 


12,467,034  92 

2,160  66 
17,469  36 

162,701  84 

123,247  20 
24,409  46 
46,974  10 

274,380  92 
16,133  63 
23,696  82 
14,370  06 
8,493  80 
31,438  69 

918,896  83 


$2,619,371  32 

2,401  71 

18,812  03 

162,122  80 

126,161  93 

23,681  64 

64,760  14 

282,244  39 

16,342  07 

66,676  01 

4.306  26 

7,084  U 

13,879  24 

838,970  46 


14,109,897  07 


fl,907,711  60 
29,934  99 
172,394  06 

203,166  64 


14,116,194  11 


12,017,136  17 
21,614  36 
107,312  76 

189,426  38 


12,313,206  18 


$669,667  18 

1,064,489  00 

366,861  86 


$2,336,387  67 


$641,669  79 

1,126,246  87 

237,686  94 


$2,001,008  04 
$312,198  14 


$1,905,601  60 
$429,886  07 


Two*  of  the  companies  appear  not  to  have  earned  expenses, 
and  thirteen'  others  have  not  earned  safficient  to  warrant  the 
declaration  of  any  dividend. 

The  receipts  for  gas  sold  by  meter  show  an  apparent  increase 
of  $131,184.75 ;  but  there  has  been  a  decrease  of  $79,926.37  in 
the  sales  made  by  the  Boston  companies  to  one  another,  which 
makes  the  actual  increase  in  sales  to  general  consumers  $211,111 .12. 
For  the  six  years  ending  with  June,  1892,  the  receipts  from  public 
lamps  regularly  decreased  at  the  average  rate  of  about  $28,000 
per  year.    This  year  the  decrease  has  been  only  $467.91. 

In  the  appendix  will  be  found,  under  date  of  June  30,  1893,  the 
separate  balance  sheets,  profit  and  loss  and  manufacturing  accounts 
of  the  gas  companies,  as  taken  from  the  annual  returns,  with  correc- 
tions as  made  by  the  Board  after  examination  and  correspondence 
with  the  officers  of  the  several  companies. 


1  Three  last  year. 


>  Sixteen  last  year. 
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Aggregates  from  these  balance  sheets  and  those  in  the  returns 
of  1892  show  the  following  facts :  — 


June  80, 

June  80, 

ISM. 

189S. 

123,792,181  66 

124,668,228  71 

499,648  17 

579.321  12 

490,170  91 

462,814  99 

176,348  29 

126,572  80 

601,973  02 

486.291  83 

229,986  67 

190,998  83 

432,127  41 

486,608  88 

2,332,092  50 

2,802,290  11 

128,554,528  53 

129,703,127  27 

113,580,000  00 

f  14,253,500  00 

1,403,715  00 

1.393,715  00 

6,702,708  38 

5,842,938  30 

271,797  66 

329,402  91 

23,686  46 

26.365  01 

36,787  07 

42,842  29 

29,453  70 

36,458  97 

42,294  98 

57,193  02 

121,090,443.14 

121,982,416  60 

646,232  46 

660,083  02 

121,635,676  60 

122,632,498  52 

6,918,852  93 

7,170,628  75 

128,564,528  63 

129,703,127  27 

Assets  :  — 
Real  estate,  machinery,  street  mains  and  meters. 

Cash  on  hand, 

Due  for  gas 

Other  accounts  due 

Materials,  etc.. 

Notes  receivable, 

Investments, 

Electric  assets 

Liabilities  :  — 

Capital  stock, 

Bonds,    •••••••.• 

Notes  payable, 

Unpaid  bills, 

Unpaid  dividends, 

Deposits. 

Interest  due  and  unpaid, 

Other  items, 

Reserved  and  depreciation  funds. 

Surplus 


Of  these  companies  • 


58  I  show  an  aggregate  surplus  of       .       .       . 
10  >  show  an  aggregate  deficit  of  . 

17,074,646  23 
165,793  30 

17,395,054  68 
224,426  93 

Leaving  total  net  surplus,  as  shown  above, . 
Which,  added  to  reserves  carried  as  liabilities,    . 

16,918,852  93 
646,232  46 

17,170.628  76 
660,083  02 

Would  show  an  actual  surplus  of 
Equivalent  to  per  cent,  on  capital  of  about  . 

17,464,086  39 
56 

17,720,711  77 
64 

1  57  In  1893. 


« 10  In  1802. 
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The  following  table  shows  the  valuation  of  the  property  of  each 
company,  as  assessed  by  the  local  assessors :  — 


Assessed 

Assessed 

COMPANY. 

Valoe. 

COMPANY. 

Value. 

Adams,        .... 

$17,300 

Lowell I      8998,540 

Amesbnry,  . 

18,700 

Lynn, 

Maiden,     . 

Manufacturers* 

320,500 

Amherst, 

6,550 

j         173,300 

Arlington,    . 

35,150 

(Fall 

Athol,  . 

12,000 

River),. 

65,000 

Attleborougb, 

26,200 

Marblehead.      . 

13,800 

Bay  State,   . 

661,500 

Marlborough,    . 

16,500 

Beverly, 

81,200 

Middleborough, 

36,200 

Boston, 

4,516,900 

Milford,     . 

81,400 

Brockton,    . 

76,200 

Nantucket, 

6,000 

Brookline,   . 

741,200 

Natlck,      . 

12,200 

Cambridge, . 

831,800 

New  Bedford,    . 

493,700 

Charlestown, 

688,546 

Newburyport,    . 

136,200 

Chelsea, 

329,500 

Newton,     , 

377,100 

Chicopee,     . 

30,000 

North  Adams,  . 

30,950 

Chicopee  Falls, 

10,000 

Northampton,    . 

64,900 

Citlsens'  (Quincy), 
Citizens'  (Wakefield), 

13,600 
66,700 

North  Attleborougb. 
Norwood,  . 

58,100 
11,000 

Clinton, 

75,000 

Otis  Co.  (Ware), 

13,150 

Cottage  City, 

10,400 

Pittsfield.  . 

76,800 

Danvers,      . 

4,000 

Plymouth, 

23,350 

Dedham,     . 

33,000 

Roxbury.  . 

633,400 

Dorchester, . 

298,400 

Salem, 

285,400 

East  Boston, 

226,400 

South  Boston,    . 

386,300 

Easthampton, 

29,500 

Southbridge,     . 

21,600 

Fall  Rlyer,  . 

285,100 

Spencer,     . 

24,400 

Fitchburg,  . 
Framingham, 

113,376 

Springfield, 
Stoughton, 

610,000 

50,000 

8,500 

Gardner,     . 

10,850 

Taunton,   . 

65,900 

Gloucester, . 

80,000 

Waltham, . 

286,800 

Greenfield,  . 

29,000 

Webster.    . 

31,800 

Haverhill,    . 

165,150 

Westfleld,  . 

52,600 

Holyoke,     . 

260,000 

WiUlamstown,  . 

6,168 

Ipswich, 
Jamaica  Plain, 

5,400 

Wobum,    . 

60,000 

208,800 

Worcester, 

614,300 

T^wrenofi.    . 

524,000 
20,000 

m  *■■  IT  A  waa^%#|       # 

Leominster, 

$16,679,182 

Lexington,  .... 

13,213 

Included  in  the  above  are  certain  companies  which  have  electric 
light  plants,  and  the  following  shows  the  assessed  value  of  such 
wherever  separately  returned  :  — 


Amherst, 

15,500 

Athol,     .       , 

5,606 

Beverly,  . 

34,900 

Charlestown,  . 

110,000 

Chelsea,  . 

60,800 

Clinton,  . 

60,800 

Holyoke, 
Lawrence, 

160,000 
90,000 

Lexington,      . 

6,000 

Lynn, 

.       .    fl65,600 

Middleborough, 

.        22,000 

New  Bedford, . 

203,700 

North  Adams, 

12,550 

Southbridge,   . 

.        17,600 

Webster, . 

.        21,500 

Westfleld,       .       . 

16,600 

Total 

.    1986,860 
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The  value  of  the  gas  plants,  as  assessed  by  the  local  assessors, 
is  then  in  round  numbers  $15,400,000,  as  the  electric  plants  of  the 
Brookline,  Chelsea,  Cottage  City,  Easthampton,  Fitchbnrg,  New- 
buryport,  Stoughton,  Wakefield  and  Waltham  companies  are  not 
given  in  the  above  table. 

The  following  table  shows  the  amount  paid  by  each  company 
for  taxes  after  deducting  the  amounts  belonging  to  the  electrical 
departments  and  the  amount  for  each  thousand  feet  of  gas  sold :  — 


COMPANT. 


Amonnt 

of 

TazM  paid. 


per 

ThoauuMl 
Mid. 


Adami,  . 
Amesbaryi     . 
Amherst, 
Arlington,      . 
Athoi;    . 
Attleborongh, 

Bay  State,     . 
Beverly, 
Boston,  . 
Brockton, 
Brookline,     . 

Cambridge,    . 
Cbarleitown, 
Chelsea, 
Chlcopee, 

Citizens'  (Qnlncy), 
Citizens'  (Wakefield), 
Clinton, 
Cottage  City, 

DanTen, 
Dedham, 
Dorchester,   . 

East  Boston, . 
EasthamplDn, 

Fall  River,  . 
Fitchbnrg,  . 
Framingham, 

Gardner, 
Glonoester,    . 
Greenfield,     . 

HaTerhill,  . 
Holyoke, 

Ipswich, 

Jamaica  Plain, 

Lawrence,     . 
Leominster,   . 
Lexington,     . 
Loweu,  . 
Lynn,     . 


f541  18 

639  73 

36  55 

1,121  21 
186  09 
6U29 

9,686  85 

842  04 

80,122  34 

1.862  82 

6,697  24 

19,629  46 
9,881  53 
4,206  46 
482  03 
887  88 
744  32 
305  04 
156  26 


105 

539 

6,887 

4,480 
483 

6,679 

1,014 

759 

248 

2,263 

401 

3.009 
1,988 

861 

4,573  I 

10,791 
535( 
168  1 

18,953 
5,379  1 


46 


90  1189 
1204 
0418 
1893 
0413 
0567 

0100 
1180 
0670 
1143 
0989 

1431 
1157 
1340 
0605 
0667 
1298 
0524 
0570 

0451 
0898 
0712 

1077 
1423 

1210 
0607 
0669 

1450 
1243 
1061 

0514 
0354 

0488 

1048 


70 

1446 

08 

2715 

61 

1649 

57 

0714 

56 

Q607 
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COMPANT. 


Amoont 

of 

TftXM  paid. 


Amoant 

per 

Thontand 

sold. 


Maiden, 

Manafactaren*  (Fall  River), 

Marblehead 

Marlboroagh, 
Middleborooffh.    . 
MUford,         .       .       .       . 

Nantncket,    .... 

Natick,  .       .       ... 

New  Bedford, 

Newbaryport, 

Newton,         .       •       .       . 

North  Adams, 

Northampton, 

North  Atcleboroogh,     . 

Norwood,      .... 

OtU  Co.  (Ware),  . 

Pittffleld 

Plymouth,     .... 

Boxbury,      .... 

Salem 

Soath  Boston, 

Soathbridge, .... 
Spencer,  .... 
Springfield,  .... 
StongDton,    .... 

Taanton,       .... 

Waltham,      .... 

Webster,       .... 

Westfield,      .... 

WiUiamstown, 

Wobnm,        .... 

Worcester,     .       ,       ,       . 


f  4.648  07 

1.006  43 

378  70 

836  96 

330  87 

1,450  95 

02  25 

333  13 

8.901  96 

1,383  94 

4,462  77 

519  56 

994  92 

960  61 

216  38 

163  33 

1,605  80 
362  97 

13,207  92 

4.874  96 

7,181  81 

208  69 

358  88 

8,187  81 

191  66 

1,831  68 

2,519  90 
181  49 
641  44 
102  60 
948  17 
11,818  18 


90  1176 
0706 
1015 
1453 
2362 
1326 

0425 
1151 
0955 
1691 
0764 
0276 
0762 
0736 
1110 

0642 

1194 
0790 

0741 

1370 
0926 
1489 
0435 
0923 
3656 

0434 

0897 
1144 
0818 
1486 
1087 
0801 


$282,244  39 


The  total  earn  paid  by  the  companies  for  taxes,  including  State 
Inspection,  after  apportioning  to  electric  account  that  part  of  the 
gas  companies'  taxes  belonging  to  their  electrical  departments, 
was  $282,244.39,  an  average  of  6.6  cents  per  thousand  feet  of 
gas  sold;  being  an  increase  over  the  previous  year  in  the  total 
amount  of  $7,863.47,  and  a  decrease  of  .2  cents  per  thousand  feet 
sold. 
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Dividends. 

The  dividends  declared  by  the  several  companies  during  the 
year  are  shown  in  the  following  table :  — 


COMPANY. 


Bate  per 
Cent. 


Amount  of 
Dividends. 


Amount  per 

Thousand 

Sold. 


Adams, 
Amesbury, 
Amherst,  . 
Arlington, . 
Athol, 
Attlel)OToagh, 


Bay  State, 
Beverly,     • 
Boston, 
Brockton,  . 
Brookline, . 


Cambridge, 
Cbarlestown,     . 
Chelsea,     . 
Chlcopee,  . 
Citizens*  (Quincv),  . 
Citixens'  (Wakefield), 
Clinton,     . 
Cottage  City,     . 


Banvers,  . 
Dedham,  . 
Dorchester, 


East  Boston, 
Easthampton, 

Fall  River, 
Fiichbnrg, 
Framingnam, 

Oloncester, 
Greenfield, 


Hayerhill, . 
Ipswich,  • 
Jamaica  Plain,  . 


Lawrence, . 

Leominster, 

Lexington, 

Lowell, 

Lynn, 


Maiden,     .... 
Manufacturers*  (Fall  River), 
3iarblehcad, 


10 


10 

i« 

10 
6 
6i 

10 
10 

6 

6 


10 
6 

10 
10 


11 

4  . 


10 


1  f  1,730 
2,700 

9  . 

4,200 

4,640 

43,750 

5,520 

250,000 

10,680 

35,500 

70.000 

50.000 

18,000 

1,800 

9  . 
9  . 

1,460 

9  . 

400 

9_ 

82,000 

22,000 
1.800 

28.800 
16,000 

9  . 

"8,800 
1,560 

7,600 


20,000 


$0  3821 
50b3 

7091 

6121 

0453 

2091 
6562 

5105 

2261 


1712 
3870 
6287 

6217 


4832 
0412 

1282 


4572 


7 

87.100 

. 

4 

2,000 

10147 

^ 

700 

. 

16 

80,000 

3014 

8 

30,000 

- 

8 

17,600 

4455 

10 

6,000 

3509 

1  In  addition  to  this  dividend,  a  rebate  is  allowed  to  mills  owning  stock.    This  rebate 
amounted  to  $1,867.87. 

*  No  dividend  declared. 

*  An  additional  dividend  of  three  per  cent,  was  declared  from  the  earnings  of  wharf 
property. 

*  Six  per  cent,  on  preferred  stock  ($2,000)  and  three  per  cent,  on  other  stock  ($48,000). 
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COMPANY. 


Rate  per 
Cent. 


Amoant  of 
Dividends. 


Amoant  per 

Thouiand 

Sold. 


Marlboroogb,  . 
Middleborougb, 
Milford,     . 


Nantocket, 
Natick,      . 
New  Bedford,   . 
Newburyport,    . 
Newton,     . 
North  Adams,  . 
Northampton,    . 
North  Attleborougta, 
Norwood,  . 


Pittsfleld,  . 
Pl>- mouth, 


Roxburj, 


Salem, 

Sonth  Boston, 
SoQthbridge, 
Spencer,     . 
Sprinflfield, 
Stooghton, 


Taunton, 


Waltham,  . 
Webster,  . 
Westfield,  . 
Willianistown, 
Woburn,  . 
Worcester, 


10 


12 

7 

10 

7 
4 
6 

8 
6 

10 

I 


«7 
8 


97.230 


33,000 
8.400 

18,000 
4,000 
4.000 
4,086 


7,500 
2,800 

80,000 

21,000 
17.600 

2,400 

I . 

40,000 
1,440 

8,000 

10.600 
1,575 
4,320 

«  3,167 
40,000 


$1,109,248 


$0  6606 


3062 
3130 


6579 
6306 


6904 
2266 


4505 
1896 


3619 
2710 


>  No  dividend  declared. 


*  Bxtra  dividend  of  30  per  cent. 


Price  of  Gas. 
The  following  companies  have  reduced  the  price  of  gas  during 
the  year  ending  June  30,  1893  :  — 


Arlington, 

Bay  State, 

Boston, 

Cambridge, 

Charlestown, 

Chicopee, 

East  Boston, 


Fall  River, 
Gloucester, 
Jamaica  Plain, 
Lawrence, 
Manufacturers'  (Fall 

River), 
Nantucliet, 


Salem, 

Springfield, 

Waltham, 

Ware  (Otis  Co.), 

Wobnm, 

Worcester. 


The  following  pages  show  the  price  charged  by  the  several 
companies,  June  30,  1893 ;  the  average  candle-power,  as  shown 
by  the  tests  made  by  the  State  inspector  of  gas ;  and  the  average 
price,  per  thousand  feet  sold  by  meter,  received  in  the  two  years 
ending  June  30, 1893. 
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The  average  price  paid  by  consumers  for  coal  gas,  to  the  com- 
panies selling  annually  more  than  30,000,000  feet  each,  is  $1.27 
per  thousand  feet.  If  the  Boston  and  Bay  State  companies  be 
excluded  the  average  is  $1.49.  The  average  price  received  by  the 
remainder  of  the  coal-gas  companies  is  $1.94,  making  an  average 
for  all  of  $1.32  per  thousand.  The  average  price  for  oil  gas  is 
$3.74  per  thousand  feet. 

The  average  price  paid  for  coal  gas  in  1886  was  $1.72  ;  in  1887, 
$1.66;  in  1888,  $1.56;  in  1889,  $1.45;  in  1890,  $1.39;  in  1891, 
$1.31 ;  in  1892,  $1.38  ;  and  in  1893,  $1.27. 

The  following  table  shows  the  amount  of  gas  made  in  the  year 
ending  June  30,  1893,  and  in  the  year  ending  June  30,  1892  ;  the 
amount  sold  by  meter  and  to  public  lamps  in  both  these  years ; 
the  amount  used  at  works  and  offices,  with  the  amount  of  gas 
unaccounted  for  duiing  the  year  ending  June  30,  1893,  and  the 
percentage  of  unaccounted-for  gas  in  both  years. 

Note.— The  terms  "ooal  gas  **  and  **  coal-gas  companies  '*  whenever  nsed  in  the 
report  are  intended,  unless  otherwise  qaalifled,  to  inclade  all  the  companies  except 
those  that  make  their  gas  enthrely  from  oil  distilled  in  closed  retorts  externally  fired. 
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The  following  table  shows  the  daily  capacity  of  the  works, 
June  30,  1893,  and  the  greatest  and  least  day's  output  during  the 
year  ending  with  that  date,  for  each  of  the  companies :  — 


COMPANY. 

Dally 

Capacity  of 

Works. 

Oreateat 
Output. 

Date. 

Leaat 
Output. 

Date. 

Feet. 

Feet 

Feet. 

Adams, 

50,000 

- 

- 

- 

- 

Ameshnry,  . 

100,000 

49.000 

Dec  18, 

9,000 

July  15. 

Amherst,     . 

6.000 

6.000 

. 

1,600 

- 

ArlingtOD,    . 

600,000 

36.160 

Dec.  24, 

6,370 

Aug    2. 

Atbol,  .... 

76,000 

26,700 

Dec.  24, 

3.400 

June  17. 

Attleborongb, 

100,000 

61,000 

Jan.    9, 

16,000 

July  13. 

Bay  State,   . 

4,000.000 

4,639.000 

Nov.   2, 

467,000 

July  10. 

Beverly, 

60.000 

47.400 

Dec.  14, 

8,700 

July  24. 

Boston, 

6,000,000 

6,896,000 

Dec.    8, 

1,046,000 

July  24. 

Brockton,    . 

100.000 

125,400 

Dec.  24, 

31.365 

July    4. 

Brookline,    . 

600,000 

408,000 

Dec.  24, 

117.000 

July  17. 

Cambridge,  . 

1,000,000 

723.000 

Dec.    8, 

130,800 

July  24. 

Charlestown, 

600.000 

460.000 

Dec.  24, 

160.000 

July  11. 

Chelsea, 

260,000 

192,000 

Dec.  16, 

48.000 

July  26. 

Chicopee,     . 

160,000 

61.900 

Dec.    8, 

10,900 

July  13. 

Citizens'  (Quincy),      . 
Citizens'   (Wakefield) » 

70.000 

46,000 

Oct.   26, 

11,700 

July  26. 

65,000 

- 

* 

- 

- 

Clinton, 

90.000 

49.600 

Feb.    2, 

9,200 

June  20. 

Cottage  City, 

60,000 

38,000 

Aug.  27, 

900 

Feb.  10. 

Danvers, 

80,000 

16.644 

Jan.  11, 

3,004 

July  25. 

Dedham.      . 

76.000 

42,730 

Jan.    3, 

10,160 

July  17. 

Dorchester,  . 

300,000 

879,310 

Dec.  24, 

96,176 

July  26. 

East  Boston, 

400,000 

.202.112 

Dec.  10, 

60,861 

July  10. 

Eastbampton,      . 

80,000 

31,632 

Dec.  16, 

4,600 

June  13. 

Fall  River,  . 

600,000 

840.600 

Nov.  10, 

=  60,200 

July  10. 

Fitchburg.    . 

150,000 

120.700 

Dec.  21, 

21.700 

July  10. 

Framingham, 

260,000 

67,200 

Dec.  24, 

14,100 

July    3. 

Gloucester,  . 

126.000 

112,300 

Dec.  24, 

16,800 

July  10. 

Greenfield,   . 

60,000 

26,700 

Nov.   6, 

4,600 

July  11. 

Haverhill,    . 

400,000 

379,000 

Dec.  28, 

24,000 

July    4. 

Holyoke,      .       .       . 

600,000 

332,620 

Dec    8, 

68,247 

July   2. 

Ipswich, 

- 

14,000 

Dec.  24, 

1,600 

July   4. 

Jamaica  Plain,     . 

400,000 

208,685 

Dec.  25, 

76,000 

July  17. 

Lawrence,    . 

1,000.000 

447.825 

Dec.    8, 

73.615 

July  10. 

Lowell,         .       .       . 

1,000,000 

1,624.000 

Dec    8, 

260,000 

July  24. 

Lynn,   .... 

700,000 

476,900 

Dec  14, 

100,700 

July  24. 

Maiden, 

360,000 

216,200 

Jan.    2, 

46,500 

July  28. 

Manufacturers'     (Fall 

River),     .       .       . 

200,000 

160,000 

Dec    9, 

11,700 

June  11. 

Marblehead,         .       . 

66,000 

26,600 

Dec.  21, 

7,000 

July    6. 

Marlborough, 

46,000 

40,000 

Dec  24, 

3,700 

Aug.  7. 

MUford,       .       .       . 

80,000 

64,380 

Dec.  16, 

13,370 

June  11. 

Nantucket,  . 

30,000 

13,830 

Aug.  11, 

3.720 

Apr.  24. 

Natick,        .       . 

86,000 

196.000 

Jan.    3, 

4,000 

July  10. 

New  Bedford, 

600.000 

213.200 

Dec  20, 

63,200 

July   7. 

Newburyport, 

100.000 

62,870 

Dec.  16, 

8,390 

July    4. 

Newton, 

400,000 

324,000 

Dec  26, 

69,500 

July    6. 
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COMPANY. 


Dmll7 

C»pactt7  of 

Works. 


Greatest 
Ontpat 


Dftte. 


Least 

Ontpat 


Date. 


North  Adams,     . 
Northampton, 
North  Attleboroagh, 

OdsCo.  (Ware),. 


Pittsfleld, 
Plymouth, 

Roxbnry, 

Salem, 
South  Boston, 
Spencer, 
Springfield, 

Tannton, 

Waltham, 

"Webster, 

Westfield, 

Wobum, 

Worcester, 


Feet 
130,000 
100,000 
110,000 

70,000 

240,000 
58,000 

600,000 

330,000 
426,000 
226.000 
360,000 

300,000 

200,000 

24,000 

62.000 

30,000 

1,600,000 


Feet. 
122,300 
80,180 
74.173 


81,000 
26,720 

818,367 

210,800 

408,738 

62,600 

467,000 

260,000 

162,100 
14,600 
64,200 
40,000 

820,000 


Dec.  16, 
Dec.  8, 
Oct.   28, 

Jan.    2, 

Not.  29, 
Dec.  14, 

Dec.  24, 

Dec.  24, 
Dec.  24, 
Dec.  23, 
Dec.  24, 

Dec.  20, 

Dec.  14, 
Dec.  24, 
Dec.  9, 
Dec  26, 
Jan.    2, 


Feet 
19,400 
13.301 
10,076 

,4.634 

21,000 
6,260 

218,064 

33,000 
109,161 

11,300 
109,000 

60,000 

81,300 

3,000 

9,100 

10,000 

143,000 


July  6. 
Aug.  4, 
July  10. 

July  10. 

July  17. 
Jj^ne  12. 

July  24. 

Jnly  10. 
July  10. 
Aug.  4. 
July  11. 

July  20. 

July  10. 
Apr.  16. 
July  25. 
July  4. 
Jnly  23. 
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The  following  tables  show  the  total  quantity  of  gas  sold  during 
the  year  ending  June  80,  1893,  the  percentage  of  increase  in  sales 
over  the  previous  year;  the  capital  (including  bonds)  per  thousand 
feet  sold,  omitting  those  companies  which  have  electric  light  plants ; 
the  average  price  received  for  all  gas  sold  during  the  year  ending 
June  30,  1893,  and  the  average  price  the  year  previous  :  — 


Coal-gas  Companies. 


COMPANY. 

Total  Sales 
of  Gu. 

CapiUl  per  M 
■old.  Inclnd- 
Ing  Bonda. 

Average  Price 
rccelTed 
per  M  told, 
18W-93. 

Average  Price 
received 
perM  lold, 
1881-92. 

Feet. 

Adams,       .... 

4,A49,400 

.0223» 

$3  803 
11.322 

$2  38 

$2  41 

Amesbary, . 

6,311.800 

.0416 

1  76 

176 

Arlington,  .... 

6,922,650 

.0067* 

11.819 

2  50 

2  75 

Aihol, 

3,2i*6,300 

.1886 

. 

2  33 

2  GO 

Attleboronghf     . 

9,061,100 

.1902 

6.128 

2  00 

2  00 

Bay  State,  .... 

965,337,860 

.0930 

6.187 

tl  23 

»1  30 

Beverly 

7,132,900 

.0966 

- 

2  31 

2  31 

Boston,       .... 

1,191,986,480 

.1328* 

2.242 

1  26 

1  28 

Brockton,   .... 

16,299.600 

.11 10* 

17.086 

197 

203 

Brookline 

71,942,041 

.0965 

- 

1  90 

1  90 

Cambridge, 

137.110,650 

0636 

6.105 

1  62 

1  69 

Charlestown, 

85,387,623 

.0709 

. 

1  56 

1  69 

Chelsea 

31.39-4740 

.0371 

. 

1  80 

1  84 

Chlcopce 

7,960,048 

.0697» 

3.769 

1  86 

1  85 

Ciiizens'  (Quincv),    . 

6,838.400 

.0015» 

8.774 

2  01 

2  12 

Citizens*  (Waketield), 

6,736.488 

1023 

2  20 

2  25 

Clinton,       .... 

6,816.900 

.0635» 

- 

•2  15 

2  10 

CoUageCity,      . 

2,739,600 

.0025 

- 

147 

1  66 

Dangers,     .... 

2,336,800 

.1101 

8.558 

2  37 

2  35 

Dedham,     .... 

6,012,300 

.1338 

18.046 

2  01 

2  03 

Dorchester, 

82,67b,200 

.1429 

4.844 

1  62 

1  50 

East  Boston, 

41,608,687 

.0541 

5.287 

1  69 

1  76 

Eastbampton,     . 

3,401,500 

.1037 

- 

2  57 

2  53 

Fall  River,.       .       .       . 

66.201.877 

.0949 

6668 

1  45 

1  53 

Fitch  bar^,  .... 

20,002,900 

.1398 

. 

1  79 

I  89 

Framingbam,     . 

11,361,900 

.6833 

14.319 

>0  49 

8  0  51 

Gloucester 

18.211.260 

.1265 

4.393 

1  52 

1  60 

Oreentield, .... 

3,785,600 

.0897 

13.472 

2  20 

2  11 

Haverhill,  .       .       .       . 

58.482,800 

.1050 

1.923 

1  41 

1  38 

Holyoke,    .... 

53,926,468 

.0728 

- 

1  53 

1  54 

Jamaica  Plain,   . 

43,646,579 

.0772 

6.186 

1  85 

1  99 

Lawrence,  .... 

74,622,557 

.0576 

_ 

1  41 

1  42 

Lowell,       .... 

265.438,100 

.1004 

1.883 

1  10 

1  10 

Lynn, 

88,586,600 

.1784 

- 

1  39 

1  46 

Maiden 

39,509,316 

.0863 

6.186 

1  77 

1  77 

Mannfacturers'  (Fall  River) , 

14,246,800 

.0676 

3.509 

1  37 

1  43 

*  Decrease. 


^  From  sales  to  general  consamers  only. 
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GOMPAKT. 

ToUl  Sales 
of  Oaa. 

u 

SSj 

Capital  per  M 
aoM,  inelQd- 
iog  Bouda. 

Average  Price 
received 
per  M  aold. 

Feet. 

Marblebead,       .       .       . 

3,730,140 

.1087 

$12,763 

92  48 

$2  65 

Marlborough, 

6.769,900 

.7063 

'       8.681 

2  28 

2  19 

Milford,      .... 

10,944,400 

.1708 

6.606 

1  82 

200 

Nantncket,. 

2,170.700 

.1660 

17J512 

1  98 

2  66 

Natick,       .... 

2,893,400 

.0936* 

10.368 

1  76 

1  83 

New  Bedford,     . 

40,868,787 

.0755 

. 

1  54 

1  82 

Newburyport,     . 

8,183,600 

.0059» 

~ 

200 

2  02 

Newton,      .... 

69.158,600 

.0763 

- 

1  79 

1  79 

North  Adams,    . 

18,882,800 

.1272 

. 

1  60 

1  72 

Northampton,     . 

13,063,050 

.1308 

4.460 

1  92 

1  92 

North  Attleborough, . 

13,062,200 

.0434 

7.816 

2  00 

200 

Norwood,    .... 

1,903,690 

.2088 

6.303 

200 

2  28 

Otis  Co.  (Ware), 

2,642,136 

.3538» 

- 

1  88 

2  23 

Pittsfleld 

13,443,400 

.0061 

4  649 

1  88 

1  89 

Plymouth,  .... 

4,692,700 

.1265 

9.036 

1  94 

2  06 

Roxbnry,    .... 

178,060,842 

.0819 

3.369 

1  62 

1  52 

Salem 

36,670.635 

.0066 

8.434 

1  61 

1  77 

South  Boston,     . 

76,873.600 

.0314 

6.723 

1  62 

1  52 

Spencer,      .... 

8.230.300 

.0993* 

- 

1  60 

1  61 

Springfield, 

88,782,100 

.0462 

6.913 

1  66 

169 

Taanton 

42,190,900 

.1003 

1.896 

1  47 

1  47 

Waltham,  .... 

28.088.900 

.0361 

_ 

1  72 

1  78 

Webster 

1,686,400 

.0012 

m. 

2  60 

2  31 

Westfleld,  .... 

7,841.033 

.1360 

- 

1  96 

1  99 

Wobum,     .... 

8,722.400 

.1069 

6  170 

172 

1  77 

Worcester,. 

146,883,000 

.0493 

4.086 

1  60 

1  60 

Oil-gas  Companies. 


Amherst,    . 

Chicopee  Falls, 

Gardner,     . 

Ipswich,     • 

Leominster, 
Lexington, . 

Middleboroagh, 

Sonthbridge, 
Stoaghton, . 

Williamstown, 


873,236 

.0664 

$49,816 

$6  18 

1,002,626 

.0066* 

- 

»8  76 

1,681,800 

- 

- 

4  38 

1,777,000 

.0194 

13  731 

2  97 

1,971,080 
1,022,600 

.0492» 
.0669* 

25.367 
48.204 

3  76 

4  54 

1,400.600 

.0036 

- 

2  25 

1,406.060 
632,000 

.1516 
.2091 

- 

2  80 
4  95 

690,600 

.4163 

49.890 

6  88 

$6  28 
18  64 

2  93 

363 

4  24 

2  66 

2  84 
4  98 

6  66 


*  Decreaae. 


1  Gaa  uaed  in  company'a  miUa  not  included  in  the  compatation. 
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The  following  tables  show  the  capital  (including  bonds),  the 
gas  sold,  the  gas  unaccounted  for,  and  the  number  of  consumers 
per  mUe  of  main ;  also  the  gas  sold  per  consumer  and  per  meter 
light.  Where  capital  is  employed  for  both  gas  and  electric  light, 
the  amount  per  mile  of  main  is  omitted. 

Coal-gas  Companies. 


Pbr  Mils  or  Maim. 

COMPANY. 

Capital. 

OMBOld. 

Oftt  un- 

accoontrd 

for. 

Nomber 
ofCon- 
•amen. 

Ou 

sold  per 
Container. 

aoldper 
Meter 

Light 

Feet. 

Feet. 

Feet 

Feet 

Adam 

Amesbary, 

Arlington, 

Athol,        .        .       . 

Attleborongb,    . 

93,460  00 
9,460  17 
3,176  04 

10,162  07 

909,880 
836.584 
268,711 
961,020 
1,984,472 

260,120 
69,436 
66,914 
46,938 

220,621 

27.0 
30.2 
203 
46.1 
62.4 

34.466 
26,790 
13,190 
21,266 
31,793 

8,441 
2,391 
2,669 
3.059 
6,444 

Bay  State, 
Beverly,     . 
Boston,      . 
Brockton,  . 
Brookline, 

321,352  93 

20,202  82 
13,787  13 

61,956,084' 

967,041 

8,986.623 

806.911 

800,512 

49,236 
90,361 
189,205 
186,654 
184,676 

3.0 

76.6 

231.6 

60.6 

27.3 

20,lll,205t 
12.624 
37,623 
16,949 
24,667 

«  6,603 
2.623 
3,701 
2.683 
3,191 

Cambridge, 
Cbarlestown,     . 
Chelsea,     . 
Cbicopee,  . 
Citizens'  (Quincy),   . 
Citizen8'(Waketield), 
Clinton,     . 
Cottage  City,    . 

7.916  22 

6,3T6  79 
5,168  49 

1,560,669 

2,000,647 

866,629 

1,676.799 

589.111 

304,420 

1,266,161 

1,194,723 

162,588 
318,069 
232,472 
203,884 
183,718 
69,547 
692.981 
397,960 

74  4 
106.3 
46.0 
47.3 
34.1 
17.0 
52.2 
80.0 

20.008 
16,848 
18,809 
86.247 
14,744 
17,4S4 
23,642 
11,472 

3.656 
3,610 
3,901 
3,222 
2,668 
2,091 
1,716 
2,883 

Danvers,    . 
Dedbam,    . 
Dorchester, 

4.228  33 
7,369  42 
6,940  44 

494,038 

408,361 

1,226,878 

97,124 
108,918 

29.1 
21.8 
66.0 

16,894 
18,730 
13,523 

2,144 
2,479 
2,706 

East  Boston,     . 
Easthampton,    . 

10,621  29 

1,989,893 
932,940 

262,661 
229,772 

86.5 
48.5 

19,217 

4,660 
1,956 

Fall  River, 
Fltchbarg, 
Framingharo,    . 

13,001  26 
27,295  63 

2,492,183 
1,318,284 
1,906,369 

174,078 
111.730 
166,100 

81.5 
52,1 
39.0 

29,990 
24.917 
48,763 

2,662 
3.621 

4,878 

Oloacester, 
Greenfield, 

7.490  68 
10,186  74 

1,705,174 
766,061 

88,624 
96,546 

70.8 
49.7 

22,890 
16,203 

4,941 
3,544 

Haverhill, . 
Holyoke,  . 

4,472  80 

2,326,174 
2,382,791 

903,681 
230,466 

111.4 
75.6 

19,319 
81,342 

3.262 
3,899 

Jamaica  Plain, . 

7,348  94 

1,187,984 

148,694 

48.8 

16,404 

3,155 

Lawrence, 

Lowell,      .       .       . 

Lynn, 

5,876  40 

1,906,483 
8,119,646 
2,600,818 

183,984 
182,486 
244,372 

71.6 
107.1 
99.3 

28.789 
28,369 
26,174 

4,242 
4,201 
4,599 

Maiden,     .       .       . 

Manafactnrers'  (Fall 

River),  .       .       . 

3,699  94 
10,266  41 

598,127 
2,922,421 

92,667 
396,613 

37.0 
64.0 

16,180 
46,180 

3,287 
2,446 

^  Based  on  total  output. 


s  Baa«d  on  sales  to  general  consumers. 
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Pkr  Milk  of  Main. 

Gat 
1    soldper 

COMPANY. 

Gft*  nn- 

Number 

Gas 

sold  per 

CaplUl. 

Gaa  sold. 

accountcd 
for. 

o^Con- 
samers. 

Consumer. 

Meter 
Light. 

Feet. 

Feet. 

Feet. 

Feet. 

Marblehead,      . 

5.885  27 

462,166 

226,633 

28.6 

14,797 

2.364 

Marlboroagh,    . 

13.178  71 

1,518,160 

109.673 

57.4 

24,612 

2,846 

Milford,     .       .        . 

9,103  50 

1.378,041 

174,817 

61.0 

21,536 

3,198 

Nantncket, 

7.843  62 

447.912 

99,220 

33.2 

^t>,i^ 

2,897 

Natick,      . 

6,410  25 

618,247 

42,179 

41.0 

1:5,  V20 

1.788 

New  Bedford,    . 

- 

1,338,316 

167,685 

80.1 

H'U 

2,808 

Newburyport,    . 

. 

779,381 

185,513 

46.4 

l^s769 

2,912 

Newton,     . 

- 

832.828 

87.317 

37.4 

HVJ77 

3,216 

North  Adams,  . 

- 

1,814,782 

409,399 

56.8 

:n,:>05 

4,223 

Northampton,    . 

f  5,310  87 
10,846  89 

1.198,897 

218.833 

62.5 

'.!'j,:58 

3,251 

North   Attleboroagh, 

1,387,793 

107,889 

44.0 

;n,:506 

4,664 

Norwood,  . 

2,827  69 

456,448 

- 

14.1 

;^j;364 

2,494 

Otl«  Co.  (Ware),       . 

- 

210,441 

38,141 

17.1 

12.266 

1,401 

Pittofield,  . 

7,847  14 

1,688,021 

228,101 

83.2 

20,276 

4,176 

Plymouth. 

11,007  95 

1,218,222 

101,676 

64.4 

18,900 

2,647 

Roxbury,  . 

8,086  58 

2,399,827 

30,052 

117.9 

17,489 

3,360 

Salem, 

10,699  00 

1,268,567 

183,258 

95  1 

13.276 

2.770 

South  Boston,    . 

14,260  25 

2,491,462 

293,192 

90.8    , 

24,730 

4,939 

Spencer,     . 

> 

630,288 

118,249 

38.2    1 

16,493 

3,786 

Springfield, 

11,206  63 

1,864,700 

138,427 

93.0 

19,866 

3,460 

Taunton,    . 

3,492  38 

1,841,834 

97,162 

63  3 

28.040 

3,667 

Waltham,  . 

_ 

1,279,327 

177,837 

51.0 

24,094 

3,876 

Webster.    . 

- 

403,254 

103,785 

34  3     1 

11,751 

1,813 

Westfield,  ,       .       . 

- 

1,256,449 

109,739 

60.2    ' 

20,445 

3,696 

Wobum,    . 

6,618  72 

1.280,070 

65,248 

69.4 

18,441 

3,214 

Worcester, 

9,876  54 

2,417,827 

217,600 

90.1 

26,585 

6,396 

Ofl-gas  Companies. 


Amherst,  . 

Chicopee  Falls, 

Gardner,    . 

Ipswich,     . 

Leominster, 
Lexington, 

Middleborongh, 

Southbridge,     . 
Stoughton, 

WiUiamstown,  . 


88,918  13 
6,821  28 


9,842  67 


192,767 

- 

28.6 

706,074 

- 

72.6 

157,775 

- 

16.1 

649,489 

- 

33.9 

268,969 
274,644 

21,981 

30.2 
31.4 

690,928 

41,672 

45.9 

651,390 
135,069 

- 

96.8 
22.8 

197,286 

2,714 

214 

69,356 
9,734 
9,775 

18,626 

8,878 
6,175 

112,848 

6,722 
6,911 

8,806 


1,416 

1,786 

2,405 

2,040 

1,836 
1,560 

1,629 

1,191 
1,706 

2,834 
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Oil  Gas. 

COMPANY. 

MatorlalB 

QaanUty 
nted. 

Fnel 

Qoftntity 

used. 

Gallons. 

used. 

used. 

Amherst 

Naphtha,  . 

12,833 

Wood, 

„ 

Cblcopee  FallB,     . 

Petroleum, 

35,189 

Anthracite, . 

f  112  tons. 
1 1,668  lbs. 

OardDer,       .... 

Naphtha,  . 

140,482 

Naphtha,     . 

Ipswich 

Petroleam, 

18,165 

Cumberland  coal, 

114  tons. 

Leominster,  .... 

Parafflne, . 

22,970 

Cumberland  coal. 

107  tons. 

Lexington,    .... 

Petroleum, 

11,658 

Anthracite, 
Franklin,  . 

77  tons. 
69  tons. 

Middleborongb,    . 

Naphtha,  . 

18,500 

Bituminous  coal, 
Fuel  oil,    . 

155  tons. 
7,000  gals. 

Southbridge, 

Petroleum, 

12,680 

Anthracite, 
Wood,       . 

62  tons. 
7  cords. 

Stoughton,    .... 
Wllliamstown,      . 

Naphtha,  . 

6,270 

3ituminous  coal. 

65  tons. 

Naphtha,  . 

11,519 

Wood,. 

67  cords. 

^  iDoIudiDg  that  used  for  fnel. 

Street  Mains. 

The  returns  by  the  various  companies  of  their  street  mains  are 
still  somewhat  deficient  in  detail.  During  the  year  forty-nine  com- 
panies laid  about  sixty- two  miles  of  mains,  varying  in  the  several 
cases  from  about  two  hundred  feet  to  nearly  seventeen  miles. 

The  following  table  shows  the  lengths  and  sizes  of  the  mains, 
as  returned  by  the  companies :  — 
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5..  .ii|.;i . .  .§S§.8l.is  . .  .18.12.  SB  J 

2  S^?  t-t  CO  t-^*D  M  «0  Wtri-r  00*      < 


rM      aot»   I 


lgS2P3jiJllpjiAili5ijjj|ii§|g|||i§i  1 

8-«SgS^«"«'-^^S2g2S*^2*-«28S^S5~?5a««««8 

% 

00 

3,471 

432 
1.676 

3,olo 
4,826 

7,4*12 

1,562 

348 
3,326 

1,683 
3,260 

6.260 
4,4'l6 

1,000 
2,860 

0,168 

7,103 
4.600 
11,676 

3,006 
3,750 

27.767 
6,738 
3,606 

4,M6 
600 

06 

11,760 

16,016 
8,762 
1,800 

3,960 

26,830 

1,800 

600 

1,339 
6,214 
4,920 

6,607 

600 
1,460 

8,607 

8,112 

9,466 
5.532 
2,115 

2,030 
8,200 

6,897 
1,320 
4,855 
1,020 
1,400 
2,500 

028 

3,745 
1.919 
6,800 

2,«0 

7.332 
1,500 

2,073 

1,430 
10.170 

28,434 
2,640 
500 
70.210 
66.666 
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15.267 
5,640 

13,000 

600 
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6,910 
2,936 
6,108 
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3,062 
4,760 
2,000 
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26,538 

83,109 
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5,015 

38,161 

36.185 
20.214 
8,720 
2,676 

2,326 
64,224 

31,651 
5.280 
1,500 
83,914 
66,961 
98,811 

2,9*10 
2.782 
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27,529 
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135,392 
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12,571 

4,165 
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88,863 

20.880 
21,016 

4,793 

6,855 
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High-power  Gas  Lamps. 
The  following  table  shows  the  number  of  Lungren  or  other  high- 
power  gas  lamps  in  use  June  30,  1893  :  — 


Adams, 67 

Amesbaiy, 6 

Athol 6 

Attleboroagh 13 

Beverly, 12 

Brockton, 109 

Cambridge, 33 

Citizens'  (Qnincy),        ...  3 

Clinton, 14 

Cottage  City  (Welsbach),     .        .2,270 

Dedham, 9 

East  Boston, 150 

Fan  River  (Welsbach),                .  486 

Fitchburg, 7 

Framingham  (Welsbach),    .       .  1,609 

Gloucester  (Albo-carbon),    .       .  150 

Greenfield, 22 

HayerhlU, 198 

Holyoke 4 

Lawrence, 188 


Lowell,  . 

20 

Maiden, . 

160 

Milford, 

120 

Natick,  . 

4 

New  Bedford, 

.      30 

1 

112 

Newton, 

North  Adams, 

126 

Northampton, 

.      22 

North  Attleboroag 

b, 

.      31 

Pittsfleld.       . 

16 

Plymouth,     . 

41 

Salem,    . 

6 

Spencer, 

4 

Springfield, 

6 

Taunton, 

.      29 

Waltham, 

.      10 

Ware,     . 

5 

Westfleld, 

.      25 

Worcester, 

10 

The  companies  reporting  more  than  fifty  gas-stoves  in  use  on 
June  30,  1893,  are  as  follows :  — 


Beverly 105 

Chelsea, 76 

Citizens'  (Quincy),       ...  71 

Cottage  City 71 

Danvers, 51 

Dedham, 63 

East  Boston, 150 

Fall  River 792 

Fitchburg, 100 

Framingham,         ....  344 

Gloucester 200 

Greenfield, 66 

Holyoke, 400 

Lawrence, 648 

Lowell 1,831 

Lynn, 400 


Maiden, 61 

Natick 60 

New  Bedford 961 

Newton 191 

North  Adams 100 

Northampton,        .        .       .        .120 

Plymouth 120 

Salem 300 

Spencer, 392 

Springfield 2,747 

Taunton, 170 

Waltham 260 

Ware, 109 

Westfield, 116 

Worcester, 1,898 
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The  following  table  shows  the  number  of  lamps  supplied  June 
30,  1893,  the  net  increase  or  decrease  during  the  year,  the  average 
price  per  thousand  feet  received  from  gas  used  in  street  lamps, 
and  the  cost  per  thousand  feet  of  the  care  of  the  lamps  where 
this  is  done  by  the  companies :  — 


Public  Lamps  —  CocU-gaa. 


Arenge 
Price 

Expense  of 

NumlMr 

DUUICO  THE  TkAB. 

receiTed 
perM, 

Lighting 

COMPANY. 

of  Lamps 
sappUed. 

and  Care 
ofLampe 

indadlng 

IncreaM. 

D«creue. 

ExpeiUM. 

perM. 

Amesbory,    .       .       .       . 

14 

. 

. 

92  00 

Bererlj 

1 

1 

. 

220 

. 

Bofton, 

2,467 

. 

98 

1  00 

» 

Brookline,     .       .       .       . 

761 

1           34 

- 

1  96 

$0  18 

Cambridge,   .       .       .       . 

299 

!             9 

- 

1  20 

- 

CharlestowDi 

682 

1             . 

5 

1  66 

« 

Chicopee,      .        .       .       . 

7 

_ 

1  98 

« 

Citizens'  (Qiiincy), 

69 

- 

- 

187 

0  18 

Cidzens*  (Wakefield), . 
Cottage  City, 

24 

. 

- 

2  15 

. 

25 

>            8 

- 

0  98 

. 

Dorchester,  .... 

1,472 

1             "" 

. 

1  60 

. 

EastBostcm, 

682 

1 

9 

1  60 

_ 

Fall  River,    .       .        .       . 

90 

. 

58 

1  46 

« 

Fltchbnrg,     .       .       .        . 

21 

- 

1 

1  60 

- 

Oloncester,    .       .       .       . 

100 

. 

2 

148 

_ 

Greenfield,    .... 

- 

1 

- 

_ 

HarerhUl,     .... 

210 

7 

. 

1*26 

_ 

Holyoke,      .       .       .       . 

39 

10 

1  30 

. 

Jamaica  Plain, 

936 

57 

. 

1  77 

« 

Lowell, 

833 

57 

1  10 

. 

MaDufactarers'  (FaU River), 

20 

1 

13 

1  33 

. 

Marblehead,.       .       .       . 

84 

3 

- 

3  72 

147 

Marlborough, 

8  1 

-• 

. 

234 

Milford 

29 

- 

13 

1  80 

0*37 

Nantucket 

- 

76 

244 

046 

Natick 

6 

. 

33 

1  12 

0  73 

New  Bedford,       . 

422 

9 

- 

1  80 

0  42 

Newton,        .... 

845 

22 

. 

1  62 

0  94 

North  Adams, 

19 

. 

_ 

1  09 

0  78 

North  Attleboroagh,    . 

6 

> 

- 

200 

Roxbnry,      .... 

1,647 

26 

- 

1  50 

. 

Salem, 

. 

- 

43 

1  60 

_ 

South  Boston, 

536 

- 

22 

160 

- 

Springfield,   .... 

49 

. 

8 

1  25 

. 

Taunton,       .... 

135 

3 

. 

1  50 

. 

Waltham 

145 

. 

31 

304 

1  48 

Ware, 

1 

- 

2  17 

Westfield,     .... 

17 

. 

. 

2  25 

. 

Worcester,    .... 

297 

1  50 

- 

12,792 
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Oa  Gas. 


COMPANY. 

Number 
of  Lamps 
supplied. 

IHCBXASB  OB  DBCBEASE 

Arerage 
Price     . 

recelTed 
perM. 

inclndlng 
Expenses. 

Expense  of 

UgtaUng 

and  Care 

of  Lamps 

perM. 

Increue. 

DecreMe. 

Amherst,      .... 
Chlcopeo  Falls,     . 
Ipswich,        .... 
Lexington,    .... 
Willlamstown,      . 

45 

9 

12 

102 

11 

16 

51 

95  04 

3  60 
2  82 
760 

|0"23 

179 

Purity  op  Gas. 
The  law  provides  that  when  the  gas  of  any  company  is  found 
on  three  consecutive  inspections  to  give  less  light  than  sixteen 
standard  English  candles,  or  to  contain  more  than  twenty  grains 
of  sulphur  or  ten  grains  of  ammonia  per  hundred  cubic  feet  of  gas, 
or  any  sulphuretted  hydrogen,  a  fine  of  one  hundred  dollars  shall 
be  paid  by  such  company  to  the  city  or  town  supplied  by  it. 
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The  following  table  shows  the  amount  of  impurities  found  on 
the  dates  stated,  and  the  whole  number  of  inspections  during  the 
year,  of  the  gas  of  the  several  companies  named,  as  repoiiied  to 
this  Board  by  the  State  Inspector  of  Gas :  — 


Kind  of 
Impurities. 


COMPAITY. 


Amount  of 
Impurity. 


Date  when 
foond. 


Total 
Number  of 
InspectJoni 
during  the 

Tear. 


III 


DaoTers, 
North  AdamB, 
Salem,   . 
Westfield,     . 


16.8 
15.9 
16.4 
15.3 


Mar.  25, 
Dec.  13, 
Oct.  28, 
Dec.  13, 


8 
S  . 

I 


(Quincy), 


Chelsea, 

Citisens'  (QqIdcy), 

Citizens'  (Qa* 

East  Boston, 

East  Boston, 

Greenfield, 

Holyoke, 

Holyoke, 

Jamaica  Plain, 

Maiden, 

Maiden, 

Milford, 


16.4 
14.6 
20.0 
18.6 
11.2 
13.2 
10.9 
11.2 
36.7 
16.4 
12.1 
26.8 


Dec.  30, 

7 

Mar.  10, 

3 

Oct.  13, 

« 

Feb.    3, 

9 

Apr.  12, 

- 

Oct.     4, 

2 

June  28, 

10 

Aug.   9, 

- 

Jaly  28, 

9 

Jan.  26. 

8 

Apr.  27, 
Mar.  10, 

4 

l-JS 


Pittsfield, 


21.4 


Sept.  12, 


Amesbory,    . 
Natick,  . 
North  Adams, 
Salem,   . 
Salem,   . 
Salem,   . 
Spencer, 
Spencer, 
Springfield,    . 
Springfield,    . 
Springfield,    . 


Trace. 


Jnne  14, 
Nov.  4, 
Dec.  13, 
Feb.  2, 
Mar.  7, 
Apr.  14, 
Mar.  16, 
Nov.  23, 
Feb.  8, 
Nov.  24, 
Dec.  14, 


16 


Of  the  qaantities  of  ammonia  cited  above  the  two  at  East  Bos- 
ton, Holyoke,  Maiden  and  Quincy  were  consecative ;  as  was  also 
the  case  with  the  three  Instances  of  salphuretted  hydrogen  at 
Salem  and  the  two  in  Spencer  and  Springfield. 
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A  study  of  the  inspections  of  the  ooal-gas  companies  made 
during  the  five  yeara  from  1889  to  1893,  inclusive,  shows  the 
following  facts :  — 


IMO.  1S90.  ISOl.  ISM.  IMS. 

Nnmber  of  inspections  made,                .       .       .  451  448  483  486  515 
N amber  of  companies  snbject  to  inspection,        .  69  69  58  70  68 
Number  of  companies  showing  deficiency  in  can- 
dle-power,          4  2  1  1  4 

HIgJ&est  candle-power,  not  including  ten  oil-gas 

companies, 22.1  25.4  27^  28.2  27.7 

Lowest  candle-power,  not  including  ten  oil-gas 

companies 14.2  13.8  14.0  15.7  15.3 

Arerage  candle-power,  not  including  ten  oil-gas 

companies, 17.59  17.79  18.18  19.25    19^ 

Number  of  companies  showing  sulphuretted  hy- 
drogen,       4  9  5  8  6 

Number  of  companies  showing  excess  of  sulphur,  1112  1 
Number  of  companies  showing  excess  of  am- 
monia,        9  15  16  12  8 

Largest  amount  of  sulphur, 22.9  24.1  22.5  82.9  21.4 

Smallest  amount  of  sulphur 1.5  1.4  0.9  1.0  0.7 

Average  amount  of  sulphur, 7.32  10.08  9.53  9.46  8.32 

Largest  amount  of  ammonia,        ....  32.3  37.0  54.9  40.4  35.7 

Smallest  amount  of  ammonia,      .       .       .       .1.-  1.-  1.-  1.-  1.- 

Arerage  amount  of  ammonia,       ....  2.82  3.01  3.42  2.5  2.24 

The  inspections  of  the  oil-gas  companies  showed  :  — 

1S99.  1890.  ISOl.  1S02.  18»t. 

Highest  candle-power 55.0  70.5  53.6  60.4  59.6 

Lowest  candle-power 20.8  21.1  20.2  21.6  22.5 

Average  candle-power, 34.72  39.04  33.62  33.50  32.34 
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ELECTRIC  LIGHT. 
The  folio  wing  table  gives  the  names  of  those  companies  in  ac- 
tive operation  on  June  80  last,  together  with  the  localities  supplied 
and  the  amount  of  capital  stock :  — 


COKPORATE  NAME. 


Localities  ■rppUBD. 


Capital. 


Adams  Electric  Light  and  Power  Co., 
Amesbnry  Electric  Light,  Heat  and  Power 

Co., 

Amherst  Oas  Co., 

Andover  Electric  Co.. 

Athol  Gas  and  Electric  Co., 

Beverly  Oas  and  Electric  Co.* 

Blue  Hill  Electric  Co.,         .... 

Boston  Electric  Light  Co.,   .       .       .       . 

Bridge  water  Electric  Co.,    . 

Brookline  Oas  Light  Co 

Cambridge  Electric  Light  Co 

Charresto\vn  Oas  and  Electric  Co.,     . 

Chelsea  Oas  Light  Co.,        .       .       .       . 

Chicopee  Electric  Light  Co., 

Citizens'  Gas  Light  Co.  of  Reading,  Soath 
Reading  and  Stoneham 

Clinton  Oas  Light  Co.,         .... 

Cohasset  Electric  Co., 

Cottage  City  Oas  and  Electric  Light  Co.,  . 

Dedham  Electric  Co., 

Easthampton  Oas  Co.,        .... 

Edison  Electric  Illuminating  Co.  of  Boston, 

Edison  Electric  Illaminatmg  Co.  of  Brock- 
ton,     

Edison  Electric  Ulnminating  Co.  of  Fall 
River, 

Electric  Light  and  Power  Co.  of  Abington 
and  Rockland, 

Eliot  Falls  Electric  Light  Co.,     . 

Fall  River  Electric  Light  Co.,     . 

Fitchburg  Oas  Co., 

Framingham  Electric  Co.,   . 

Franklin  Electric  Light  Co., 
Gardner  Electric  Light  Co., .... 
Gloucester  Electric  Co.,       .       .       .       . 
Great  Barrington  Electric  Light  Co.,  . 
Greenfield  Electric  Light  andf  Power  Co.,   . 

HaverhiU  Electric  Co  , 

HolToke  Water  Power  Co., .... 
Hadson  Electric  Light  Co  , . 
Hnll  Electric  Light  and  Power  Co.,    . 
Hyde  Park  Electric  Light  Co.,    . 
Lawrence  Gas  Co., 

Lee  Electric  Co., 

Leicester  Electric  Co., 

Leominster  Electric  Light  and  Power  Co., . 
Lowell  Electric  Light  Corporation,     . 
Lynn  Gas  and  Electric  Co., . 
Maiden  Electric  Co., 


Adams, 

Amesbnry, 
Amherst,   . 
Andover,   . 
Athol, 
Beverly,    . 
Canton,      . 
Boston, 
Bridgewater, 
Brookline,  Boston  (Brigh- 
ton), 
Cambridge, 
Charlestown, 
Chelsea,     . 
Chicopee,  . 

Wakefield, 
Clinton,     . 
Cohasset,  Scitnate,    . 
Cottage  City,     . 
Dedham,    . 
Easthampton,    . 
Boston, 

Brockton,  . 

Fall  River, 

Abington,  Rockland, 

Fall  River, 
Fitchburg, . 
Framingham,  Ashland, 

Sherbom, 
Turner's  FalU, 
Gardner,    . 
Gloucester,  Rockport, 
Great  Barrington,     . 
Greenfield,  Deerfleld, 
Haverhill,  Bradford, 
Holvoke,  . 
Hudson,    . 
Hull, . 
Hyde  Park, 
Lawrence,  No.  Andoyer, 

Methnen, 
Lee,  . 
Leicester,  . 
Leominster, 
Lowell,  Dracut,Tyngsboro', 
Lynn,  Swam  pscott,  Nahant, 
Maiden,  Melrose,  Medford, 

Everett, .... 


98.500 
50,000 
30,000 


22,000 

1,696,200 

16,000 


200,000 
10,000 

30,000 

60,000 

2,070,800 

100,000 

90,000 

41,200 

81,800 

120,000 


80,000 
10,000 
30,000 
60,000 
23,800 
30,000 
127,500 

«  15,000 
60,000 
100,000 


20,000 

26.000 

60,000 

300,000 


150,000 


1  Sold  only  to  town  of  Wellesley. 


*  Par  value  $25.00  per  share. 
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CORPORATE  NAME. 


Localities  supplied. 


Capital. 


Marlborough  Electric  Co 

Mlddleboroagh  Gas  and  Electric  Co.,  • 
Milford  Electric  Light  and  Power  Co., 

Millbury  Electric  Co., 

Milton  Light  and  Power  Co., 

Nantacket  Electric  Light  Co 

Natick  Electric  Co 

New  Bedford  Oas  and  Edison  Light  Co.,    . 
Newburyport  Oas  and  Electric  Co  ,    . 
Newton  and  Watertown  Gas  Light  Co.,     . 
North  Adams  Gas  Light  Co  ,      . 
Northampton  Electric  Lighting  Co.,    . 
North  Attleborough  Steam  and  Electric  Co. 

North  Shore  Electric  Co.,    .... 
Orange  Electric  Light  Co.,  . 
Palmer  and  Monson  Electric  Co., 

Pittsfield  Electric  Co., 

Plymouth  Electric  Light  Co 

Quincy  Electric  Light  and  Power  Co., 
Salem  Electric  Lighting  Co., 
Somenrille  Electric  Light  Co.,     . 

Southbridge  Gas  and  Electric  Co., 

South  Uadley  Falls  Electric  Light  Co.,      . 

Spencer  Gas  Co., 

Stoughton  Gas  and  Electric  Co 

Suburban  Light  and  Power  Co., . 
Taunton  Electric  Lighting  Co.,    . 
Union  Electric  Light  Co.,    .... 
United  Electric  Light  Co.,   .... 
Uxbridge  and  Northbridge  Electric  Co.,    . 
Waltham  Gas  Light  Co.,     .       .       .        . 

Ware  Electric  Co 

Webster  Electric  Co., 

Westborough  Electric  Light  and  Power  Co., 
Westfield  Gas  Light  Co.,  .  .  .  . 
Weymouth  Light  and  Power  Co., 
Whitman  Electric  Co.,  .... 
Winchendon  Electric  Light  and  Power  Co., 
Wobnm  Electric  Light  Co 

Worcester  Electric  Light  Co.,     . 


Marlborough,    . 

Middleborongh,. 

Milford,  Hopedale,   . 

Millbury,  . 

Milton, 

Nantucket, 

Natick,  Wayland,     . 

New  Bedford,  Fairhaven, 

Newburyport,   . 

Newton,  Watertown, 

North  Adams,  . 

Northampton,   . 

Attleborough,  North  Attle- 
borough, Wrentham, 

Revere,  winthrop,    . 

Orange, 

Palmer,  Monson, 

Pittsfield,  . 

Plymouth,. 

Quincy, 

Salem,  Peabodr, 

Somerville,  Arlington,  Bel 
mont, 

Southbridge,     . 

South  Hadley,  Chicopee, 
in  part,  . 

Spencer,     . 

Stoughton, 

Boston, 

Taunton,    . 

Franklin,  .       .     ' . 

Springfield, 

Uxbridge,  Northbridge, 

Waltham, . 

Ware, 

Webster,  Dudley,     . 

Westborough,  . 

Westfield, . 

Weymouth,  Hingham, 

Whitman,  . 

Winchendon,     . 

Wobum,  Winchester,  Stone- 
ham, 

Worcester,. 


930,000 

40,000 
16.000 
30.000 
25,000 
40.000 


58,700 

80.000 

126.000 

45.000 

30.000 

100.000 

90,000 

89,700 

175,000 

200,000 


7,000 


174,400 
50,000 
20,000 

600,000 
39,200 

20,000 

45.000 

"25,000 

75.000 
35.000 
12.000 

120.000 
200.000 


>  Par  value  $10.00  per  share. 

In  the  case  of  the  several  gas  companies  doing  electric  lighting, 
the  capital  will  be  found  in  the  table  of  gas  companies. 
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The  following  companies  have  bonds  and  notes  outstanding :  — 


n). 


Abington  and  RocklaDd, 

Adams, 

Ames  bury, 

Andover, 

Blue  Hill  (Cantoi 

Boston, 

Bridgewater, 

Cambridge, 

CbIcopee«    . 

Cobasset,    . 

Dedbam,     . 

Edison  (Boston), 

Edison  (Brockton), 

Edison  (Fall  River), 

Eliot  Falls, 

Fall  River. . 

Pramingham, 

Gloucester, 

Great  Barrington, 

Greenfield,  . 

Haverbill,  . 

Hudson, 

Hull,  . 

Hyde  Park, 

Lee,     . 

Leicester,    . 

Leominster, 

Lowell, 

Maiden, 


.  $5.'^,500 

.  9,000 

.  50,000 

.  28.000 

.  21,450 

.  353,000 

.  15.000 

.  200.000 

.  7,000 

.  9.000 

.  52,500 

.  780,500 

.  134,750 

.  43,500 

.  1,580 

.  10.500 

.  50,000 

.  50,000 

.  14.500 

.  10.500 

.  81.000 

.  4,500 

.  60,000 

.  88,800 

.  15.000 

.  20.000 

.  82,000 

.  158,000 

.  211,000 


Marlboroagb, 

Milford, 

Millbury, 

Milton, 

Nantucket, 

Natick, 

Nortbaropton,    . 

Nortb  Attleborougb, 

Nortb  Shore, 

Orange, 

Palmer, 

Pittsfield, 

Plymouth, 

Quincy, 

Salem, 

Somerville, 

South  Hadley  Falls, 

Suburban  (Boston), 

Taunton,     . 

Union  (Franklin), 

United  (Springfield), 

Uxbrldge  and  Northbridge, 

Ware. 

Wesiborough, 

Weymouth, 

Whitman,  . 

Winchendon, 

Woburn,     . 

Worcester, . 


954,900 
20,600 
16,000 
36,000 
31,000 
45,000 
22,000 
75,000 

142.900 
45,000 
67.000 
75,000 
80,000 
23,800 
95.000 
96.800 
3,900 

110,375 
25,000 
30.000 

160,000 
25,000 
16.600 
19,400 
75.000 
25.000 
18,000 

207.000 

100,000 


The  following  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  value  at  par  of  the 
stock  held  in  the  State  on  June  30,  1893  :  — 


COMPANY. 


Whole  Namber 

of 
Btockholden. 


Nnmber 

Resident  In 

Massachusetti. 


Valne  of  Stock 

held  In 
MassAChuaetts. 


Abington  and  Rockland, . 

Adams,      .       .       •       . 

Amesbury, 

Andover,    .       .       .        . 

Blue  Hill  (Canton),  . 
Boston,      .        .       .       . 
Bridgewater, 

Cambridge, 

Cbicopee 

Cobasset,  .       •       .       . 


136 

7 

35 


610 
14 


136 

6 

34 

35 

3 
149 

14 


941,200 

8,300 

45,200 

29,500 

22,000 

685,100 

16,000 

200,OPO 
10.000 
30,000 
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COMPANY. 


Whole  Number 

of 
Stockhold«n. 


Number 

Resident  la 

Maesachneette. 


Value  of  Stock 

held  In 
Masaachntetti. 


Dedham,    .... 

Edison  (Boston),  . 
£dt8on  (Brockton),  . 
Edison  (Fall  River), 
Eliot  Falls, 

Fall  River, 
Framingham,    . 
Franklin  (Tamer's  Fall !>), 

Gardner,    .... 

Oloocester, 

Oreat  fiarrington,     . 

Greenfield, 

Harerbill,. 

Hudson,    .... 

Hull 

Hyde  Park, 

Lee, 

Leicester,  .... 

Leominster, 

Lowell,      .... 

Maiden,     .... 
Marlborongh,    . 

Millbury 

Milton 

Natick 

Northampton,   . 
North  Attleborougb, 
North  Shore,     . 

Orange,     .... 

Palmer 

Pittsfield 

Plymouth, 

Qnincy,     .... 

Salem,       .... 

Somerville, 

South  Had  ley  Falls, . 

Suburban  (Boston), . 

Taunton,    .... 

Union  (Franklin),  . 
United  (Springfield), 
Uxbridge  and  Northbridge, 

Ware,        .... 
Westborougl^,  . 
Wevmouth, 

Whitman 

Wihchendon,  . 

Wobum 

Worcester, 


254 

10 

48 

6 

64 

8 

25 

12 
10 
21 
41 

62 
13 

4 
27 

7 

11 

8 

372 

43 
9 

26 
6 

7 
66 

8 
12 


n 

45 
6 

116 

130 

249 

3 

12 

17 

4 

173 

52 

41 
20 
11 
9 
28 
60 
102 


242 

9 

44 

6 

44 

8 
25 

12 

10 

9 

32 

62 

13 

4 

23 

7 

11 

8 

332 


26 
6 

7 
65 

2 
11 


7 

43 
6 

116 

127 

240 

3 

10 

17 

4 

159 

51 

41 
18 
11 
9 
28 
66 
100 


960.000 

1,788,100 
82,000 
78,.V)0 
8l,80U 

141,733 
74.800 
10,000 

30.000 

50,000 

6,800 

23,400 

127,500 

9,125 

60,000 

87,800 

20,000 

25,000 

9,300 

275,000 

135,800 
30,000 
15,000 
30,000 

2,500 
58  700 
39,400 

6,100 

45,000 

14,600 
92,300 
90,000 

89,700 

168,500 

194,700 

7,000 

101,000 

60,000 

500 

438.000 

38,800 

20,000 
24,490 
61.800 
35.000 
12.000 
11,620 
199,500 
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The  following  show  the  aggregate  results  of  the  operation  of 
the  electric  light  central  stations  in  the  State  for  the  year  ending 
June  30,  1892,  and  for  the  year  ending  June  30,  1893  :  — 


Year  Ekdiro  Jchb  80. 


lA»t. 


1S93. 


Recbifts. 
For  light  and  power, . 
From  other  Boarces,  . 


Expenses. 
For  manufacture,      .... 
distribation,        .... 
office  expenses  and  management, 

taxes, 

miscellaneons,    .... 


Learlng  a  balance  of 

Of  this  profit,  the  f^as  companies  made  In  their 
electrical  deportments, 

Leaving  for  the  electric  light  companies, . 
To  which  should  be  added  the  income  fh)m 
rents,  jobbing,  etc.,  amounting  to 

Making  a  total  of 

Against  which  the  following  charges  were 
made :  — 

Interest, 

DividendR 

Deprecintion, 

Sundry  items, 


Leaving  a  snrplus  for  the  year  of 
Leaving  a  deficit  for  the  year  of 


$2,947,199  64 
23,438  30 


92,970,637  94 

$1,106,320  69 
386,084  45 
194,999  25 
107,291  16 
170,707  32 


$2,015,402  86 
$955,235  08 

189,225  74 


$766,009  34 
195,280  73 


$961,290  07 


$195,094  15 

323,581  00 

210,168  79 

32,227  49 


$761,071  43 
$200,218  64 


$3,427,576  84 
10,790  67 


$3,438,367  51 

$1,376,946  15 
463,535  46 
254,245  01 
123,448  96 
161,076  59 


$2,379,252  17 
$1,059,116  34 

188,139  90 


$870,975  44 
107,612  17 


$978,487  61 


$220,176  43 
431,328  00 
214,729  89 
104,086  47 


$983,319  79 


$4,832  18 


Six  of  the  companies  appear  not  to  have  earned  expenses,  and 
twenty-six  others  have  not  earned  sufficient  to  warrant  the  declara- 
tion of  any  dividend. 

Profits  in  the  operation  of  the  business  have  increased  over  the 
previous  year  by  $104,966.10,  but  interest  charges  and  dividends 
have  increased  yet  more,  making  a  deficit  when  the  entire 
transactions  of  all  the  companies  for  tlie  year  are  considered. 

In  the  appendix  will  be  found,  under  date  of  June  30,  1893,  the 
separate  balance  sheets,  profit  and  loss  and  manufacturing  accounts 
of  the  electric  companies,  as  taken  from  the  annual  returns,  with 
corrections  as  made  by  the  Board  after  examination  and  correspon- 
dence with  the  officers  of  the  several  companies. 
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Aggregates  from  the  balance  sheets  of  the  electric  companies 
only,  taken  from  the  returns  of  1892  and  1893,  show  the  following 
facts :  — 


Jan«  80, 


June  ao, 


Arsets  ;  — 
Construction     accounts,   including 

rights  and  fyancbises, . 
Cash  on  band,       .... 
Due  for  light  and  power, 
Other  accounts  due, 
Materials,  etc.,       .... 
Notes  receivable,    .... 
Investments, 


patent 


Liabilities  :  — 
Capital,  .... 
Bonds,     .... 
Notes  payable, 
Unpaid  bills,  . 
Unpaid  dividends, . 
Interest  due  and  unpaid, 
Other  items,    . 


Reserved  and  depreciation  fands, . 


Snrplas, 


Of  these  companies  — 

37  >  show  an  a^rgregate  surplus  of    . 
23  '  show  an  aggregate  deficit  of 

Leaving  total  net  surplus,  as  shown  above. 
Which,  added  to  reserves  carried  as  liabil- 
ities,      


Would  show  an  actual  surplus  of 
Equivalent  to  per  cent,  on  capital  of  about 


911,097,808  20 

419.639  63 

238,708  79 

68,026  86 

460,153  63 

69,229  09 

89,291  10 


912,438,857  19 


96,.539,700  00 

2,548,050  00 

1,767,907  27 

657,947  76 

2,462  48 

29,991  06 

345,831  67 


911,791,890  24 
132,825  32 


911,924,715  56 
514,141  63 


912,438,857  19 

9578,266  71 
64,125  08 


9514,141  63 
132,825  32 


9646,966  95 
9.8 


913,030,611  63 
238,539  80 
301.233  79 
136,323  15 
369,042  45 
5,810  55 
194,801  96 


914,275,363  23 


98,088,533  34 

2,898,900  00 

1,958,782  86 

433,544  51 

1,042  00 

43,095  97 

78,173  78 


913,502,072  46 
218,877  76 


913,720,950  22 
554,413  01 


914,276,363  23 

9671,261  16 
116,848  15 


9564,413  01 
218,877  76 


9773,290  77 
9.6 


i  Thirty-Dine  in  1892. 


s  Seventeen  in  1892. 
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The  following  table  shows  the  value  of  the  plant  of  each  com- 
pany, as  assessed  by  the  local  authorities :  — 


AMesMd 

Asgessed 

COMPANT. 

COMPANY. 

Valaatlon. 

Abin^ton  and  Rockland,     . 

930,600 

Marlborongb,      . 

$30,000 

Adams,         .       .       ,        . 

9.600 

Milford 

- 

Amesbnrj 

27.000 

Mlllbury 

16.000 

Andover 

67.629 

Milton 

30.000 

Blue  Hill  (Canton),      .       . 

42.099 

Nantncket, .... 

10,000 

Boston,         .       .       .       . 

607,400 

Natick,        .        .        .       . 

30,000 

Bridgewater, 

Cambridge,  .... 

30.829 

Nortbaropton,     . 

89.000 

247.000 

Nortb  Attleborougb,  . 

40,360 

Chlcopee 

9,000 

Nortb  Shore, 

72,200 

Cobasset 

2,000 

Orange,       .... 

16,200 

Dedbam 

47,000 

Palmer 

12.500 

Edison  (Boston), 

816,300 

Pitthfield 

100.000 

Edison  (Broclitoii),      . 
Edison  (FaU  River),    . 

91,260 

Plymoutb,  .... 

80.150 

72,600 

Quincy,       .... 

47,000 

FallRirer 

100.000 

Salem,         .       .       .       . 

195.000 

Framingbam, 

40.000 

Somenrille, . 

118,000 

Franltlin  (Tamer's  Falls),  . 

9,000 

South  Hadley  Falls,  . 

3,500 

Gardner,       .... 

26,000 

Suburban  (Boston),   . 

61,600 

Gloucester,    .       .       .        . 

43.000 

Taunton 

25.000 

Great  Barrington, 

4,500 

Union  (Franklin).      . 

15,600 

Greenfield 

27,000 

United  (Springfield).  . 

321,600 

Haverblll,     .        .        .        . 

97,000 

Uxbridge  and  Northbridge, 

12,000 

Hadson,        .       .       .       . 

2.500 

Ware,          .       .       .       . 

20,000 

Hull, 

25,100 

Westborougb, 

9,300 

Hyde  Park,  .... 

92.000 

Weymouth, 

40,0r)0 

Lee, 

12,000 

Whitman,    . 

21,000 

Leicester 

14.960 

Winchendon, 

6,(»00 

Leominster 

50.800 

Wobum,      . 

79,140 

Lowell, 

180.620 

Worcester,  . 

252.500 

Maiden,        .       .       .       . 

111,900 

The  following  table  shows  the  amounts  paid  by  the  companies 
for  taxes,  including  those  paid  by  the  gas  companies  on  account 
of  their  electric  plants  :  — 


COMPANY. 


Abington  and  Rockland, 

Adams, . 

Amherst, 

Amesbniy,    . 

Andover, 

Athol,    • 

Beverly, 

Blue  Hill  (Canton), 

Boston, . 

Bridgewater, 

Brook  line,     . 

Cambridge,   . 


Tax«f  psld. 


$678  64 

161  92 
73  09 

399  17 

162  10 
111  94 
825  36 

6  67 

18,327  38 

193  44 

2,232  41 

3,911  04 


COMPANT. 


Charlestown, 
Chelsea, 
Chicopee, 

Citizens*  (Wakefield) 
Clinton, 
Cohasset,     . 
Cottage  City, 
Dedhnm, 
Easthampton,     . 
Edison  (Boston), 
Edison  (Brockton), 
Edison  (Fail  River), 


Taxes  paid. 


$1,300  00 

1,200  00 

161  08 

372  16 

1,177  31 

166  39 

68  40 

1,072  92 

108  22 

23,197  18 

1,339  06 

1,606  11 
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COMPANY. 

Taxes  paid. 

COMPANY. 

Taxes  paid. 

Fall  River 

f  2,264  41 

Northampton,     . 

$616  09 

Fitcbbur^,    . 

900  00 

North  Attleborongh,  . 

1,278  31 

Framingham, 

974  02 

North  Shore, 

1,570  40 

Franklin  (Turner' 

9  Falls),  . 

185  34 

Orange,       .... 

322  33 

Gardner, 

613  84 

Palmer 

233  84 

Gloucester,    . 

683  59 

Pittsfield,     .... 

1,320  00 

Great  Harrington, 

204  34 

Plymouth,  .... 

225  82 

Greenfield,    . 

403  67 

Quincy,       .... 

1,423  56 

Haverhill,     . 

1,461  63 

Salem 

3,147  66 

Holyoke, 
Hudson, 

2,978  10 

Somerville, .... 

2,636  15 

57  81 

Southbridge, 

417  38 

Hull,     .        . 

74  40 

South  Hadley  Falls,  .       . 

138  43 

Hyde  Park,  . 

1,137  20 

Spencer,      .... 

238  92 

Lawrence,     . 

2.118  22 

StoughtoD 

191  66 

Lee, 

324  27 

Suburban  (Boston),   . 

693  67 

lieice^ter, 

194  06 

Taunton,     .... 

688  68 

Leominster,  . 

1,102  69 

Union  (Franklin),      . 

286  75 

Lowell, . 

4,236  76 

United  (Springfield), . 
Uxbridge  and  Northbridge, 

4.688  84 

Lvnn,    . 

2,689  78 

222  9K 

Maiden, 

2,279  33 

Waltham,    .... 

1,679  93 

Marlborough. 

387  h5 

Ware,  . 

306  62 

Middleborough, 

330  87 

Webster,      . 

311  64 

Milford, 

611  05 

Westhorongh, 

164  76 

Millbury,      . 

173  67 

Westfield,    . 

280  02 

Milton,  . 

96  00 

Wevmouth, 

1,239  63 

Nantucket,    . 

200  42 

Whitman,    . 

286  49 

Natick.  . 

691  87 

Wlnchendon, 

90  24 

New  Bedford, 

6,267  77 

Woburn,      , 

1,156  80 

New  bury  port. 

1,018  91 

Worcester,  . 

3,404  93 

Newton, 
North  Adams, 

755  00 
269  78 

9123,448  96 

Dividends. 
The  dividends  declared  by  the  several  companies  during  the  year 
are  shown  in  the  following  table :  — 


COMPANY. 


Amount  of 
DlTldeads. 


Abington  and  Rockland. 

Adams 

Amesbury, 

Andover,  .       .       .       . 


Blue  Hill  (Canton), 
Boston, 


Bridgewater, 

Cambridge, 
Chicopee, 
Cob  asset, . 


Dedham, 


Edison  (Boston),     . 
Edison  (Brockton), . 


91,873  60 
2,023  00 


108,610 


00 


12,000  00 


3,600  00 

149.298  00 
6,000  00 


*  No  dividend  declared. 
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COMPANY. 


Kate  Per 
Cent 


Amount  of 
Dividends. 


Edison  TFall  River), 
Eliot  Falls,      . 


Fall  River, 
Framingbam,  . 
Fraoklia  (Tamer's  Falls), 

Gardner,  .... 

Gloacester, 

Great  Barrington,    . 

Greenfield, 

Haverhill, 

Haddon,  .... 
Hull,  .... 
Hyde  Park,      . 


Lee,  . 

Leicester, . 
Leominster, 
Lowell,     . 


Maiden,    . 
Marlborough, 
Milford,    . 
Millbury, . 
Milton,     . 


Nantucket, 
Nacick,     . 
Northampton, . 
North  Attleborongh, 
North  Shore  (Revere), 

Orange,    . 


Palmer  and  Monson, 

Pittsfield, 

Plymouth, 


Quincy, 


Salem, 
Somerville, 
Soath  Hadley  Falls, 
Suburban  (Boston), 

Taunton,  . 


Union  (Franklin),  . 
United  (Sprinaftteld) .       . 
Uxbridge  and  Northbrldge, 


Ware, 

Westborough,  . 

Weymouth, 

Whitman, 

Winchendon, 

Woburn,  . 

Worcester, 


6 
6 

6 

7 
8 


2i 


7 
6 


f  7,200  00 

7,200  00 

600  00 

2,600  00 
1,600  00 


7,650 
4,500 

20,993 
12,000 


1,467 


00 
00 

00 
00 


60 


6,000  00 


6,382  00 

10.600  00 
11,163  00 


8,600  00 

300  00 

30,ft00  00 

768  00 

1,200  00 


1,200  00 
16,000  00 


$434,328  00 


*  No  dividend  declared. 
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The  following  table  shows  the  system  used,  the  maximum 
dynamo  capacity  and  nominal  candle-power  of  the  lamps  of  each 
company  June  30,  1893  :  — 


Sjstem  DWd. 


Maxlmam 
Dynamo 
Capacity. 


Kominal 
Canals- 
power. 


Ablngton  and  RockUmd, 

Adams,  1 

AmeBbnry,* 

Amherst, 
Andover, 
Athol,    . 

Beverly, 

Bridgewater, 
Blae  Hill  (Canton), 


Boston,* 

Brookline,^ 

Cambridge,^ 

Charlestown, 

Chelsea,* 
Chicopee, 
Citizens'  (Wakefield), 

Clinton, 

Cnhasset, 
Cottage  City, 

Dedham, 

Easthampton, 
Edison  (Boston), 

Edison  (Brockton), « 

Edison  (Fall  River), 
Eiiot  Falls,   . 


Edison, 
Westinghonse, 
National, 
Thomson-Houston, 

Thomson-Houston, 
C  Westinghouse, 
f  Thomson-Houston, 

Westinghoose,      . 

Thorn  son-Hon  ston , 

Thomson-Houston, 

Thomson-Houston, 

J  WaterhouNs, 
(  Westinghouse, 

Westinghouse, 

r  Thomson-Houston, 

j  Brush,  . 

I  American,     . 

!Ne\v  England  Weston, 
Sun, 
Thomson-Houston, 
Westinghouse, 

Thomson-  H  oaston, 

f  Brush,  . 

( Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

f  .Schuyler, 

]  Thomson-Houston, 

Thomson-Houston, 

Ball,      . 

Thomson-Houston, 

Waterhonse, 
Edison, 

f  Edison, 

j  Thomson-Houston, 

Edison, 
Thomson-Houston, 


141 

2.2<)0 

2,.'MH) 

650 

45 

500 

500 

500 

90 

1,100 

50 

2,6S0 

50 

35 

100 

650 

35 

750 

60 

750 

2,270 

50 

14,700 

1,405 

50 

2,090 

900 

400 

3,000 

630 

6,200 

300 

650 

800 

1,950 

100 

45 

650 

90 

2,950 

2,300 

60 

60 

1,950 

35 

76,800 

836 

6.100 

205 

650 

7.910 

1,000 


1,200 
16 
16 
16 

1,200 
16 
16 
16 

1,200 
16 

1,200 
16 

1,200 

2,000 

1.200 
16 

2,000 
16 

2,000 
16 

2.000 

1,200 
16 

2.000 

2,U00 
16 
16 

2,000 
16 

1.200 
16 

2,000 
16 

1,200 
16 

1,200 

l,2iK) 
16 

1.200 
16 
16 

1.600 

1.200 
16 

1,800 
16 
15 
16 

2.000 
16 
16 
16 


>  Power  generator  80  H.  P. 
s  Power  gencratora  230  H.  P. 
B  Power  generalora  120  K.  W. 
7  Power  generator  80  H.  P. 


*  Power  generator  02  K.  W. 

*  Power  generator  60  H.  P. 

*  Power  generator  40  H.  P. 

*  Power  generator  100  H.  P. 
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COMPANY. 


System  ased. 


Maximum 
Dynamo 
Capacity. 


Nominal 
Candle- 
power. 


Fall  River,    . 

Fitchburg,!   . 

Framingham, 

Franklin  (Turner's  Falls), 

Gardner, 

OlouceBter,^  . 

Great  Barrington, 


Greenfield, 


HarerhiJl,'    . 


Holyoke, 

Hndson, 
Hull,*  . 
Hyde  Park. 


Lawrence, 


Lee, 
Leicester, 

Leominster, 
Lowell," 

Lynn,'  . 


Maiden,? 
Marlliorough, 

Middleborougb, 


Millbury,      . 

Milford, 
Milton, . 
Nantucket,    . 


Thomson-Houston, 

Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

r  Schuyler, 

Edison, 
[  Westinghouse, 

I  Thomson-Houston, 

I  Westinghouse, 

I  Thomson-Houston, 

Brush,  . 

Schuyler, 

Edison, 

Thomson-Houston, 

Westinghouse, 

Thomson-Houston, 

Thomson  Houston, 
Fort  Wayne, 

Edison, 

Tbomson-Honston, 
Thomson-Houston, 

Thomson-Houston, 

{Thomson-Houston, 
Edison, 

Thomson-Houston, 

Thorn  son -Houston, 

'  Schuyler, 
Edison, . 

Thomson-Houston, 

Waterhouse, . 

Thomson-Houston, 

Thomson-Houston, 
Thomson-HoDSton, 
Thomson-Houston, 


400 

226 

650 

295 

1,300 

140 

2,800 

30 

600 

100 

1.800 

150 

1,300 

60 

500 

1,6M) 

46 

800 

7^ 

75 

95 

2,000 

60 

2.000 

365 

291 

1,000 

46 

660 

3,000 

200 

3.900 

350 

36 

400 

5,600 

30 

1,650 

1,550 

100 

1,960 

700 

0,600 

100 

525 

190 

6,260 

246 

6,200 

250 

1,000 

36 

650 

36 

60 

650 

95 

1,700 

1,650 

76 

1,150 


2.000 
1,200 

16 
1,200 

16 
1,200 

16 
2,000 

16 
1,200 

16 
1,200 

16 
1,500 

16 

16 
1,200 

16 

16 
2,000 
1,200 

16 
2,000 

16 
2.000 
1,200 

16 
1,200 

16 

16 
2,000 

16 
2.000 
2,000 

20 

16 
1,200 

16 

16 
1,200 

16 
2,000 

16 
2000 
2.000 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 

16 
1,700 
1,200 

16 
1,200 

16 

16 
1,200 

16 


^  Power  generator  80  H.  P. 
»  Power  generators  100  H.  P. 
»  Power  generators  400  H.  P. 
V  Power  generator  86  H.  P. 


*  Power  general 

*  Power  gem 

*  Power  general 


ora  100  K.  W. 

60  K.  W. 
:orB  256  H.  P. 
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COMPANY. 


STitom  used. 


SCaxImam 
Djnamo 
Capadiy. 


Nominal 
Candle- 
power. 


Natlckpi. 

New  Bedford,*      . 

Newbaryport,*     . 

Newton, 
North  Adams, 
Northampton, 

North  Attleboroagh, 

North  Shore  (Reyere), 
Orange, . 
Palmer, . 
PItt8fleld,« 
Plymouth,* 

Qulncy, 

Salem,* . 
Somerville, 

Soath  bridge, 

South  Hadley  Falls, 

Spencer, 

Stoaghton, 

Saburban  ( Boston)  .^ 

Taunton, 

Union  (Franklin), 
United  (Springfield),' 
Uxbridge  and  Northbridge, 


Thomson- Houston, 

'  Thomson- Houston, 

American,     . 

Westinghoase, 
^  Edison,  • 

Thomson-  Houston, 
^  Mather, 

Thomson-  Hoaston, 

Thomson- Houston, 

Thomson-Houston, 

{Schuyler, 
Thomson- Houston, 
Westinghouse, 

Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

f  Thomson-Houston, 
I  Westinghouse, 

Thomson-Houston, 

{Thomson-Houston, 
Westinghouse,     • 

Thomson -Houston, 

Thomson-Houston, 

Thomson-  Houston, 

Thomson-Houston, 
Ball,      . 
Ball,      . 

American,     . 

Westinghouse, 
Brush,  . 

Thomson-Houston, 
'  Brush,  . 
Westinffhonse, 
Thomson- Houston, 
Arnoux  and  Hocbhansen, 

Thomson-Houston, 

Edison, . 
Westinghouse, 

Thomson-Houston, 
Westinghouse, 


90 

2,600 

350 

118 

no 

100 
5,800 
7,440 

210 

400 

150 

145 
6,000 

180 
1.000 

190 

1,950 

90 

310 
1.000 

200 

3,300 

50 

1,150 

50 

1,300 

170 
4,8M) 

150 
1,000 

150 
1.000 
1.600 

360 
5,900 

540 
4,800 

100 

600 

1,400 

70 

70 

200 

75 

4,850 

95 

900 

270 

2,000 

2,000 

10 

50 

1.150 

45 

6,650 

690 
2,000 

120 
1,600 


1.200 

16 
2.0(10 
1.200 
2,000 
1,600 

16 

16 
1,200 

16 

16 
1,200 

16 
1,200 

16 
1,200 

16 
1.200 
1,200 

16 
1,200 

16 
1.200 

16 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 

16 

16 
2,000 

16 
1,200 

16 
1,200 

16 

16 

1.200 

800 

2.000 

1,200 

16 
2,000 

16 
1,200 

16 

16 
2.000 
1,200 

16 
1,200 

16 
1,200 

16 
2,000 

16 


»  Power  generator  126  H.  P. 
>  Power  generator  25  K.  W. 
*  Power  generatora  252  K.  W. 
7  Power  generatora  190  K.  W. 


*  Power  generators  160  H.  P. 

*  Power  generatora  220  H.  P. 

*  Power  generatora  85  H.  P. 

«  Power  generatora  1,030  H.  P. 
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Maximam 

Nominal 

COMPANY. 

System  used. 

Dynamo 
Capacity. 

Candle- 
power. 

Waltham,!    .... 

Ware, 

Webster,       .... 

ThomsoQ-Honston, 
Thomson-Houston, 
Thomson- Houston, 

f          245 

8,950 

60 

660 

80 

600 

1,200 
16 

1,200 
16 

1,200 
16 

Westborough, 

Westfield,     .... 

Thomson-Houston, 

^Schuyler,      .... 
C  Thomson- Houston, 

(            60 

1,100 

70 

I            46 
1,150 

1,200 

16 

2,000 

l,*/00 

16 

Weymouth,  .... 

Thomson-Houston, 

200 
1,300 

1,200 
16 

Whitman 

Thomson- Houston, 

K           100 
?        1,500 

1,200 
16 

Winchendon, 

Thomson-Honston, 

f            60 
650 

1,200 
16 

Woburn,«      .... 

Thomson-Houston, 

1  Brush 

t  Edison 

185 

100 

2,700 

45 

800 

2.000 
1,200 

16 
1,200 

16 

Worcester,'  .... 

Thomson-Houston, 

820 
4.000 

2,000 
16 

1  Tower  generatora  340  H.  I\  *  Power  generators  260  H.  P. 

s  X^ower  generator  125  H.  P. 


The  following  table  shows  the  number  of  electric  lights  of 
various  candle-power  which  represent  the  dynamo  capacity  of  all 
the  companies  June  30,  1891,  1892  and  1893  :  — 

1891. 

16  candle-power, 181,270 

20      ♦•          **  )             f 

25      -          " .  }  ®'^^  { 

15      "          "  836 

2,000      *•          "  8,401 

1,200      ♦*          •«  .......  6,447 

1,600      "          »•  .......  160 

1,600      •«          "  60 

1,800      ««          "  »          I 

1,700      "          "  j  200  I 

800      "          "  70 


1S»». 

1898. 

214,700 

292,340 

900 

400 

600 

. 

836 

836 

9,633 

9,910 

8,499 

9,121 

160 

160 

60 

60 

35 

36 

125 

35 

70 

70 
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The  following  table  shows  the  number  of  boilers,  their  total 
rated  horse-power,  the  number  of  engines  and  the  total  rated 
horse-power  of  the  same,  and  the  number  of  dynamos  of  the 
different  companies  on  June  30  last ;  also  the  amount  of  fuel  used 
during  the  year  ending  on  that  day  :  — 


COMPANY. 


I 


B  c 

9^^ 


1? 


I. 


Abfn^on  and  Rockland, 

Adams, 

Araberst,    . 

Amesbuiy. . 

Andover,    . 

Athol, 

Beverly, 

Blae  Hill  (Canton),   . 

Boston, 

Brldgewat«r, 

Brookline,  . 

Cambridge, 

Cbarlestown, 

Chelsea, 

Chicopee,    . 

Citizens'  (Wakefield), 

Clinton, 

Cohasset,    . 

Cottage  City,      . 

Dedbam,     . 

Easthampton,     . 

Edison  (Boston), 

Edison  (Brockton),    . 

Edison  (Fall  River), 

Eliot  Falls, . 

Fall  River,  . 

Fiichbnrff,  . 

Framingham, 

Franklin,    . 

Gardner, 

Gloucester,  . 

Great  Barrington, 

Greenfield,  . 

Haverhill,    . 

Holyoke,     . 

Hudson, 

Hull 

Hyde  Park, 

Lawrence,   . 

Lee,     .... 

Leicester,    . 

Leominster, 

Lexington,  . 


2 

160 

2 

2 

150 

2 

1 

100 

1 

3 

375 

3 

3 

350 

2 

1 

120 

1 

1 

104 

1 

1 

135 

1 

36 

6,325 

45 

2 

200 

1 

ft 

625 

3 

8 

1,000 

6 

5 

625 

6 

3 

600 

5 

ft. 

. 

2 

2 

250 

2 

2 

250 

2 

1 

150 

2 

1 

60 

1 

2 

220 

2 

1 

60 

1 

21 

6,224 

36 

6 

720 

8 

6 

712 

6 

0  . 

8  . 

3 

600 

6 

3 

300 

4 

2 

250 

2 

11. 

«. 

_ 

2 

160 

3 

3 

375 

3 

2 

195 

2 

2 

225 

3 

4 

600 

2 

5 

825 

14  2 

1 

•80 

1 

2 

300 

3 

3 

450 

3 

7 

88S 

10 

3 

260 

"3 

2 

230 

18  2 

2 

250 

3 

1 

126 

2 

376 
225 

75 
435 
180 

65 

175 

135 

6,866 

80 
760 
1,140 
435 
694 
165 
260 
325 
180 

50 
200 

45 

6,920 

925 

635 

650 
450 
250 

200 
650 
170 
225 
600 
800 
60 
465 
500 
1,100 
270 
210 
600 
160 


6 

3 

1 

6 

3 

1 

4 

2 

110 

2 

12 

20 

11 

9 

2 

4 

6 

3 

2 

4 

1 

72 

16 

10 

1 

14 

8 

7 

2 

6 

6 

6 

4 

7 

24 

2 

6 

7 

18 
4 
3 
4 
2 


998 
8fiOi 
2684 
1,2K4 
»6S3 
161 
3o8A 
305 
2l,906A 
304 

4,350 
>  2.493 
♦  1,381 

750 

1,"204 

•256 

56 

M77i 

118 

27,103 

2,993 

17,734 

1,995 
•  593 

10  97H 

650 

»'877 
619 

"  933 
750 
206 
198 
210 

i«853 
«•  2,954 
480 
2951 

1,264 
130 


1  Also  27  torn  dust. 

*  Alio  227|  chaldroM  coke. 
B  Steam  bought. 

'  Also  192  tODB  BcreeDlnga  and  sparks. 

•  AUo  83,362  buHhels  coke. 
11  2  water  wheel*  100  a.  P. 
>*  Also  5  cords  wood. 

"  Also  246^  tons  PcreeDlni^ 
"  Also  1  water  wheel  00  II.  P. 


s  206,422  buahela  coke. 

*  Also  326  tons  acreeniDga  and  124  chaldrons  coke. 

*  Also  68  tons  screenlnva. 

*  1  water  wheel  140  EI.  P. 
^^  Also  618  tons  other  fuel. 
>*  Also  426  tons  screenings. 

14  Also  4  water  wheels  1,120  H.  P. 

1"  Also  47  ohnldrons  coke. 

^  Also  2  water  wheels  60  H.  P. 
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COMPANY. 

S  o 
1^ 

If 

•^1 

1^ 

11 

n 

Z  S 

II 

1^ 

Lowell, 

7 

1,050 

3 

1,050 

25 

6,059 

Lynn,  . 
Maiden.       . 

7 

900 

6 

1,160 

24 

3,7794 

6 

750 

7 

775 

13 

4,008 

Marlborough,      . 

2 

210 

3 

200 

8 

i4«21 

Middleborough,  . 

1 

100 

»2 

90 

3 

«256 

Mllford.       .        . 

2 

160 

3 

270 

6 

688 

Mtllbury,     . 

2 

130 

2 

100 

2 

494 

Milton, 

1 

120 

1 

150 

2 

538^ 

Nantacket,  . 

2 

205 

2 

150 

4 

4  6681 

Natick, 

2 

250 

2 

300 

6 

•700 

New  Bedford,     . 

12 

1,528 

14 

2,266 

35 

5,619 

Newbury  port,     . 

2 

200 

3 

216 

8 

•  4«5 

Newton, 

4 

600 

3 

935 

8 

n,68i 

North  Adams,     . 

1 

160 

2 

225 

6 

8  350 

Northampton,     . 

3 

280 

3 

305 

7 

•800 

North  Attleborough, 

4 

620 

10  6 

840 

10 

4.9H0 

North  Shore, 

4 

45o 

4 

795 

8 

"897 

Orange, 

2 

120 

2 

186 

4 

600 

Palmer, 

1 

125 

"1 

120 

2 

550 

Pitt8field,    . 

6 

636 

7 

940 

13 

2,981 

Plymouth,  . 

2 

250 

3 

625 

7 

1,044 

Qulncy, 

3 

375 

4 

650 

6 

2,104 

Salem, 

8 

1,000 

4 

1,360 

17 

5,500 

Somerville, 

4 

800 

4 

605 

16 

"  1,6984 
47lJ 

Soaihbridge, 

2 

185 

2 

185 

3 

South  Hadley  Falls,  . 

u  « 

- 

1 

100 

2 

M- 

Spencer,      . 

~ 

— 

3 

45 

2 

1ft  . 

Stonghton, . 

1 

60 

1 

60 

1 

184 

Suburban  (Boston),  . 

10 

710 

6 

1,150 

18 

4,666 

Taunton,     . 

3 

675 

3 

665 

9 

1,0264 

Union  (Franklin),      . 

2 

200 

2 

150 

3 

486 

United  (Springfield),. 

7 

1,760 

5 

2,150 

31 

7,570 

Uxbridge  and  North  b 

ridge 

2 

200 

2 

IS^ 

4 

660 

Waltham,  .        .        . 

6 

781 

6 

775 

12 

»•  1,6901 

Ware,. 

1 

125 

1 

125 

2 

"290 

Webster,     .       . 

2 

205 

2 

140 

3 

447 

Westborongh,     . 

2 

160 

2 

150 

3 

4804 

Westfleld.  . 

2 

140 

2 

140 

5 

"320 

Weymouth, 

2 

300 

2 

325 

8 

»  082 

Whitman,   . 

14  . 

_ 

2 

390 

4 

14  . 

Winnhendon, 

14  . 

. 

1 

luO 

2 

14  . 

Wobum,     . 

5 

700 

6 

900 

13 

»  2,851 

Worcester, .... 

• 

8 

1,200 

3 

1,400 

26 

3,765 

1  Alio  291  torn  BcreenlDgs. 

s  Also  44  cords  wood  and  892  gallons  oil. 

*  Also  1,204  tons  other  fuel. 

f  Also  1,003  tons  coke. 

9  Also  100  cords  wood. 
^  Also  187|  tons  screenings. 
^  Also  172  tons  other  fuel. 
i>  1,227,300  ft.  gas  used  in  gas  englDes. 
"  Also  6  cords  wood. 
^  Also  073  tons  screenings. 


s  Also  2  water  wheels  180  H.  P. 

*  Also  74^  to^  screeniugs. 

*  Also  52  toDs  other  fuel. 
"Also  39,328  bushels  coke. 

10  Also  water  wheels  40  H.  P. 

13  Also  2  water  wheels  300  H.  P. 

i«  Steam  bought. 

M  Also  44.375  bushete  coke. 

M  Also  80$  tons  coke. 

*>  Also  224  tons  screenings. 
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The  following  table  shows,  in  feet,  the  total  length  of  wire ;  the 
length  of  underground  conduit,  the  length  of  the  wires  in  the 
same  ;  the  number  of  poles  set  in  streets  and  ways,  and  the  length 
of  streets  with  overhead  wires  of  each  company,  on  June  30 
last :  — 


Length 

Length 

NumlMr 

Length 

Total  Length 

of  Wires 

of  Under- 

of  Poles 

of  Street 

COMPANY. 

of  Wire. 

in  Conduit. 

groand 

set  In 

with  over- 

Feet. 

Feet 

Conduit. 
Feet. 

Streets. 

head  Wlrvs. 
Feet      ' 

AMngtoD  and  Rockland, 

269.000 

_ 

^ 

1,395 

157.000 

Adams, 

26,n00 

- 

- 

160 

29,700 

Amherst, 

48,950 

- 

- 

»81 

21.120 

Amesbnry,      . 

204,000 

~ 

- 

»289 

68  640 

Andover, 

95.066 

. 

- 

503 

35,000 

Athol,     .       .       . 

30,000 

- 

- 

175 

30.000 

Be%'erly,  . 

193.834 

. 

. 

601 

86,254 

BlaeUill  (Canton), 

236,084 

- 

- 

•660 

200,160 

Boston,   .... 

3,813.279 

- 

- 

n,401 

- 

Bridgewater,  . 

101.480 

- 

. 

213 

96,360 

Brookline, 

1,020,900 

> 

- 

•  1,230 

228,000 

Cambridge,    . 

848.000 

- 

- 

1,824 

250,000 

Cbariestown,  . 

383,180 

• 

~ 

325 

_ 

Chelsea,  .... 

620,980 

- 

- 

1,6:34 

179,520 

Cbicopee, 

95,040 

- 

- 

350 

47.000 

Citizens'  (Waktfield), 

317,240 

- 

. 

•600 

81.840 

CJinton.  . 

151.834 

- 

- 

650 

90,700 

Cob  asset, 

330.570 

_ 

. 

•914 

103.098 

Cottage  City,  . 

36.900 

- 

_ 

'75 

21.400 

Dedham, 

670,105 

. 

. 

1,424 

193  248 

Easthampton, 
Edison  (Boston),   . 

28.000 

. 

„ 

228 

28,000 

1,139,777 

1,098,777 

277,965 

86 

9,000 

Edison  (Brockton), 

482,618 

21,000 

7,000 

1,790 

198,000 

Edison  (Fall  River),     . 

106.425 

82,426 

27,475 

•77 

18,000 

Fall  River,     .        .       , 

485.760 

- 

- 

•  1,375 

200,640 

Fitchbnrg, 

374,000 

- 

- 

»o  7(^0 

93,190 

Framingham, 

606,880 

.- 

- 

"600 

132,000 

Franklin  (Turner's  Fulls 

0.    • 

12,000 

- 

.- 

'8  86 

9.000 

Gardner, 

207,856 

• 

. 

13  450 

53,000 

Gloucester,     . 

145,000 

- 

. 

"175 

100.000 

Great  Barrington,  . 

83,100 

450 

450 

"179 

46,120 

Greenfield,      . 

44,000 

> 

- 

200 

30,000 

Haverhill,       . 

247,200 

- 

. 

'•500 

158,400 

Holvoke, 

Hudson,.       .       .  • 

323.700 

- 

- 

1,020 

105.000 

35,286 

. 

- 

71 

10.783 

Hull,       .     •  . 

268.275 

- 

_ 

792 

83,475 

Hyde  Park,    . 

325.840 

- 

- 

"797 

85,800 

Lawrence, 

864,700 

- 

. 

'■1.739 

249,640 

Lee.        ... 

99,000 

- 

- 

»  322 

42,240 

Leicester 

195,300 

"" 

"" 

481 

61,000 

^  05  poles  set  elsewhere. 

*  24  poles  set  elsewhere. 

>  40  poles  set  elsewhere. 

«  93  poles  set  elsewhere. 

*  92  poles  set  elsewhere. 

•  10  poles  set  elsewhere. 

f  40  poles  set  elsewhere. 

»  38  poles  set  elsewhere. 

»  25  poles  set  elsewhere. 

!•  6  poles  set  elsewhere. 

>i  80  poles  set  elsewhere. 

i>  8  poles  set  elsewhere. 

!•  21  poles  set  elsewhere. 

i«  30  poles  set  elsewhere. 

«  26  poles  set  elsewhere. 

i«  50  poles  set  elsewhere. 

17  18  poles  set  elsewhere. 

u  19  polee  set  elsewhere. 

18  22  poles  set  elsewhere. 
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Length 

Length 

Number 

Length 

Total  Length 

of  Wires 

of  Under- 

or Poles 

of  Street 

COMPANY. 

of  Wire. 

In  Conduit. 

ground 

set  in 

with  over- 

Fe€t. 

FccL 

Conduit. 

Streets. 

head  Wires. 

Feet 

Feet. 

Leomineter,    .... 

324,120 

. 

«ft97 

65.000 

Lexinfrton,      .... 

132.(K)0 

. 

- 

«317 

31,6h0 

Lowell, 

696,906 

- 

. 

1.100 

295,680 

Lyniii 

1,(^16,220 

. 

-> 

8,300 

528.000 

Maiden 

2,276.240 

- 

- 

•6,600 

633.600 

Marlboroogh, 

178,878 

. 

- 

MIO 

84,000 

Middleborough,      . 

82,200 

- 

.- 

»336 

- 

Milford, 

. 

. 

— 

■" 

~ 

Mlllbury 

7B.490 

- 

- 

•154 

27.270 

Milton, 

828,960 

. 

- 

675 

396.000 

Kantncket 

182,840 

- 

- 

309 

147.840 

Natlck 

316,800 

-. 

- 

»600 

63,360 

New  Bedford, 

746,871 

. 

. 

•1,034 

175,126 

Newburj'pon,         .       • 

131.200 

. 

- 

450 

166.000 

Kewton 

1,099,800 

• 

- 

•3,840 

374,880 

North  Adams, 

134,400 

- 

_ 

*351 

60,000 

Northampton, 

380,926 

- 

- 

760 

136.500 

North  Attleborongb,      . 

422,536 

. 

- 

"•873 

101,452 

North  Shore,  .... 

792,360 

- 

. 

»  1,413 

203,280 

Orange 

70,392 

• 

. 

'500 

33.800 

Palmer, 

121,160 

. 

. 

707 

94.200 

Pittfefield,        .        .       .        . 

393,130 

1,000 

500 

1*944 

124.340 

Plymonth,      .        .        .       . 

112,690 

- 

> 

"407 

64.027 

Quincy 

679,680 

- 

- 

1,475 

279,840 

Salem, 

499.410 

«. 

. 

•1.980 

234,942 

Somerville,     .       .       .       . 

1,372,613 

- 

. 

'•  2,745 

318.236 

Southhridge 

South  Hadley  Falls,      . 

n7M2 

. 

. 

416 

18.480 

44,800 

1  "" 

. 

•261 

44,000 

Spencer 

41.676 

. 

"397 

40.000 

Stooghton,      .       .       .       . 

69.905 

- 

- 

300 

69,905 

Suburban  (Boston), 

321,620 

. 

~ 

- 

20,000 

Taanton,         .        .        .        . 

123,500 

• 

. 

600 

68,000 

Union  (Franklin). 

118,248 

- 

- 

•850 

44.800 

United  (Springfltld),     . 
Uxbridge  and  Northbridge,  . 

624.412 

66.328 

9,660 

•727 

208,760 

170,440 

- 

> 

600 

63.000 

Waltham,       .       .       .       . 

228,965 

. 

. 

"548 

67.770 

Ware, 

72.800 

. 

- 

♦286 

19.700 

Webster,         .       .       .       . 

87,840 

. 

. 

345 

60.000 

Westborongh. 

103,560 

- 

- 

249 

28,076 

Wesifield 

90,070 

. 

- 

"278 

44,680 

Weymouth,    .       .       .       . 

779,440 

~ 

. 

1.675 

-. 

Whitman,       •       .        .        . 

189.240 

• 

. 

»670 

130,040 

Winchendon, .... 

16l,70o 

. 

. 

"343 

- 

Wobum.         .       .       .        . 

823,601 

. 

. 

"  8.247 

390.720 

Worcester,      .       .       .        . 

704,250 

- 

~ 

2,234 

217.500 

1  8  poles  set  elsewhere. 
>  20  poles  set  elsewhere. 
•  6  poles  set  elsewhere. 
f  10  poles  set  elsewhere. 
"  25  poles  set  elsewhere. 
"  14  poles  set  elsewhere. 
^  60  poles  set  elsewhere. 
18  23  poles  set  elsewhere. 
"  108  poles  set  elsewhere. 


•  8  poles  set  elsewhere. 

•  15  poles  set  elsewhere. 

•  18  poles  set  elsewhere. 

•  27  poles  set  elsewhere. 
!•  80  poles  set  elsewhere. 
IS  30  poles  set  elsewhere. 
u  4  poles  set  elsewhere, 
le  28  poles  set  elsewhere. 
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The  followiog  table  shows  the  number  of  motors  furnished  off 
arc,  incandescent  and  power  circuits,  the  number  of  single  and 
double  arc  lamps,  June  30,  1893,  and  the  number  of  carbons 
used  during  the  year  ending  on  that  day :  — 


COMPANY. 


Abington  and  Rockland, 

Adams,  . 

Amberst, 

Amesbury,     . 

Andover, 

Athol,     . 


Beverly. 

Blue  Hill  (Canton) 
Boston,  . 
Brldgewater,  . 
Brook  line, 


Cambridge,     . 
Cbarlestown,  . 
Chelsea, . 
Chicopee, 
Citizenb'  (Wakefield), 
Clinton,  . 
Cobasset, 
Cottage  City,  . 

Dedham, 

Easthampton, 
Edison  (Boston), 
Edison  (Brockton) 
Edison  (Fall  River) 


Fall  River,     . 
Fitchbarg,      . 
Framingbam, 
Franklin  (Turner's 

Gardner, 
Oloucenter,     . 
Great  Barrlngton, 
Greenfield, 


Haverhill, 
Holyoke, 
Hadson, . 
Uall,       . 
Hyde  Park, 

Lawrence, 
Leominster, 
Lexint^D, 
Lowell,   . 
Lynn,     • 


Maiden, . 
Marlborough, 


Falls), 


O  6  s 

M  ■  U 

oHi: 


M 


2^5 


17 


156 


61 


6 
52 
10 


U 


62 


88 

104 

1 
473 


Number 

of 

Single 

Arc 

Lamps. 


-  3,646 
12       246 

-  j     168 


m 


12 


34 


93 
47 


46 

25 

40 
45 


140 


424 
363 


H 


72 

3 

37 

22 

45 

954 

32 


42 
45 

100 
106 

11 

68 


622 
156 


153 

70 

4 

22 

51 
38 
38 
56 

75 

230 

20 

1 
46 

200 

20 

5 

368 

194 

175 
82 


Xamber 

of 
Double 

Arc 
L4imps. 


29 
40 

4 
31 
10 

82 

2,299 

3 

311 

444 
183 
200 

12 
41 


82 


376 
192 
68 


50 
35 

3 

100 
195 

4 

HI 

114 

90 

33 

292 

378 

38 
55 


Xamber 

of 

Ciirbons 

tiled. 


4,907 
11,000 

2l.(l83 
13,870 
12,0ii0 

33,000 

8,0(10 

2,096.599 

8.329 

106,006 

337.583 

203,319 

92.000 

27,300 

3,500 

32,324 

6,800 

14,514 

7,000 

234,580 

65,870 


370.000 
91,633 
21.565 
10,000 

22,2C0 
25.000 
10,100 
20,000 

125,000 
170.000 

10,000 
40 

42,643 

129,000 

34.029 

2,000 

403.000 

310,000 

70.090 
49,680 


Street  railway  motors  only. 
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COMPANY. 


^1 


S55 


fc  J. 

9 


Namber 

of 

Single 

Arc 

Lamps. 


Nnmber 

of 
Double 

Arc 
Lamps. 


Number 

of 

Carbons 

Used. 


Milford, . 
MiUbarj, 


Nantucket,     . 
Natlck,    . 
New  Bedford, 
Newburyport, 
Newton, . 
North  Adams, 
Northampton, 
North  Attleborough, 
North  Shore,  . 


21i 
1 


30 

8 


114 
40 


13 


Orange, 


Palmer,  . 
Pittsfield, 
Plymouth, 


Qoincy, 


Saiem,    . 
Somerville,     . 
Sonthbridge,  . 
South  Hadlej  Falls, 
Spencer,  . 
Stoughton, 
Suburban  (Boston), 

Taunton, 


16 


115 
11 

11 

24 


24 


42 


Union  (Franklin),. 
United  (Sprin^eld),     . 
Uxbridge  and  r^ortnbrldge, 


Waltham, 

Ware,     . 

Webster, 

Westborough, 

Westfield, 

Weymouth,    . 

Whitman, 

Winchendon,  . 

Wobnm, 

Worcester, 


57 
20 


60 
231 


n 


37 


141 
1303 

251 

153^ 
40 


1841 


243) 
64 


65 
28 

46 

7 

386 

158 


90 
144 
136 

14 


112 
32 


115 
19 
78 

71 

67 

175 

113 

44 

296 

65 

105 
38 
25 
32 

100 

1 

46 

23 

40 

300 


34 

160 

7 

108 

94 

7 
66 

30 


46 
8 

96 

186 

424 

6 


50 


2 
497 


67 

3 

53 

10 
36 
7 
12 
96 
400 


21,129 
7.232 


11,830 
143,171 
60,800 
46,586 
78,500 
40.000 
44,050 
21,067 

12,310 

9,000 
70,500 
10,000 

33,170 

167,444 

184,000 

28,000 

23,000 
10,000 
12,600 

70,000 

1,840 

355,538 

4,250 

75,032 

15,000 

27.240 

10,000 

31,985 

6,051 

9,816 

10,080 

69.146 

524,908 


1  Alio  street  railway  motors. 


*  Street  railway  motors  only. 
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The  following  table  shows   the  price   charged   by  the   several 
electric  light  companies  for  commercial  lights  on  June  30,  1893  :  — 


COMPANY. 


Price  for  Commercial  Lights. 


Abington  &  Rockland,  • 
Adams, 

Amesbnry,  •       • 

Amherst,  . 
Andoyer,  . 
Athol, .... 

Beverly, 

Blae  Hill  (Canton),    . 


Boston,       .       .       .  -{ 


Bridgewater, 


One  cent  per  16  candle  lamp  hour;  10  per  cent,  disconnt 
if  paid  before  the  fifteenth  of  the  month,  costomers  pay 
fur  wiring  and  renewals. 

For  IG  c.  p.  incandescent  lights  for  business  places  open 

6  nights  per  week  until  11  p.bi.,  $12.00;  open  4  nights 
per  week,  $9.00;  renewals  free;  wiring  in  stores  and 
offices  fi-ce,  in  dwellings  at  cost. 

Arc  lights,  3  nights  per  week,  each  lamp,  $57.00;  4  nights, 
863.00;  5  nights,  $69.00;  6  niffhtH,  $75.00;  7  nighta, 
$81.00  per  year.  Incandescent  lights,  16  c.  p.  lamps,  3 
nights  per  week,  $8.00  per  year,  and  $1.00  per  year 
additional  for  each  additional  nif^ht  per  week ;  20  c.  p. 
lamps,  3  niphts  per  week»  $9  00  per  year,  and  $1.00 
per  year  Rdditional  for  each  additional  night  per  week; 
32  c.  p.  lamps,  3  nights  per  week,  $16.00  per  year,  and 
$2.00  per  rear  additional  for  each  additional  night  per 
week.  Wiring  at  owner's  expense.  All  lamps  at  con- 
sumers' expense. 

Incandescent  16  c  p.  lights  one  cent  per  hour  by  meter; 
dwelling-house  wiring  at  cost;  commercial  wiring  free; 
renewals  at  cost. 

Incandescent  lights  24  cents  per  thousand  watts ;  a  very 
few  lights  by  contract.  Wiring,  stores,  free.  All  other 
places  from  $2.50  to  $5.00  per  outlet ;  renewals  on  con- 
tract lights  free;  customers  pay  for  metered  lights 
renewals. 

Arc  lights,  $75  00  per  vear.  Incandescent  32  c«  p.  lights, 
815.00  per  year,  kun  only  where  street  lights  are 
used. 

Arc  lights,  50  cents  per  night.   Incandescent  lights,  16  c.  p. ; 

7  nichts  per  week,  $1.16$  per  month;  6  nights  per 
week,  $1.00  each  per  month ;  five  nights  per  week,  each 
92  cents  per  month ;  4  nights  per  week,  87^  cents  each 
per  month ;  3  nights  per  week,  82  cents.  Meter  rates, 
25  cents  per  1,000  watts.  Customers  pay  for  wiring  and 
renewals. 

Incandescent  lights,  one  cent  per  ampere  hour  by  meter; 
$10.00  per  year  per  light  by  contract.  Wiring  at 
owner's  expense;  lamp  renewals,  70  cents  each. 

Arc  lights  under  contracts,  1  lamp  for  12  mos.,  75  cents ; 
for  6  mos-,  80  cents;  for  3  mos.,  90  cents;  2  lamps  for 
12  mos.,  each  70  cents ;  for  6  mos.,  each  75  cents ;  for  3 
mos.,  each  85  cents ;  3  or  4  lamps  for  12  mos.,  each  65 
cents;  for  6  mos.,  each  70  cents;  for  3  mos.,  each  80 
cents;  5  to  7  lamps  for  12  mos.,  each  60  cents;  for  6 
mos..  each  65  cents :  for  3  mos.,  each  76  cents  per  day; 

8  or  9  lamps  for  12  mos.,  each  55  cents ;  for  6  mos.,  each 
60  cents;  for  3  mos.,  each  70  cents;  10  lamps  for  12 
mos.,  each  50  cents;  for  6  mos.,  each  55  cents;  for  3 
mos.,  each  65  cents  per  day.  Incandescent  lights  under 
contracts,  12>3  c.  p.  for  12  mos.,  each  lamp  50  cents  per 
day ;  65  c.  p.  for  12  mos.,  30  cents  per  day ;  32  c.  p.  for 
12  mos.,  20  cents  per  day;  16  c.  p.  1  cent  per  hour  by 
meter.  Inside  incandescent  wiring  charged  to  customer 
at  cost ;  lamps  furnished  and  renewed  free,  except  those 
broken  by  customer. 

Incandescent  lights,  1  cent  per  ampere  hour  or  $10.00  per 
year  for  16  c.  p.  lamps;  wiring  $2.00  per  lamp,  open 
wiring;  ^2.75  per  lamp  for  concealed  work.  Lamp 
renewals  free  to  contract  customers ;  to  meter  cnstomers 
65  cents  per  lamp. 
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COMPANY. 


Price  for  Commercial  Llgfata. 


Brookline,  . 

Cambridge, 

CharleBtown, 

Chelsea, 

Citizens'  (Wakefield), 

CUnton, 

Cohasset,     . 
Cottage  Citj, 

Dedham,     . 

Edison  (Boston), 

Edison  (Brockton), 

Edison  (Fall  River), 

Fall  RiYer, . 
Fitchbnrg,  . 


Framiogham, 


Franklin  (Tamer's 
Falls),     .       .       . 


Arc  lights.  f65.00  to  $100.00  per  jear  according  to  hoars 
burnt.  Incandescent  lights,  $1.00  to  $L.50  per  mo.,  16 
c.  p.  lamps,  according  to  hoors  burnt,  and  1  cent  per 
hour  by  meter.  Lamps  free  to  contract  cnatomers ;  meter 
customers  pay. 

Arc  lights,  $  100.00  per  lamp  per  year.  Incandescent  lights, 
20  c.  p.,  yearly  contract.  1  lamp  $10  00 ;  32  c.  p.,  $24.00; 
65  c.  p  $40.00*.  One  cent  per  lamp  hoar  by  meter.  Con- 
sumers pay  for  lamps  and  renewals. 

Arc  lights,  50  cents  per  night.  Incandescent  lights,  60 
cents  per  night  per  group  of  8, 16  c.  p.  lamps  running 
an  average  of  about  6  hours  per  night.  Lamp  renewals 
free. 

Arc  lights,  40  cents  per  lamp  per  night  nntil  12  p.m.,  25 
cents  nntil  6.30  p.m.  Incandescent  lights,  16  c.  p.,$1.25 
per  mo.  for  stores.  By  meter  1^  cents  per  hour.  Re- 
newals 60  cents  each. 

Incandescent  lights,  1  cent  per  honr,  16  c.  p.  hunps  by 
meter.  $1.00  per  month  by  contract  for  16  c.  p.  lamps; 
$1.75  for  32  c.  p.  lamps  Wiring,  $2.50  per  lamp  for 
cleat  work ;  do  no  concealed  work.  Renewals,  60  cents 
for  16  c.  p.  lamps,  75  cents  for  32  c.  p.  Arc  lights,  6  or 
7  nights  per  week,  $108  00  per  year;  o  nights,  $96.00; 
4  or  less  nights,  $84  00. 

Arc  lights.  1  light,  $8.33  per  mo.;  2  lights,  7.50  each;  3 
lights,  $7.00  each ;  4  or  more  lights,  $6.50  each.  Incan- 
descent lights,  $1.00  per  light  per  month,  meter  rates  1^ 
cents  per  hour.    Wiring  at  cost ;  renewals  free. 

Incandescent  lights,  contract  rates  for  each  customer;  cus- 
tomers pay  for  renewals. 

Arc  lights,  single  lights,  $50.00  per  season  of  90  days.  2 
lightii,  $4^3.00  each;  4  or  more,  $40.00  each. 

Arc  lights,  $70.00  per  rear.  Incandescent  lights  on  con- 
tracts based  on  $10.00  per  lamp  per  year  until  10  p.m.; 
by  meter,  20  cents  per  1,000  watt  hours. 

Incandescent  lights,  1  cent  per  hour,  16  c.  p.  lamp  by  meter. 
Lamp  renewals  free ;  inside  wiring  charged  to  customer. 

Arc  lights, 4  nights  per  week,  each  lamp  $9.00  per  month; 
7  nights,  $10.00.  Incandescent  lights,  11  cents  per  16 
c.  p.  lamp  hour  by  meter.    Lamp  renewals  free. 

Incandescent  lights,  1  cent  per  16  c.  p.  lamp  hour  by 
meter.    Inside  wiring  at  net  cost ;  renewals  free. 

Arc  lights,  1  to  4  lights,  each,  $8.00  per  mo.  5  to  8,  each, 
$7.00,  9,  $60.00,  10,  $65.00.  11,  $70.00.  12  to  15,  each, 
$6.25,  16  or  more,  each,  $6  00  per  mo.  Incandescent 
lights,  20  cents  per  1,000  watt  hours  by  meter.   Renewals 

Arc  lights,  3  nights  per  week,  1  to  4  lights,  $10.00  each 
light  per  mo.,  5  to  9  lights,  $9.00  per  mo.,  10  or  more, 
$8.00;  4  nights  per  week,  1  light,  $10.50;  2  to  4,  $10.0() 
each ;  5  to  9,  $9  00;  10  or  more,  $8  00;  5  nights,  1  light, 
$11  00;  2  to  4,  $10.00;  5  to  9,  $9.00;  10  or  more,  $8.00; 
6  nights.  1  light.  $12.00;  2  to  4,  $1100;  5  to  9.  $10.00; 
10  or  more,  $9.00;  7  nights,  1  light,  $13  00;  2  to  4, 
$12  00;  5  to  9,  $11.00;  10  or  more,  $10.00.  Incan- 
descent lights,  by  meter,  25  cents  per  1,000  watts.  Wiring 
and  all  Umps  paid  for. 

Arc  liirbto,  for  first  light,  $96.00  per  year;  second  light, 
$84.00;  each  additional  light,  $72.00  per  year.  Incan- 
descent lights,  by  meter,  1  cent  per  lamp  hour;  by 
contract,  $1.25  each  per  month  if  3  lights  or  less;  if 
more  than  3,  $1.00  each ;  12  lights  for  $10.00  per  month. 
Larger  number  by  contract.  Wiring  in  stores,  $1.50 
per  Ump,  houses  at  cost.    Renewals  firee. 

Incandescent  lights,  4  nights  in  the  week  to  9  p.m.,  $7.00 
per  year;  6  nights  in  the  week  to  11  p.m.,  $10.00;  7 
nights,  $11.00.    Wiring  and  renewals  firee. 
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Gardner, 


Gloncester,  . 

Great  Barrlngton, 

Greenfield,  . 
Haverhill,  . 
Holyoke,     . 

Hudson, 
Hyde  Park, 

Hull,    . 
Lawrence,   . 

Leicester,  . 
Jjeominster, 


Arc  lights,  for  yearly  contract,  6  nights  per  week,  $77. 78; 
5  nights.  $66.67 ;  4  nights,  S55.55.  Incandescent  lights, 
25  cents  per  1,000  watt  hours;  bv  contract,  $0.0122  per 
lamp  hour.  Shops,  mills  and  factories,  50  cents  per 
1,000  watt  hours,  or  by  contract,  $0.0225  per  lamp  hour. 
Discount  of  10  per  cent,  on  ail  bills  if  paid  on  or  before 
I  the  tenth  of  the  month.  Lamp  renewals  (tee  to  meter 
customers,  at  cost  to  others.  Wiring  at  customer's 
expense. 
Arc  lights  running  until  midnight,  1  lamp,  $9.00  per  mo. ; 
2  lamps.  $8.50  each;  more  than  2,  $8.00  per  month 
each.  Incandescent  lights,  5  nights  per  week  to  7  p.m., 
and  1  night  to  midnight,  16  c.  p.,  75  cents  per  lamp  per 
mo.,  65  c.  p  ,  $3.00  per  mo.,  5  nights  to  9  p.m.,  and  1 
night  to  midnit^ht,  16  c.  p.,  $1.00,  65  c.  p.,  $3.50;  7 
nights  to  midnight,  16  c.  p.,  $1.25,  65  c.  p.,  $4.00  per 
lamp  per  mo.  Kates  by  meter,  20  cents  per  1,000  watt 
hours  Wiring  in  stores  for  contract  lights  free ;  others 
at  cost;  renewals  free. 
Arc  iifirhts,  25  cents  per  night  Incandescent  lights,  16  c.  p., 
$10.00  per  lamp  per  year  bv  contract;  by  meter,  1  cent 
per  ampere  hour.  Renewals  free.  Wiring  at  custom- 
er's expense- 
Arc  lights,  averaging  15  hours  per  week,  $65.00  per  lamp 
per  year.  Incandescent  lights,  metered  lights  at  1  cent 
per  16  c  p.  lamp  hour ;  contract  rates,  $6.00  to  $20.00 
per  lamp  per  year,  based  on  1  cent  per  hour  and  esti- 
mated hours  of  consumption.  Lamp  renewals  free. 
Wiring  at  cost. 
Arc  lights,  50  cents  per  night.    Incandescent  lights,  $1.25 

per  rao     Wiring  and  renewals  free. 
Arc  lights,  7  nights  per  week,  until  10.30  p.m.,  $100.00 
each  per  year;  4  nights  until  lO.'iO  p.m.,  other  nights  to 
6.30  P.M.,  $75.00;  3  nights  until  10.30  p.m.,  other  nights 
to  6.30,  $70.00.     Incandescent  lights  by  meter  or  con- 
tract, 1|  cents  per  hour  for  16  c.  p.  lamp.    Arc  wiring 
free;  incandescent  renewals  at  cost. 
Arc  lights,  $6.25  per  month  to  10  p.m  ,  $8.33  per  month  to 
12  p.m.    Incandescent  liirhls,  by  contract,  50  cents  to 
$1.00  per  mo.;  by  meter,  1  cciit  per  hour.    Customer 
pavg  for  wiring  and  renewals 
Arc  lights,  S'O.OO  per  year.     Incandescent  lights.  $10.00 
each  per  year  until  10  p.m.;  20  cents  per  1,000  watt 
hours  by  meter. 
Arc  lights,  $16.50  per  mo.    Incandescent  lights,  16  c.  p., 
from  50  cents  to  $1.00  per  rao.,  according  to  location; 
by  meter,  from  1^  to  2  cents  per  hour.    Special  winter 
rate,  dark  to  midnight  only,  40  cents  per  light  per  mo. 
Wiring  and  renewals  at  cost. 
Arc  lights,  2  nights  per  week.  May  to  September,  $5.50, 
balance  of  the  year,  $6  00  per  mo. ;  3  nights  per  week, 
$6  00;  4  nights'.  $7.50;  6  nights,  $8.00;  7  nights,  $9.00. 
Incandescent  lights,  1  cent  per  16  c.  p.  lamp  hour;  10 
per  cent,  off  when  bill  amounts  to  $.'».00  per  mo.  and  5 
per  cent,  off  when  bills  are  less  than  $5.00,  with  a  mint- 
mum  charge  of  $1.00  per  mo.  to  new  customers.    Arc 
wiring  free.    Incandescent  at  customer's  expense.    Re- 
newals free. 
Incandescent  lights,  $9.00  per  year  by  contract.    Meter 
rates,  20  cents  per  1,000  watts.    Wiring  at  cost;  renew- 
als free. 
Incandescent  lights,  until  10  p.m.,  $10.00  per  lamp  per  year. 
Meter  rates,  20  cents  per  1,000  watt  hours.     Wiring  at 
cost.    Renewals  paid  by  customer. 
Arc  lights,  $75.00  per  year.     Incandescent  lights  until  10 
o'clock,  $10.00  per  Vear;  until  12  o'clock,  $12  00;  all 
night,  $18.00;  by  meter,  20  cents  per  1,0M  watt  hours. 
Renewals  at  customer's  expense.    Wiring  at  cost. 
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Lowell, 


Lynn,  . 


Maiden, 


Marlborough, 


Middleborough, 


Milford, 


MlUbnry,     . 

Milton, 
Nantucket,  . 

Natick, 


Arc  lights,  $10.00  per  lamp  per  month,  burned  every  night; 
I      50  cents  per  lamp  per  nieht,  burned  3  or  4  nights  per 
week;  $8.44  per  lamp  per  month  on  yearly  contracts. 
I      Incandescent  ligbts,  $1.00  per  lamp  per  mo.  for  contract 
I      lights,  12  cents  i^er  1,000  watts  by  meter.    Renewals 
free. 
Arc  lights,  one  light  7  nights  per  week  to  11  p.m.,  $10.00 
I      per  mo.;  6  nightn,  $9.00;  2  nights  to  U  p.m.  and  4 
,      niffhts  to  6.30  p.m.,  $7  00  per  mo.    Incandescent  lamps, 
I      $1.00  to  $1.25  per  lamp  per  mo. ;  by  meter,  18  cents  per 
'      1,000  watt  hoars.    Renewals   free,  on  contract  lights 
only. 
Arc  lights,  $10.00  per  mo.  for  single  light,  $8  83  per  lamp 
for  2  lights.    Special  rates  for  larger  numbers  according 
to  hours  named.    Incandescent  lights,  $1  00  per  mo.  for 
16  c.  p.  lamps,  for  contract  lights ;  1^  cents  per  16  c.  p. 
lamp  hour  by  meter.    Lamps  and  renewals  for  contract 
lights  free.    For  metered  lights  no  free  renewals. 
Arc' lights,  every  night,  1  light,  $8.50  per  mo.;  2  or  more 
lights,  $7.50  each;  3  nights  per  week,  1  light,  $7.50  per 
mo. ;  2  or  more  lights,  85  00  each.    Incandescent  lights, 
16  c.  p.,  stores  closing  3  nights  a  week  at  6  p.m.,  $10.00 
per  year ;  6  nights  per  week  burning  until  9  p.m.,  $12.00 ; 
until  11  p.m.,  $13.50 ;  until  12  p.m.,  $15.00.    Meter  rates, 
25  cents  per  1,000  watt  hours.    Wiring  at  cost  and  re- 
newals free 
Incandescent  lights,  $10.00  per  lamp  per  year.    Wiring 

and  renewals  at  cost. 

Arc  lights,  outside,  every  night,  April  to  October,  $6.67  per 

lamp  per  mo. ;    October  to  April,  $10.00.    Inside  use, 

April  to  October,  1  lamp  6  or  7  nights  per  week,  $8.00  per 

mo. ;  2  lamps  6  or  7  nights  per  week,  $14.50;  3  lamps  6 

or  7  nights  per  week,  $20.50;  4  lamps  6  or  7  nights  per 

week,  $2.3  50.     For  4  nights  per  week,  1  lamp,  $6.00;  2 

I      lamps,  $10.75 ;  3  lamps,  $16.00 ;  4  lamps.  $20  00.    For  3 

nights  i^er  week,  1  lamp,  $5.50 ;  2  lamps,  $10.00 ;  3  lamps, 

$15  00 ;  4  lamps,  $18.00.    From  October  to  April,  6  or  7 

I      nights  per  week.  1  lamp.  $12.00;  2  lamps,  $21.50;  8 

I      lamps.  $80.50 ;  4  lamps,  $38.50.    4  nights  per  week,  1 

lamp,  $9.75 ;  2  lamps.  $17. 00 ;  3  himps,  $24.00 ;  4  lamps, 

$31.00.  3  nights  per  week,  1  lamp.  $9.50 ;  2  lamps,  $15.00 ; 

3  lamps,  $22.50 ;  4  lamps,  $28.00.    Transient  lights,  75 

cents  per  light  per  night.    Incandescent  lights  by  meter, 

I      1^  cents  per  lamp  hour.    On  contract,  16  c.  p.  lamps 

burning  every  night  until  11  p.m.,  $1.25,  until  9  p.m., 

I      $1.00.    If  burnt  4  evenings  per  week,  $1.00  per  mo. ;  3 

'      evenings,  90  cents  if  as  many  as  3  lights  are  used.    For 

'      5  or  more  lights,  wiring  and  renewals  free ;  other  wiring 

I      and  renewals  paid.    For  10  or  15  lights,  1  consumer,  10 

I      per  cent,  discount ;  mure  than  15,  15  per  cent,  discount. 

Factory  lighting,  ftrom  4  to  6  p.m.,  65  cents  per  lamp  per 

I      month. 

i  Incandescent  lights  until  10  p.m.,  $10  00  per  year.  Wiring 
I  at  cost.  Renewals  at  customer's  expense.  Meter  rates, 
I  20  cents  per  1.000  watt  hours.  Arc  lights,  $80.00  per 
I      year. 

Incandescent  lights,  1  cent  per  hour  by  meter  for  each  16 
I      c  p.  lamp.    Renewals  at  customer's  expense. 
I  Arc  lights,  $10  00  each  per  month.    Incandescent,  16  c.  p., 
I      $10.00   each   per   year.    Wiring   at    cost.     Renewals 
I      free. 

Arc  lights,  1st  light,  $8  00;  2d  light,  $7.00;  3d  light,  $6.00 
I      per  month.    Incandescent  lights,  first  three,  $1.20  per 
'      mo.  each;  second  three,  $1.00;  third  three,  80  cents; 
fourth  three,  60  cents ;  additional  lamps,  50  cents  each. 
Wiring  at  cost ;  renewals  free. 
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New  Bedford, 


Newburyport, 


Newton, 


North  Adams, 


Northampton, 


North  Attleboroagh, 


North  Shore  (Reyere), 


Price  for  Commercial  Llghti. 


Arc  lights,  abont  5  cents  per  bonr,  and  rent  of  lamp  at 
$10.00  per  year.  Incandescent  lights,  1  cent  per  16  c.  p. 
lamp  hour.   Discounts,  bills  $8.00  per  month  and  onder, 

5  per  cent.;  $8.00  to  $16.00,  10  per  cent.;  $16.00  to 
$20.00, 15  per  cent. ;  over  $20.00, 25  per  cent,  for  prompt 
payment.  Wiring  by  contract.  Lamps  and  renewals 
free. 

Arc  lights,  4  to  7  nights  per  week,  one  light,  $10  00  per 
mo  ;  2  lights,  $9  00  each ;  3  or  more,  $8.00  each ;  1  to  3 
nights  per  week,  I  liirht,  $7.00  per  mo. ;  2  lights,  $6.25 
each ;  3  or  more,  $5.67  each.  Series  incandescent  lights, 
65  c.  p.,  4  to  7  nights  per  week,  1  light,  $5.00  per  mo. ;  2 
lights,  $4.75  each ;  3  lights.  $4.50  each ;  4  lights,  $4.25 
each ;  5  or  more,  $4.00  each.  1  to  3  nights  per  week,  1 
light,  $3.50  per  mo.;  2  lights,  $3.37^  each;  3  lights, 
$3.25  each;  4  lights,  $3.12)  each;  5  lights,  $3.00 each; 

6  or  more,  $2  83^  each.  Direct  current  Incandescent,  20 
c.  p.  lamp,  4  to  7  nights  per  week,  $1.25  each  per  mo. ; 

1  to  3  nights  per  week,  $1.00;  32  c.  p.  lamp,  4  to  7 
nights,  $2.00  each  per  mo. ;  1  to  3  nights  per  week, 
$1.60.  8  per  cent,  discount  from  these  prices  for  incan- 
descent lights,  and  a  further  discount  of  5  per  cent,  on 
all  bills  paid  before  the  10th  of  the  month.  Renewals 
at  consumers'  expense. 

Incandescent  lights,  by  contract,  $1.00  per  mo. ;  by  meter, 
25  cents  per  1,000  watt  hours.  Discount  of  ^  per  cent, 
for  prompt  payment.  Renewals  at  customers'  expense ; 
70  cents  for  16  c.  p.,  $1.00  for  32  c  p.  kmp. 

Arc  lights,  single  lamp,  40  cents  per  night ;  2  lamps,  30 
cents  each ;  3  or  more  at  25  cents  each.  Incandescent 
lights,  812.00  per  year  for  6  nights  per  week ;  $10.00  per 
year  for  4  nights  per  week ;  $9.00  per  year  for  3  nights 
per  week.  Meter  rates,  20  cents  per  1,000  watt  hours. 
Renewals  free. 

Arc  lights,  $75.00  per  vear  every  night  till  10  p.m.  ;  $100.00 
till  midnight;  $60.00  for  one  night  a  week  till  10  p.k. 
Incandescent  lamps,  16  c.  p.  used  2  nights  per  week  until 

10  P.M.  and  4  nights  until  6  p.m.,  $8.00  each  per  year; 
6  nights  until  9  p.m.,  $10.00 ;  until  10  p.m.,  $12.00 ;  until 

11  PM,  $14.00;  until  midnight,  $16.00;  7  nights  until 
10  P.M.,  $13  00;  until  11  p.m.,  $15.00;  until  midnight, 
$17  00;  all  night,  $20  00.  10  c.  p.  used  2  nights  per 
week  until  10  p.m.  and  4  nights  until  6  p.m.,  $7.00  each 
per  vear;  6  nights  until  9  p.m..  $8.00;  until  10.00  p.m., 
$9.00;  until  11  p.m.,  $10.00;  until  midnight,  $12.00;  7 
nights  until  10  p.m.,  $10.00;  until  11  p.m.,  $11.00; 
until  midnight,  $13.00;  all  night,  $15.00.   20  c.  p.  used 

2  nights  per  week  until  10  p.m.  and  4  nights  until  6  p.m., 
$10.00  each  per  year;  6  nights  until  9  p.m.,  $12.00; 
until  10  p.M  ,  $15  00;  until  11  p.m.,  $18.00;  until  mid- 
night, $20.00;  7  nights  until  10  p.m.,  $16.00;  until  II 
P.M.,  $20.00;  until  midnight,  $21.00;  all  night,  $25  00. 
25  per  cent-  added  to  these  rates  when  less  than  3  lights 
are  used.  By  meter,  1  cent  a  lamp  hour.  Wiring  and 
lamps  on  meter  at  consumer's  cost;  other  lamp  renewals 
free. 

Arc  lights,  $8.00  per  lamp  per  mo.  Shop  lights,  8  cents 
per  inch  of  carbon  burned.  Incandescent  lights  by 
meter  1|  cents  per  ampere  hour.  Renewals  and  wiring 
at  cost. 

Arc  lights,  $80.00  per  year.  Summer  rates,  55  cents  per 
night  per  light.  Incandescent  lights:  by  contract, 
$10.00  per  year  until  10  p.m.;  by  meter,  20  cents  to 
yearly  and  30  cents  to  summer  customers  per  1,000 
watt  hours.  Renewals.  70  cents  each,  with  rebate  of  5 
cents  for  old  lamps.    Wiring  paid  by  customers. 
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Orange, 


Palmer, 


Pittsfield, 


Plymonth,  . 
Qalncy, 

Salem, 

Someryille, 
Soathbrldge, 


Sonth  Hadley  Falls, 


Spencer. 
Stonghton,  . 

Snbarban  (Boston), 


Incandescent  lights,  17  to  20  cents  per  thousand  watt  hoars 
by  meter  and  70  cents  to  $1  00  per  lamp  per  month  by- 
contract,  according  to  naml)er  of  hoars  used  per  week 
and  number  uf  lamps.  Wiring  at  cost.  A  charge  for 
renewals. 

Incandescent  lights  nntil  9  p.m.,  ^9.00  per  year ;  f  10  00  per 
year  till  10  p.m.  ;  nntil  midnight,  ^12.00  per  year.  Store 
wiring  free ;  hoase  wiring  at  cost.  Renewals,  70  cents 
each. 

Arc  lights,  antil  6  p.m.  3  nights  per  week,  and  antll  9  p.m. 

3  nights,  1  lamp,  ^84.00  per  year,  2  or  more  lamps, 
972.00  each;  same  service  as  above  from  April  1st  to 
September  Ist,  1  lamp,  ^26.00,  2  lamps,  $24.00  each; 
fi-om  September  Ist  to  April  1st,  1  lamp,  |iiS6.00, 2  lamps, 
$60.00  each.     Until  9  p.m.  6  nights  a  week,  I  lamp, 

? (120.00  per  year;  2  lamps,  $108.00  each;  same  service 
rom  April  1st  to  September  1st,  1  lamp,  $40  00;  2  or 
more  lamps,  $36.00  each;  September  1st  to  April  1st, 

1  lamp,  $84.00;  2  lamps,  $76.00  each.  Incandescent 
lights,  by  meter,  250  ampere  hours  or  less,  1  2-10  cents 

fer  hour;  260  to  oOO,  1  1-10  cents;  500  to  1,500,  1  cent; 
,500  to  2,500,  9-10  cents;  2,500  to  3,500  8-10  cents; 
3,500  or  more,  7-10  cents.    Wiring  and  renewals  charged 
to  customers. 
Arc  lights,  30  cents  per  lamp  carbon.    Incandescent  lights, 

4  nights  per  week,  80  cents  per  lamp  per  month ;  6 
nights  per  week,  90  cents  per  month ;  these  rates  for  16 
c.  p.  lamps.  Meier  rates,  20  cents  per  1,000  watt  hours 
for  residences  and  stores;  30  cents  per  1,000  watt  hours 
in  other  cases.    Wiring  and  renewals,  60  cents  each. 

Incandescent  lights,  $1.00  per  mo.,  16  c.  p.  lamp ;  75  cents 
for  10  c.  p. ;  meter  rates,  1^  cents  per  16  c.  p.  lamp  hour. 
Renewals  for  stores  having  contract  rates  furnished  by 
company ;  all  others  by  consumers.  Arc  lights,  $7.60 
per  month,  moon  schedule. 

Arc  lights,  every  evening  except  Sunday,  $12.00  per 
month ;  incandescent  lights,  16  c.  p.,  one  cent  per  hour 
by  meter.  Contract  lights,  16  c.  p.  lamps,  $1.00  per 
lamp  per  month;  without  renewals,  $1.25  per  month, 
renewals  free.  Renewals,  60  cents  each.  Wiring  by 
special  contract. 

Arc  lights,  $125.00  to  $80.00  per  vear.  Incandescent 
lights,  meter  rates,  20  cents  per  1,000  watt  hours.  Con- 
sumers pay  for  renewals. 

Arc  lights,  single  lamp,  $75.00  per  year  7  nights  per  week, 
$60  CM)  per  year  4  nights  per  week ;  if  three  to  five  lights 
taken,  $60.00  each.  Incandescent  lights,  $10.00  each  per 
year  for  6  lamps  or  less ;  for  more  than  6  lights,  10  per 
cent.  less.    Renewals  ft-ee. 

Incandescent  lights,  6  nights  per  week  till  6.30  p.m., 
$6.00  per  year;  till  6.30  p.m.  ordinarily  and  till  10  p.m. 

2  nights  per  week,  $7.20;  till  6.30  p.m.  ordinarily  and 
till  10  P.M.  3  nights  per  week,  $7.80;  till  6.30  p.m. 
ordinarily  and  till  10  p.m.  four  nighto  per  week,  $8.40 ; 
tiU  9  P.M.  6  nights  per  week,  $8  40 ;  till  10  p.m.  6  nights 
per  week,  $10.00;  UU  11  p.m.  6  nights,  $11.00.  l^rices 
are  for  16  c.  p.  lamps.  Discount  of  6  per  cent,  on  bills 
paid  within  live  days.  Meter  rates,  20  cents  per  1,000 
watt  hours.  Discount  of  5  per  cent,  if  paid  within  16 
days  from  date  of  bill.  Wiring  and  lamp  renewals  at 
cost. 

Arc  lights,  27.9  cents  per  night. 

Arc  lights,  $60.00  per  year. 

Arc  lights  for  all  day  lights,  1,200  c.  p.,  50  cents  per  day ; 
for  llghto  dark  to  midnight,  2,000  c.  p.,  single  light,  45 
cents  per  night;  2  to  9  lights,  40  cents  each;  10  lights 
or  more,  36  cents  each.  Incandescent  lights,  20  cents 
per  1,000  watt  hours.    Renewals  free. 
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COMPANY. 


Price  for  Commercial  Lights. 


TaoDton,     .       .       .  < 


Union  (Franklin), 


United  (Springfield), . 


Uxbridgo  and  North- 
bridge,     . 


Waltbam, 


Ware, 


Webster, 


Weitborongh, 


Westfleld, 


Weymoath, 


Arc  lights,  $7.00  per  month.  Incandescent  lights,  f  1.00 
per  month. 

Arc  lights,  single  lamp,  4  nights  per  week  till  10  p.m., 
$60.00  per  year ;  Ull  12  p.m..  $75  00 ;  every  nif  ht  till  10 
P.M.,  $75.00  per  year;  till  12  p.m.,  $90.00.  Incandes- 
cent, 16  c.  p.  lights,  every  night  till  10  p.m.,  $10.00  per 
lamp  per  year ;  till  12  p.m.,  $12.00 ;  till  daylight,  $18.00 ; 
20  c.  p.  till  10  P.M.,  $12.00  per  year ;  tUl  12  p.m.,  $10.00 ; 
till  daylight,  $21.00.  Above  20  c.  p.,  special  rates.  By 
meter,  20  cents  per  1,000  watt  boors.  Whring  and  re- 
newals at  consumer's  expense. 

Arc  lights,  40  cents  per  lamp  per  night.  Incandescent 
lights,  1^  ceiitB  per  ampere  hour.  Monthly  discounts 
on  600  ampere  hours,  20  per  cent. ;  on  1,000, 30  per  cent. ; 
on  2,000,  33^  per  cent. ;  on  4,000,  40  per  cent.  Renewals 
fVee  when  monthly  bills  average  50  cents  per  lamp  in- 
stalled. 

Incandescent  lights,  16  c.  p.  lamps,  I  cent  per  honr  by 
meter;  by  contract,  $10.00  per  jear.  Wiring,  $2.00  per 
light  open,  $3.00  concealed ;  renewals  free. 

Arc  lights,  6  or  7  nights  per  week  till  12  p.m.,  1  light,  $12.50 
per  mo.;  2  lights,  $11.87^;  3  lights,  $11.25;  4  lights, 
$10.62^ ;  5  lights,  $10.00 ;  4  or  6  nighto  per  week,  1  light, 
$10  00;  2  liebts,  $9.50;  3  lights,  $9.00;  4  lights,  $8.60; 

5  lights,  $8.00  each.  Discount  20  per  cent,  from  above 
prices  if  paid  on  or  before  the  16th  of  the  month.  In- 
candescent lights,  16  c.  p.,  6  or  7  nights  per  week,  $1.36 
per  light  per  mo.;  5  nights  per  week,  $1.30  each;  4 
nights  per  week,  $125  each.  Discount  35  cents  per 
light  if  paid  on  or  before  the  15th  of  the  month.  All 
installations  of  6  lights  or  more  by  meter  only  at  lj[  cents 
per  16  c.  p.  lamp  hour.  Discount  of  20  per  cent.  Arom 
this  rate  if  paid  before  the  15th  of  the  month.  All  night 
contract  lights,  $2.00  per  light  per  month,  with  25  per 
cent,  discount  as  above.  Lamp  renewals  at  expense  ot 
consumer. 

Arc  lights,  $6.00  per  mo.  Incandescent  lights,  6  nights 
per  week  until  10  p.m.,  $1.00  per  mo. ;  nntil  9  p.m.,  8S 
cents  per  mo. ;  3  nights  per  week  until  10  p.m.,  67  cents 
per  mo. ;  by  meter,  20  cents  per  1,000  watt  honrs.  Wir- 
ing under  cost ;  renewals  at  one-half  cost. 

Arc  lights,  single  light,  $80.00  per  year;  2  lamps,  $72.00; 
3  lamps,  $68.00 ;  5  or  more,  $60.00  each  per  year.  In- 
candescent lights,  1  light  nntil  12  p.m.,  $10.00  per  year; 

6  lights,  5  per  cent,  off;  10  lights  or  more,  10  per  cent, 
off.  By  meter,  25  cents  per  1,000  watt  honrs.  Wiring 
stores,  free ;  houses,  at  cost ;  renewals  free. 

Arc  lights,  $80.00  per  year.  Incandescent  lights,  by  meter, 
20  cents  per  1,000  watt  hours.  Wiring  at  cost ;  renewals 
75  cents  each. 

Arc  lights,  $100.00  per  year,  payable  monthly.  A  discount 
of  10  per  cent,  is  made  for  each  week-day  night  on  which 
the  lamp  is  not  burned  after  6p.m.  Incandescent  lights, 
for  1  16  c.  p.  lamp  every  night  until  11  p.m.,  $1.25  per 
mo  ;  every  night  except  Sunday  until  11  p.m.,  $1  15; 
5  nights  until  9  p.m.,  1  night  nntil  11  p.m.,  $1.00;  4 
nights  nntil  8  p.m.,  2  nights  nntil  11  p.m.,  85  cents;  3 
nights  until  6  p.m.,  2  nights  nntil  9  p.m.,  1  night  nntil  11 
P.M.,  70  cents  per  mo. ;  10  c.  p.  lamps,  25  per  cent.  less 
than  above  rates ;  20  c.  p.  lamps,  20  per  cent,  more  than 
above  rates.  Exposed  wiring  f^e ;  lamps  and  renewals 
at  consumers'  expense. 

Incandescent  lights,  16  c.  p.  lamps,  7  nights  per  week, 
$10  00  per  year;  6  nights,  $9.50;  6  nights,  $9.00;  4 
nights,  $8.60.  Wiring  at  cost;  renewals,  65  cents 
each. 
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COMPANY. 


Price  for  Commercial  Lfghts. 


Whitman, 


Wincbendon, 


Woburn,     . 


Worcester,  . 


Arc  lights,  4  nights  per  week  antil  10  p.m.,  $60.00  per  year ; 
nntil  midnight,  |79.00;  7  nights  per  week  until  10  p.m., 
$75.00;  until  midnight,  $90.00.  Incandescent  lights,  16 
c.  p.,  until  10  P.M.,  90  cents  per  lamp  per  mo.;  antil 
midnight,  SI  .00.    Renewals  at  customers'  expense. 

Arc  lights,  4  nights  per  week  until  10  p.m.,  $60.00  per 
year;  until  midnight,  $75  00;  6  nights  per  week  until 
IOp.m  ,  $75.00;  until  midnight,  $90.00.  By  meter  for 
residences,  20  cents  per  1,000  watt  hours;  in  other  cases 
30  cents  per  1,000  watt  hours.  Meter  rental,  25  light 
meter,  $2.00  per  year ;  50  light,  $2  50 ;  100  light,  $4.00. 
Wiring  at  cost.    Lamp  renewals,  65  cents  each. 

Arc  lights,  7  nights  per  week,  $9.00  per  mo. ;  6  nights, 
$8  00;  5  nights,  $7  00;  4  nights  or  less,  $6.00.  Incan- 
descent lights,  6  or  7  nights  per  week,  $12.00  per  year; 
5  nights,  $11.00;  4  nights  or  less,  $10.00.  Renewals  at 
cost;  wiring  at  from  $1  50  to  $3.25  per  outlet. 

Arc  lights  nntil  9  p.m..  40  cents  per  night;  until  11  p.m., 
50  cents;  all  night,  60  cents.  Day  lights,  65  cents  per 
day.  Incandescent  lights,  nntil  9  p.m  ,  $1.00  per  lamp 
per  mo. ;  nntil  10.30  p.m.,  $1.60  per  mo. ;  nntil  12  p  m., 
$1.75  per  mo.;  all  night,  $2.00  per  mo.  Renewals  flree 
to  stores ;  others  at  cost.    Consumers  pay  for  wiring. 
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Cases  pending  before  the  Board  Jan.  3,  1894. 

In  all  the  following  cases  the  parties  have  been  notified  that  by 
by  agreement,  or  at  the  request  of  any  party,  each  case  will  be  set 
down  for  a  hearing  by  the  Board. 

Class  A. 

Including  all  cases  pending  more  than  one  year,  upon  which  no  action  has 
been  taken  or  requested  by  any  party  thereto. 

These  cases  will  be  considered  as  suspended,  and  will  not  be 
hereafter  reported  unless  some  party  interested  shall  make  a 
request  for  a  hearing  or  some  other  final  disposition  of  the 
case. 

Appeal  of  the  Braintree  Electric  Light  Company  from  the 
decision  of  the  selectmen  of  Braintree,  granting  permission  to 
A.  S.  Morrison  and  others  to  run  wires  over  certain  streets  in 
Braintree. 

Appeals  of  the  Randolph  and  Holbrook  Electric  Company,  and 
of  Edward  H.  Galligan  and  others,  from  the  decision  of  the 
selectmen  of  Randolph,  granting  permission  to  the  Randolph  and 
Holbrook  Light  and  Power  Company  to  erect  poles  and  wires  in 
the  streets  of  Randolph. 

Appeal  of  the  Bristol  County  Electric  Company  from  the 
decision  of  the  aldermen  of  Taunton,  refusing  to  grant  permis- 
sion to  said  company  to  erect  poles  and  wires  in  the  streets  of 
Taunton. 

Appeals  of  the  Boston  Electric  Light  Company  and  the  Edison 
Electric  Illuminating  Company  from  the  decision  of  the  aldermen 
of  Boston,  granting  permission  to  certain  parties  to  run  wires  over 
Summer  Street. 

Petition  of  the  Natick  Gas  Light  Company  for  authority  to 
supply  electric  light. 

Appeal  of  the  Framingham  Gas,  Fuel  and  Power  Company  from 
the  decision  of  the  selectmen  of  Framingham,  granting  permission 
to  the  Framingham  and  Ashland  Gas  Light  Company  to  lay  pipes 
in  the  streets. 
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Appeals  of  the  Edison  Electric  Illuminating  Company,  and 
Boston  Electric  Light  Company,  from  decision  of  aldermen  of 
the  city  of  Boston,  granting  to  D.  Webster  King  permission  to 
run  electric  wires  over  certain  streets  in  Boston. 

Appeal  of  the  Westborough  Gas  and  Electric  Company  from 
the  decision  of  the  selectmen  of  Westborough,  granting  to  Henry 
S.  Jackson  and  others  permission  to  lay  gas  mains  and  pipes  in 
the  streets  of  Westborough. 

Appeals  of  the  Boston  Electric  Light  Company,  and  Edison 
Electric  Illuminating  Company,  from  the  decision  of  the  alder- 
men of  Boston,  granting  to  the  Suburban  Light  and  Power 
Company  permission  to  maintain  electric  wires  in  the  streets 
of  Boston. 

Petition  of  consumers  of  Citizens'  Gas  Light  Company  of  Read- 
ing, South  Reading  and  Stoneham  for  improvement  in  quality  and 
reduction  in  price  of  gas  supplied  in  Reading. 

Petition  of  consumers  of  the  Jamaica  Plain  Gas  Light  Company 
for  improvement  in  quality  and  reduction  in  price  of  gas. 

Class  B. 

Including  recent  cases  in  which  no  action  has  been  requested  by  either 

paHy, 

Petition  of  consumers  of  the  Haverhill  Gas  Light  Company,  for 
reduction  in  price  of  gas. 

Petition  of  mayor  of  Worcester  for  reduction  in  price  of  gas 
supplied  by  Worcester  Gas  Light  Company. 

Petition  of  mayor  of  Cambridge  for  reduction  of  price  of  gas 
supplied  by  Cambridge  Gas  Light  Company. 

Appeal  of  Chelsea  Gas  Light  Company  from  the  decision  of  the 
aldermen  of  Chelsea,  granting  permission  to  the  Champlin-Bab- 
son  Electric  Company  to  lay  underground  electric  light  wires  in 
certain  streets  in  the  city  of  Chelsea. 

Appeal  of  Cottage  City  Gas  and  Electric  Company  from  the 
decision  of  the  selectmen  of  Cottage  City  in  granting  permission 
to  H.  S.  Kemp  and  others  to  construct,  maintain  and  operate  an 
electric  plant  in  said  town  of  Cottage  City. 
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Class  C. 
Inclitding  cases  heard  and  decisions  not  rendered  up  to  Jan,  5, 1894. 

Petition  of  Belectmen  and  consumers  for  reduction  in  price  of 
gns  supplied  by  the  Arlington  Gas  Light  Company. 

Petition  of  mayor  of  Boston  for  reduction  in  price  of  gas  sup- 
plied by  the  Charlestown  Gas  and  Electric  Company. 

Petition  of  customers  of  Maiden  Electric  Company  for  improve- 
ment in  quality  and  reduction  in  price  of  electric  light. 

Petition  of  Edison  Electric  Illuminating  Company  of  Boston  for 
increase  of  capital  stock. 

JOHN  T.  WHEELWRIGHT, 

FORREST  E.  BARKER, 

MORRIS  SCHAFF. 
Jan.  3, 1894. 
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BALANCE    SHEETS,    MANUFACTURING    AND    PROFIT 
AND   LOSS  ACCOUNTS,   TO  JUNE  30,  1893. 

[From  the  retoms  made  as  corrected  bj  the  Board.] 


ABINGTON  AND  ROCKLAND.    ELECTRIC  LIGHT  AND  POWER 
COMPANY   OF. 

Ambts. 

Real  estate 821,976  58 

Steam  plant 27,448  39 

Eiectric  plant, 26,180  26 

Lines,  meters,  lamps  and  globes, 27,741  38 

Dae  for  electric  light  and  power, 1,624  03 

Fael  on  hand, 229  65 

Carbons  on  band, 46  02 

Oil  and  waste  on  hand, 66M 

Other  electric  materials  on  hand, 342  23 

Horses,  wagons,  etc., 714  62 

Sundry  a(5connts  doe  the  company 422  44 

Office  fnmitare, 290  89 

Cash  on  hand, 2,141  43 

Total  assets,  as  per  books  of  the  company, f  109,223  32 

Liabilities. 

Capital  stock *       .       .       .  f  41,200  00 

Notes  payable 65,600  00 

Unpokl  bills 9,989  11 

Total  liabilities,  as  per  books  of  the  company,         ....  f  106,689  11 

Profit  and  loss  balance  (if  sorplns), 2,534  21 

f  109,223  32 

Manufacturino  Account. 

Db.  Cs. 

Operating  expenses, f  10,185  05 

Income  from  sale  of  electric  light  and  power,         .       .  f  17,843  90 

Balance  to  profit  and  loss, 7,658  86 


f  17,843  91      f  17,843  91 
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Profit  akd  Loss  Account. 

•  D«.  Cl. 

Balftoce  Jane  30, 1892, f  2,572  36 

Balance  of  electric  manafactoring  account,     .  .  f  7,668  86 

Interest  received, 17  31 

Dividends  dedaied, 1,873  50 

Interest  paid, 696  10 

Balance  June  80, 1893, 2,534  21 


$7,676  17       $7,676  17 


ADAMS  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real-estate, $3,785  48 

Steam  plant, 11,815  31 

Electric  plant, 6,819  96 

Lines,  meters,  lamps  and  globes, 9,541  90 

Incandescent  installation 1,360  73 

Dae  for  electric  light  and  power, 2,061  98 

Faei  on  band, 160  00 

Carbons  on  band, 45  60 

Oil  and  waste  on  band, 45  20 

Incandescent  lamps  on  band, 175  90 

Globes  on  band, 4  50 

Other  electric  materials  on  band, 340  15 

Cash  on  band, 78  54 

Total  assets,  as  per  books  of  the  company, $36,256  15 


Liabilities. 

Capital  stock, $8,500  00 

Notes  payable 9,050  00 

Unpaid  bills, 16.919  75 

Total  liabilities,  as  per  books  of  tbe  company,         ....      $34,469  75 
Profit  and  loss  balance  (if  sarplas) 1,786  40 

$36,255  15 

Manvfacttrino  Account. 

Db.  Cs. 

Operating  expenses, $8,513  01 

Income  fh>m  sale  of  electric  light  and  power,  .       .       •  $10,789  73 

Balance  to  profit  and  loss, 2,276  72 

$10,789  73      $10,789  73 

Profit  and  Loss  Account. 

Dr.  Cs. 

Balance  Jane  SO,  1892 $0  97 

Balance  of  electric  manufactaring  accoant,     .       .       .  $2,276  72 

Interest  paid 490  35 

Balance  June  30, 1893, 1,785  40 


$2,276  72       $2,276  72 
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ADAMS  OAS  LIGHT  COMPANY. 

AB8BT8. 

Real  estate $21,326  01 

Machinery  and  manofactnring  appliances, 6  J77  05 

Meters, 1.350  74 

Doe  for  gas, 199  61 

Gas  coal  on  hand, 50  00 

Coke  on  hand 10  00 

Tar  on  hand 210  00 

Enrichers  on  hand 18  00 

Gas  fixtares  on  hand,  lamps, 478  82 

Sandry  accounts  dae  the  company, 6,832  02 

Office  f amiture, 409  20 

Cash  on  hand, 22  65 

Total  assets,  as  per  books  of  the  company, f  37,184  10 


Liabilities. 

Capital  stock, f  17,300  00 

Unpaid  bills, 19  02 

Total  liabilities,  as  per  books  of  the  company,         ....  f  17,319  02 

Profit  and  loss  balance  (if  snrplas), 19,865  08 

f37,l84  10 

MANrPAOTUBlNO  AccorNT. 

Dk.  Ce. 

Operating  expenses, 97,479  16 

Income  from  sale  of  gas, f  10,856  44 

residaals, 73S  09 

Balance  to  profit  and  loss, 4,110  37 

111^689  53  f  11,589"^ 

Profit  axd  Loss  Accocnt. 

Db.  Cs. 

Balance  Jane  30, 1892, $19,280  58 

Balance  of  gas  manofacturing  account,   ....  4,11037 

Rents, 72  00 

Dividends  declared f3,597  87 

Balance  June  30, 1893 19,866  06 

f  23,462  96  923,462  95 

AMESBURY  ELECTRIC  LIGHT,  HEAT  AND  POWER  COMPANY. 

[Formerly  Electric  Light  and  Patent  Flooring  Company  of  Amesbury  ] 

AsasTs. 

Real  estate 911,000  00 

Steam  plant, 14,674  56 

Electric  plant, 20,813  81 

Lines,  meters,  lamps  and  globes,      ........  8,428  50 

Patent  rights, 2.000  00 

Due  for  electric  light  and  power 3,096  84 

Fael  on  hand 669  20 

Carbons  on  hand, 103  00 
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Oil  and  waate  on  hand, f  69  26 

Globes  on  hand, 14  GO 

Other  electric  materials  on  band, 98  40 

Unexpired  insorance, 200  00 

Office  furniture, .  100  00 

Electric  fixtures  on  hand, 266  40 

Sundry  accounts  due  the  company, 68  57 

Cash  on  hand, 2  49 

Notes  receivable, 558  82 

Investments  (other  property,  real  and  personal), 46,624  85 

Total  assets,  as  per  books  of  the  company, f  108,783  20 

LXA.BILITIB8. 

Capital  stock, $50,000  00 

Notes  payable 53,000  00 

Unpaid  bilU, 1,250  95 

Unpaid  dividends, 625  00 

Total  liabilitieB,  as  per  books  of  the  company,        ....  $104,875  95 

Profit  and  loss  balance  (if  surplus), 3,907  25 

$108,783  20 

Majtctacturino  Account. 

dk.  Cb. 

Operating  expenses, $12,940  45 

Income  from  sale  of  electric  light  and  power,        .       •  $20,395  53 

Balance  to  profit  and  loss, 7,455  08 

$20,395  53  $20,395  53 

Profit  and  Lobs  Account. 

Db.  Cb. 

Balance  June  30, 1892, $2,026  31 

Balance  of  electric  manafactnrlng  account,     .       .       .  7,455  08 

Mill  income, 5,924  88 

Other  items  of  income 207  18 

Dividends  declared, $2,023  00 

Interest  paid, 1,624  00 

Depreciation 3,000  00 

Mill  expense 4,873  71 

Other  items, 185  49 

Balance  June  30, 1893, 3,907  25 

$15,613  45  $15,613  45 


AMESBURY  AND  SALISBURY  GAS  COMPANY. 

Assets. 

Real  estate, $4,875  98 

Machinery  and  manufiictnring  appliances, 40,255  50 

Street  mains, 16,595  72 

Meters, 1,668  31 

Dae  for  gas, 635  91 

Gas  coal  on  band, 1,105  80 

Enrichers  on  hand 150  00 

Purifying  materials  on  hand, 15  00 

Stoves  on  hand, 10  20 
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Oai  fixtores  on  hand, 936  18 

Office  fiirnitnre, 80  00 

Cash  on  hand, 8,847  67 

Total  assets,  as  per  books  of  the  company, 969,27127 

Liabilities. 

Capital  stock 960,000  00 

Total  liabilities,  as  per  books  of  the  company, 960,000  00 

Profit  and  loss  balance  (if  snrplns), 9,27127 

969,271  27 
Manufacturing  Account. 

Db.  Cm. 

Operating  expenses 95,602  78 

Income  firom  sale  of  gas,  .......  99,360  94 

other  sources,  gas, 196  92 

Balance  to  profit  and  loss, 4,055  08 

99,557  86  99,657  86 
Profit  and  Loss  Account. 

Da.  Cb. 

Balance  Jnne  30, 1892, 97,916  19 

Balance  of  gas  mannfacturing  account,   ....  4,05508 

Dividends  declared, 92,700  00 

Balance  June  30,  1893 9,271  27 

911,971  27  911.971  27 


AMHERST  GAS  COMPANY. 
Assets. 

Real  estate  (gas), 9635  85 

Machinery  and  mann&ctnring  appliances  (gas), 7,98122 

Street  mains  (gas) 6,710  87 

Meters  (gas) 1,492  01 

Doe  for  gas, 698  47 

Coke  on  band, 80  00 

Naphtha  on  hand 135  14 

Other  gas  materials  on  hand, 91  20 

Real  estate  (electric), 1,298  77 

Steam  plant  (electric),      .       .       .       .   \ 

Electric  plant, [ 33,525  42 

Lines,  meters,  lamps  and  globes  (electric),  J 

Due  for  electric  light  and  power, 

Fuel  on  hand  (electric), 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand 

Other  electric  materials  on  hand 

Tools  on  hand, 

Sundry  accounts  due  the  company, 

Office  furniture, 

Cash  on  band, 

Unexpired  insurance, 

Investments, 

Total  assets,  as  per  books  of  the  company, 956,599  82 
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Liabilities. 


Capital  stock, 

Bonds  issned, 

Unpaid  bills, 

Interest  due  bat  not  paid 

Total  liabilities,  as  per  books  of  the  company, . 
Profit  and  loss  balance  (if  sorplns), 


MANUFAOTURIIfO  ACCOUNT, 


Operating  expenses,  j8**» 

(electric, 

Income  from  sale  of  gas,  . 

sale  of  electric  light  and  power, 

other  sonrces,  electric, 

Balance  to  profit  and  loss,    I  ^**'    * 

(electric,     . 


Profit  and  Loss  Account. 


Balance  June  30, 1892,      .... 
Balance  of  gas  manufacturing  accoatit,   . 
Balance  of  electric  manufacturing  account, 
Merchandise  accounts,      .... 

Interest  paid, 

Depreciation, 

Balance  June  30, 1893,      .... 


Db. 

92,525  14 

4,744  17 


2,002  78 
309  90 


925,000  00 

18,500  00 

978  60 

462  50 

944,941  00 
11,668  82 

956^599  82 
Ca. 


94,527  87 

4,936  92 

117  15 


99,681  94 

99,581  94 

Da. 

Ciu 

910,301  28 

2,002  73 

309  90 

439  32 

9925  00 

469  41 

11,668  82 

913,053  23      913,053  23 


ANDOVER  ELECTRIC  COMPANY. 

Assets. 

Real  estate, 912,380  80 

Steam  plant, 12,387  70 

Electric  plant, 17,153  94 

Lines,  meters,  lamps  and  globes, 15,771  10 

Due  for  electric  light  and  power, 972  38 

Fuel  on  hand 180  00 

Carbons  on  hand, 20  00 

Oil  and  waste  on  hand 48  86 

Incandescent  lamps  on  hand, 171  90 

Globes  on  hand, .'       .        .        .  6  10 

Other  electric  materials  on  hand, 464  60 

Electric  fixtures  on  hand, 176  65 

Horses,  wagons,  etc., 331  70 

Sundry  accounts  doe  the  company, 514  34 

Office  furniture, 135  40 

Cash  on  hand, 85  89 

Total  assets,  as  per  books  of  the  company, 960,800  26 

Profit  and  loss  balance  (if  deficit), 2,000  18 

962,800  44 
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LlABILITIBS. 

Capital  stock, $30,000  00 

Bonds  issaed, 22,000  00 

Notes  payable, 8,631  00 

Unpaid  bills, 1,608  10 

Interest  dae  bat  not  paid, 571  34 

Total  Habllitles,  as  per  books  of  the  companj f62,800  44 

MANrPAOTURINO  ACCOUNT. 

I>B.  CB. 

Operating  expenses, $8,883  94 

Sale  of  electriclight and  power $11,246  67 

Balance  to  profit  and  loss, 2,362  78 

$11,246  67  $11,246  67 

Pbofit  axd  Loss  Account. 

Db.    .  Cb. 

Balance  June  30, 1892, $2,068  74 

Jobbing  and  fixture  accounts, 540  68 

Balance  of  electric  mannfkctnring  account,     .       •       .  2,362  73 

Bond  premiums, 50  00 

Rents 150  00 

Construction  previonsi  j  charged  off,        ...       •  528  42 

Other  items  of  income, 151  78 

Interest  paid, $3,062  53 

Depreciation, 4,800  00 

Balance  June  30, 1893, 2,000  18 

$7,862  53  $7,852  53 


ARLINGTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $1,000  00 

Hachinery  and  manufacturing  appliances, 36,000  00 

Street  mains 84,000  00 

Due  for  gas 3,007  54 

Gas  coal  on  hand, 697  64 

Tar  on  hand, 173  25 

Cash  on  band, 4,634  63 

Total  assets,  as  per  books  of  the  companj, $78,512  96 

LlABILITIBS. 

Capital  stock $70,000  00 

Unpaid  dividend 780  00 

Total  liabilities,  as  per  books  of  the  companj $70,780  00 

Profit  and  loss  balance  (if  surplus) 7,732  96 

$78,512  96 
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Manufactubinq  Account, 

Db.  Cs. 

Operating  expense!, 911,512  38 

Income  from  sale  of  gas» $14,796  62 

xesidoals, 915  00 

other  Bonrces,  gas,      .       •       .       •       .  24  00 

Balance  to  profit  and  loss, 4,225  24 

f  15,737  62      f  15,737  62 

Proyit  and  Loss  Account. 

Dx.  Cb. 

Balance  Jane  30, 1892, $8,182  95 

Balance  of  gas  mana&ctoring  accoant,    ....  4,225  S4 

Dividends  declared, f4,200  00 

Depreciation, 475  23 

Balance  June  30, 1893, 7.732  96 

f  12,408  19      f  12.408  19 


ATHOL  GAS  AND  ELECTRIC  COMPANY. 

ASSBTB. 

Real  estate  (gas), ^ 

Machinery  and  mannfacturing  appliances  (gai»),    .  ^.<,  «..  .<. 

Street  mains  (gas), I  ^^' 

Meters  (gas) J 

Dne  for  gas, 621  80 

Gas  coal  on  hand, 409  14 

Enrichers  on  band, 206  25 

Other  gas  materials  on  hand, 225  00 

Real  estate  (electric) ,       .       .  •       •  1 

Steam  plant  (electric),      ...  .  j 

Electric  plant [ 11,660  49 

Lines,  meters,  lamps  and  globes  (electric) ,     .  j 

Patent  rights, j 

Due  for  electric  light  and  power, 260  84 

Fael  on  hand  (electric), 90  00 

Carbons  on  hand, 27  00 

Other  electric  materials  on  hand, 150  00 

Cash  on  hand 242  28 

Total  assets,  as  per  books  of  the  company, ^7,127  29 

Liabilities. 

Capital  stock f25,000  00 

Bonds  issned, 25,000  00 

Notes  payable, 8,486  56 

Unpaid  bUls,      .       . 6,262  30 

Total  liabilities,  at  per  books  of  the  company, $64,738  86 

Profit  and  loss  baUnoe  (If  siirplos), 2.388  43 

167.127  29 
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Mamtfactuiuiio  Aooount. 

Db.  Ca. 

^>^"^«'--- {S:;«c'  :  :  :  :  :    1SS 

Income  from  sale  of  gas, 97,693  66 

sale  of  electric  light  and  power, .  .  3,288  11 

Balance  to  profit  and  loss,  /  ^ ^'*^  ^ 

'    lelectrlc 642  74 

911,624  51      911,624  51 

P&OFXT  AND  Lose  ACCOUNT. 

Da.  Cm. 

Balance  June  30, 1892, 92,225  18 

Balance  of  gas  mannfactnring  acoonnt,   ....  2,420  99 

Balance  ofelectricmanofactnring  account,     .       .       .  9642  74 

Supplies,  gas, 840  39 

Supplies,  electric, 267  00 

Interest  paid, 1,230  00 

Depreciation, 1,492  39 

Balance  June  30, 1893, 2.388  43 

i5J53  56       95,763  56 


ATTLEBOROUOH  OAS  LIGHT  COMPANY. 

ASSBTB. 

Real  estate, 912,187  18 

Machinery  and  mannfactnring  appliances, 26,507  69 

Street  mains, 12,603  09 

Meters, 2,310  12 

Due  for  gas 2,204  97 

Oas  coal  on  hand, 5,484  60 

Coke  oa  band, 16  00 

Tar  on  hand, 390  94 

Purifying  materials  on  hand, 33  76 

Other  gas  materials,  tools  and  supplies  on  hand, 271  57 

Stores  and  lamps  on  hand, 442  34 

Sundry  accounts  dne  the  company, 299  11 

OfBce  fbrnitnre, 131  20 

Cash  on  hand 103  97 

Total  assets,  as  per  books  of  the  company, 962,986  53 

Liabilities. 

Capital  stock, 946,400  00 

Unpaid  bills, 462  51 

Total  liabilities,  as  per  books  of  the  company, 946,862  51 

Profit  and  loss  balance  (if  surplus), 16,124  02 

962,986  53 
Manufacturing  Account. 

Db.  Cb. 

Operating  expenses, 910,668  69 

Income  from  sale  of  gas, 918,122  20 

residuals, 1,788  96 

other  sources 3  60 

Balance  to  profit  and  loss, 9,246  17 


919.914  76      919,914  76 
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Profit  and  Loss  Account. 

Balance  Jane  30, 1892, f  11,516  20 

Balance  of  gas  manafHctnring  account,   ....  9,246  17 

Interest  received, 54  53 

Other  items  of  income, 78  41 

Dividends  declared, f  4,640  00 

Depreciation, 130  29 

Balance  June  30, 1893, 16,124  02 


920,894  31      $20,894  31 


BAY  STATE  GAS  COMPANY. 

Assets. 

Real  estate, \ 

Machinery  and  mannfacturing  appliances,  > 94,954,330  95 

Street  mains J 

Meters, 1,761  10 

Dae  for  gas, 20,474  02 

Oas  coal  on  hand, 10,154  93 

Coke  on  hand, 71  20 

Tar  on  hand, 39  00 

Enrichers  on  hand, 12,210  81 

Purifying  materials  on  hand, 2,009  60 

Other  gas  materials  on  hand 10,393  00 

Horses,  wagons,  etc., 790  50 

Sandry  accounts  dae  the  company, 206  10 

Cash  on  hand, 2  J35  13 

Notes  receivable, 7^400  00 

Investments, 25,000  00 

Works,  improvement, 74,146  11 

Gas  on  hand, 729  90 


Total  assets,  as  per  books  of  the  company 95,122,452  25 

Liabilities. 

Capital  stock, 9500,000  00 

Notes  payable, 4,507,000  00 

Unpaid  bills 37,617  57 

Amounts  due  firom  the  company,  not  included  above,    ....  4,525  86 


Total  liabilities,  as  per  books  of  the  company 95,049,143  43 

Profit  and  loss  balance  (if  surplus) 73,308  82 


Manupactubino  Account. 


95,122,452  25 

Dk.  Cr. 

Operating  expenses, 9358,693  73 

Income  from  sale  of  gas, 9862,097  25 

residuals 195  45 

Balance  to  profit  and  loss, 503,598  97 


9862,292  70    9862,292  70 
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Pbofit  and  Loss  Account. 

Dx.  Ck. 

Balance  June  30, 1892» $5,816  29 

Balance  of  gas  manafactaring  accoant 603,698  97 

Diyldends  declared $43,750  00 

Interest  paid, 892,366  44 

Balance  Jane  30, 1898, 78,308  82 

$509,415  20    $509,416  26 


BEVERLY  GA.S  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas), $23,000  00 

Machinery  and  manufacturing  appliances  (gas), 8,324  39 

Street  mains  (gas), 16,654  31 

Meters  (gas) 4,409  69 

Dne  for  gas, 4,160  85 

Coke  on  band, 36  00 

Tar  on  hand, 735  00 

Enrichers  on  hand, 1  23 

Fnrifying  materials  on  hand, 10  00 

Stoves  on  hand, 224  77 

Oas  fixtures  on  hand,  and  Lnngren  lamps, 466  53 

Real  estate  (electric), 17,267  64 

Steam  plant  (electric) % 

Electric  plant, |>      .       .       .       •  64,232  09 

Lines,  meters,  hunps  and  globes  (electric),      .        J 

Dne  for  electric  light  and  power, 1,197  26 

Carbons  on  hand, 40  00 

OH  and  waste  on  hand, 13  12 

Incandescent  lamps  on  hand, 40  80 

Snndry  accounts  due  the  company, 474  37 

Office  ftimltnre, 677  46 

Cash  on  hand, 170  03 

Investments, 1,000  00 

Total  assets,  as  per  books  of  the  company, $132,014  64 

Liabilities. 

Capital  stock, $92,000  00 

Bonds  issued, 11,800  00 

Unpaid  bills 666  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $104,366  00 

Profit  and  loss  balance  (if  sorplns), 27,648  54 

$132,014  54 
Manvfactveino  Account. 

Db.  Cr. 

fgas, $10,003  65 

Operating  expenses,  ^^,^^^^ 7^92  65 

Income  from  sale  of  gas, $16,448  67 

residuals, 1,490  95 

other  sources,  gas, 81  85 

sale  of  electric  light  and  power, .       .       .  11,602  88 

other  sources,  electric,        ....  97  40 

^        _  f  gas, 8,017  82 

Balance  to  profit  and  loss,    jeledric,     ....  3,90773 

$29,621  75  $29,621  76 
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Profit  and  Loss  Account. 

Balance  Jane  30, 1892, $21,940  96 

Bttlance  of  gas  manafacturlng  account,  ....  8,017  82 

Balance  of  electric  manufactaring  account,     .       •       .  3,907  73 

Interest  received, 73  34 

Rents, 99  00 

Other  Items  of  Income, 32  43 

Dividends  declared, 95.-520  00 

Interest  paid, 881  06 

Other  items, 21  68 

Balance  June  30, 1893, 27,648  54 

f34,071  28      934,071  28 


BLUE  HILL  ELECTRIC  COMPANY. 

Assets. 

Real  estate $3,742  40 

Steam  plant, 5,951  33 

Electric  plant, 10,577  52 

Lines,  meters,  lamps  and  globes, 21,828  09 

Oil  and  waste  on  hand, 2  47 

Horses,  wagons,  etc., 807  50 

Cash  on  hand, 93  10 

Total  assets,  as  per  books  of  the  company, |42,502  41 

Profit  and  loss  balance  (if  deficit), 947  59 

943,450  00 
Liabilities. 

Capital  stock, ^        •  $22,000  00 

Bonds  Issued, 20,000  00 

Notes  payable, .  1,450  00 

Total  liabilities,  as  per  books  of  the  company, $43,450  00 


Manufacturino  Account. 

Db.  Cb. 

Operating  expenses, $4,048  44 

Income  fk-om  sale  of  electric  light  and  power,  .       .       .  $4,987  63 

Balance  to  profit  and  loss, 939  19 

$4,987  63       $4,987  63 

Profit  and  Loss  Account. 

Dr.  Cb. 

Balance  June  30, 1892, $1,286  78 

Balance  of  electric  manufacturing  account,     .       .       .  $939  19 

Interest  paid 600  00 

Balance  June  30, 1893, 947  59 

$1,886  78       $1,886  78 
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BOSTON  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $486,077  27 

Steam  plant, 358,443  20 

Electric  plant, 390,458  10 

Lines,  meters,  lamps  and  globes, 914,835  87 

Dae  for  electric  light  and  power, 53,936  98 

Fnel  on  hand, 6,315  30 

Carbons  on  hand, 2,415  28 

Oil  and  waste  on  hand, 190  52 

Incandescent  lamps  on  band, 7,393  22 

Globes  on  hand, 1,388  63 

Other  electric  materials  on  hand, 26,006  69 

Motors  on  hand, 3,369  95 

Horses,  wagons,  etc., 2,031  13 

Sundry  accounts  due  the  company, 14,210  46 

Office  furniture, 3,525  17 

Cash  on  hand f 83,593  65 

Total  assets,  as  per  books  of  the  company, $2,354,191  42 


LlABTLITIBS. 

Capital  stock, $1,596,200  00 

Bonds  issued, 300,000  00 

Notes  pa^-able, 128,056  09 

Unpaid  bills, 13,531  32 

Interest, 6,546  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $2,044,332  41 

Profit  and  loss  balance, 309,859  01 

$2,354,191  42 

MAWrFACTURINO  ACCOUNT. 

Dk.  Cr. 

Operating  expenses, $372,608  86 

Income  from  sale  of  electric  light  and  power, .       .       •  $536,287  89 

other  sources, 76  76 

Balance  to  profit  and  loss, 163,855  79 

$536,364  64  $536,364  64 

Protit  and  Loss  Accottkt. 

Ds.  Ck. 

Balance  June  30, 1892 $248,967  57 

Balance  of  electric  manufacturing  account,     .       .       .  163,855  79 

Rents, 4,375  00 

Other  items  of  income, 26,035  66 

Dividends  declared $108,510  00 

Interest  paid, 23,865  00 

Balance  June  30,  1893, 309,859  01 

$442,234  01  $442,234  01 
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BOSTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $1,435,180  77 

Machinery  and  manafacturing  appliances, 3,234,027  42 

Street  mains, 1,937,412  13 

Meters 386,388  20 

Due  for  gas 71,361  05 

Gas  coal  on  hand, 14,490  36 

Coke  on  hand, 4,695  00 

Tar  on  hand, 6,474  60 

Enrlchers  on  hand, 6,176  20 

Purifying  materials  on  hand, 958  15 

Other  gas  materials  on  hand, 40,936  89 

Sundry  accounts  due  the  company, 20,834  22- 

Office  furniture, 11,380  76 

Cash  on  hand, 126,165  86 

Notes  receivable, 96,000  00 

Ammonia, 408  62 

Gas  on  hand, ' 2,617  60 

Total  assets,  as  per  books  of  the  company, $7,394,307  83 


Liabilities. 

Capital  stock, $2,600,000  00 

Notes  payable 180,000  00 

Unpaid  bills, 49,690  46 

Deposits, 21,780  00 

Reserve  fund,    .    \ 

Contingent  Aind,     V 290,954  91 

Depreciation  fund,  J 

Amounts  due  from  the  company,  not  included  above,    ....  10,000  00 

Total  liabilities,  as  per  books  of  the  company, $3,052,275  37 

Profit  and  loss  balance, 4,342,032  46 

$7,394,307  83 

Manufactubino  Account. 

Db.  Cr. 

Operating  expenses, $1,273,790  53 

Income  flrom  sale  of  gas, $1,490,30104 

residuals, 65,261  63 

other  sources, 142  60 

Balance  to  profit  and  loss, 271,914  74 

$1,546,705  27  $1,645,706  27 

Pbopit  and  Loss  Account. 

Db.  Cs. 

Balance  June  30, 1892, $4,357,403  38 

Balance  ofgas  manufacturing  account,    ....  271,91474 

Rents, 20,266  96 

Dividends  declared $260,000  00 

Interest  paid, 7,551  61 

Rent  of  street  mains, 50,000  00 

Balance  June  30,  1893, 4,342,032  46 


$4,649,684  07  $4,649,684  07 
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BRIDGEWATER  ELECTRIC  COMPANY. 

A88BT8. 


Real  estate,       .       .       .       .       , 
Steam  plant,      .... 
Electric  plant,    .       .        .       .       . 
Lines,  meters,  lamps  and  globes, 
Dne  for  electric  light  and  power, 

Fael  on  hand 

Carbons  on  band,      .       .       .       , 
Oil  and  waste  on  hand,     . 
Incandescent  lamps  on  hand,  '^ 
Olobes  on  hand,       .       .       /       ' 
Sundry  accounts  dne  the  company,  . 
Cash  on  hand,    .       .       .       .       , 


$8,221  86 

6,629  33 

6,289  26 

16,688  83 

690  15 

131  25 

69  60 

32  65 

40  90 

19  86 

244  70 

Total  assets,  as  per  books  of  the  company, $31,968  17 

Profit  and  loss  balance, 1,963  37 


$33,921  54 
Liabilities. 

Capital  stock, $16,000  00 

Bonds  Issued, 15,000  00 

Unpaid  bills, 2,571  54 

Interest  dne  but  not  paid, 1,350  00 


Total  liabilities,  as  per  books  of  the  company $33,921  54 

Manvfacturino  Account. 


Operating  expenses,  . 
Sale  of  electric  light  and  power. 
Other  sources,    .... 
Balance  to  profit  and  loss. 


Profit  and  Loss  Account. 


Balance  June  30, 1892,      .... 
Balance  of  electric  manufacturing  account, 
Other  items  of  income,     .... 

Dividends  declared, 

Balance  June  30, 1893,      .... 


Db. 

Ca. 

$4,326  77 

$6,418  38 

19  85 

2,111  46 

$6,438  23 

$6,438  23 

T>«. 

Ck. 

$3,276  36 

$2,111  46 

100  53 

900  00 

1,963  87 

$4,176  36       $4,175  36 


BROCKTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $49,000  00 

Machinery  and  manufkcturing  appliances, ")    ^       ^       ^       ^              .  130  430  00 

Street  mains, J * 

Meters, 4,140  33 

Due  for  gas,       .       • 4,360  56 
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Oas  coal  on  hand, $1,287  50 

Coke  on  hand, 30  00 

Tar  on  hand, 810  00 

Enrichers  on  hand, 10  00 

Poiifying  materiala  on  hand 60  00 

Other  gas  materials  on  hand, 3,741  02 

Oas  on  hand, 41  60 

Stoves  on  hand 808  67 

I^amps  on  hand, 2,276  33 

Oas  fixtures  on  hand, 308  63 

Patent  rights, 79,000  00 

Horses,  wagons,  etc., 484  90 

Sandry  accounts  due  the  company, 936  82 

Office  furniture, 164  15 

Cash  on  hand, 829  28 

Investments 7,220  41 

Total  assets,  as  per  books  of  the  company, $285,980  09 

Profit  and  loss  tNUanoe 38,863  l5 


$324,843  24 


Liabilities. 

Capital  stock, $178,600  00 

Bonds  issued, 100,000  00 

Notes  payable, 9,000  00 

Unpaid  bills, 29,468  24 

Deposits, 20  00 

Unpaid  dividend 5,365  00 

Interest  due  but  not  paid, 2,600  00 

Total  liabilities,  as  per  books  of  the  company $324,843  24 


Manufactubimo  Account. 

Da.  Cr. 

Operating  expenses, $18,107  69 

Income  from  sale  of  gas, $32,069  67 

residuals, 2,480  22 

other  sources, 439  37 

Balance  to  profit  and  loss, 16,871  67 


$34,979  26      $34,979  26 

Pbofit  and  Loss  Account. 

Di.  Ca. 

Balance  June  30, 1892, $39,327  76 

Balance  of  gas  manufacturing  account,    ....  $16,871  67 

Interest  received 168  62 

Rents 50  00 

Other  items  of  income, 64  42 

Dividends  declared, 10,680  00 

Interest  paid, 6,000  00 

Balance  June  30, 1893, 38.868  15 


$66,007  76     $66,007  76 
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BROOKUNE  GAS  LIGHT  COMPANY. 

Absbts. 

Real  estate  (gaft) $492,621  27 

Machinery  and  mannfiiurtnrlng  appliances  (gas), 86,185  71 

Machinery  and  mannfactnring  appliances  (gas),  in  process, .       .       .  71,713  86 

Street  mains  (gas), 271,372  81 

Street  mains  (gas),  in  process, 216,497  33 

Meters  (gas), 21,612  63 

Dne  for  gas, 24,781  39 

Gas  coal  on  hand, 19,354  50 

Coke  on  hand, 150  00 

Tar  on  hand, 200  00 

Enrichers  on  hand, 10  00 

Purifying  materials  on  hand, 635  00 

Other  gas  materials  on  hand, 3,696  35 

Real  estate  (electric), 47,300  00 

Steam  plant  (electric), 70,849  22 

Electric  plant, 81,279  81 

Lines,  meters,  lamps  and  globes  (electric) 122,748  29 

Dne  for  electric  light  and  power 9,968  29 

Fuel  on  hand  (electric), 200  00 

Carbons  on  hand, 541  60 

Oil  and  waste  on  hand, 188  05 

Incandescent  lamps  on  hand, 2,776  71 

Globes  on  hand 68  35 

Other  electric  materials  on  hand, 2,284  60 

Horses,  wagons,  etc., 2,060  60 

Sundry  accounts  due  the  company, 1,032  05 

Office  fnmitnre, 1,498  60 

Cash  on  hand, 76,591  86 

Investments, 600  00 

Sinking  fbnd, 6,000  00 

Total  assets,  as  per  books  of  the  company, $1,634,688  18 

LlABILITIBS. 

Capital  stock $1,000,000  00 

Bonds  issued, 360,000  00 

Notes  payable, 166,000  00 

Unpaid  bills, 73,712  38 

Deposits, 786  67 

Interest  dne  bat  not  paid, . 6,481  26 

Total  liabilities,  as  per  books  of  the  company $1,584,980  25 

Profit  and  loss  balance, ' 49,567  93 

$1,634,638  18 
Manufaoturino  Account. 

Dk.  Ci. 

^       ,,  /gas $96^86 

Operating  expenses,  ^^l^^^ 70,14136 

Income  fh>m  sale  of  gas, $136,935  84 

residuals 23,056  81 

sale  of  electric  light  and  power,  .       .       .  60,215  11 

other  sources,  electric,        .       •       •       .  801  00 

r  gas 63,667  29 

Balance  to  profit  and  loss,   I  ^j^^,^     ....       9,12526 

$280,132  61  $280,132  61 
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Pbopit  and  Loss  Account. 

Dr. 

Balance  Jnne  30, 1892, 

Balance  of  gas  manufkctnringaccoant,    .... 

Balance  of  electric  manufacturing  account,     .       .       .         $9,125  25 

Interest  received, 

Premiums  on  new  stock, 

Other  items  of  income, 

Dividends  declared, 35,600  00 

Interest  paid 31,869  78 

Fittings  account 2,182  27 

Depreciation 792  18 

Commissions  on  sale  of  new  stock, 812  50 

Other  items, 563  62 

Balance  June  30, 1893, 49.557  93 


Ch. 

$43,868  69 

63,667  29 

488  94 

21,976  26 

342  36 


$130,343  53    $130,343  53 


CAMBRIDGE  ELECTRIC  LIGHT  COMPANY. 


ASSBtS. 


Real  estate,       .... 

Steam  plant,      .... 

Electric  plant,   .... 

Lines,  meters,  lamps  and  globes, 

Construction  account. 

Due  for  electric  light  and  power, 

Fuel  on  hand,    .... 

Carbons  on  hand, 

Oil  and  waste  on  hand,     . 

Incandescent  lamps  on  hand, 

Globes  on  hand. 

Other  materials  on  hand,  . 

Unexpired  insurance, 

Horses,  wagons,  etc.. 

Cash  on  hand,    . 

Franchise, .... 


:} 


Total  assets,  as  per  books  of  the  company. 


$432,667  01 

8.707  40 
12,718  62 

2,223  48 
847  06 
140  73 

2,200  00 

800  00 

636  38 

2,497  82 

16,000  00 

$478,228  47 

Liabilities. 

Capital  stock, $200,000  00 

Bonds  issued, 200,000  00 

30,000  00 

6,449  69 

.        .        .  6,426  00 

10.000  00 

.       .       .    $452,874  69 
25,363  78 


Notes  payable,  . 
Unpaid  bills,      . 
Interest  due  but  not  paid. 
Reserved  fund, . 


ToUl  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$478,228  47 
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Manufaotubino  Acoount. 

Dh.  Cb. 

Operating  ezpeoaes, $58,336  >8 

Income  flrom  sale  of  electric  light  and  power, .       •       .  $92,073  40 

Balance  to  profit  and  loss, 33,737  22 

$92,073  40     $92,073  40 

Pbotit  and  Lo68  Account. 

Dk.  Cb. 

Balance  Jnne  30, 1892 $18,855  75 

Balance  of  electric  mannfactoring  account,     .       .  33,737  22 

Wiring  account, 841  42 

Dividends  declared, $12,000  00 

Interest  paid, 14,230  01 

Bad  debts, 1,600  00 

Other  items, 260  00 

Balance  Jane  30, 1893, 25,353  78 


$53,434  39      $53,434  39 


CAMBRIDGE  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $66,142  66 

Machinery  and  mannfactnring  appliances,  \ 

Street  mains V 761,633  49 

Meters, ) 

Due  for  gas,       .       .' 41,516  32 

Gas  coal  on  hand, 5,364  17 

Coke  on  hand, 1,250  00 

Tar  on  hand, 856  00 

Other  gas  materials  on  hand, *  •  5,984  00 

Gas  fixtures  on  hand,  Lungren  lamps, 3,531  50 

Sundry  accounts  due  the  company, 7,329  71 

Cash  on  hand, 22,582  48 

Notes  receivable, 43  74 

Investments 107,081  66 

Total  assets,  as  per  books  of  the  company, $1,013,314  73 

LlABILITIBS. 

Capitol  stock $700,000  00 

Deposits 2,516  60 

Amounts  due  from  the  company,  not  Included  above,    ....  17  95 

Totol  liabilities,  as  per  books  of  the  company,         ....  $702,534  56 

Profit  and  loss  balance, 310,780  18 

$1,013,314  73 

Manvfactu&ino  ACCOUlfT. 

Dr.  Cb. 

Operating  expenses, $134,794  06 

Income  ftom  sale  of  gas $208,366  64 

residual 24,933  03 

other  sources,      ......  510  14 

Balance  to  profit  and  loss,        .       ,       t       .       .       •         99,014  75     

$233,808  81  $233,808  91 
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Pbopit  and  Loss  Account. 

Dr.  Cb. 

Balance  June  30, 1892 $278,725  45 

Balance  of  gas  mannfactnringacoonnt,   ....  99,01475 

Interest  received 2,147  42 

Bents 892  66 

Dividends  declared, $70,000  00 

Balance  Jnne  80, 1898 310,780  18 

1380,780  18    $880,780  18 


CANTON. 
(See  Blue  Hill  Blbotbio  Compant.) 


CHARLE8T0WN  GAS  AND  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate  (gas), $507,690  91 

Machinery  and  mannfactnring  appliances  (gas), 20,600  00 

Due  for  gas, 18,620  80 

Oas  ooal  on  hand, 4,499  21 

Coke  on  hand, 216  00 

Tar  on  hand, 1,687  75 

Enrichers  on  hand, 220  81 

Electric  plant, 94,914  19 

Electric  light  extension, 2,069  79 

Dne  for  electric  light  and  power 2,195  66 

Cash  on  hand, 5,371  24 

Investments, 8,600  00 

Total  assets,  as  per  books  of  the  company, $721,686  26 

Liabilities. 

Capital  stock, $500,000  00 

Notes  payable 72,164  00 

Unpaid  biUs, 2,497  89 

Deposits, 713  62 

Unpaid  dividends, 620  00 

Reserve  fnnd, 3,600  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $579,595  51 

Profit  and  loss  balance, 142,040  76 

$721,636  26 
Manupactukino  Account. 

Db.  Cb. 

Operating  expenses,  /«*■' ^?1*??1  51 

^         *  I  electric, 27,016  99 

Income  from  sale  of  gas, •  $132,831  85 

residuals 17,666  39 

sale  of  electric  light  and  power, .       .       .  36,668  84 

Balance  to  profit  and  loss,   /«*•»•       '       '       '       *         ^•?^  ^ 
\  electric,     ....  9,651  85 


$187,167  06    $187,167  06 
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Profit  and  Loss  Account. 

Db.  Cs. 

Balance  Jane  30, 1892, $132,325  28 

Balance  of  gas  manafbctaring  acoonnt,   ....  66,203  40 

Balance  of  electric  manufacturing  account,    .       .       .  9,651  86 

Rents, 144  00 

Shop  account, 905  78 

BiTldendB  declared, $60,000  00 

Interest  paid 3,189  66 

Depreciation,  electric  plant, 4,000  00 

Balance  June  80, 1893 142,040  76 


$199,280  31    $199,230  31 


CHELSEA  OAS  LIGHT  COMPANY. 


ASSBTS. 

Real  estate  (gas), $170,000  00 

Machinery  and  manufacturing  appliances  (gas),  \ 

Street  mains  (gas), 1 130,000  00 

Meters  (gas),     ....*...    J 

Bae  for  gas 9,682  35 

Oas  coal  on  hand, 6,833  85 

Real  estate  (electric), 12,767  16 

Steam  plant  (electric) 30,766  02 

Electric  plant, 36,839  18 

Lines,  meters,  lamps  and  globes  (electric), 46,313  10 

Dae  for  electric  light  and  power, 4,529  29 

Sundry  accounts  due  the  company, 569  53 

Cash  on  hand 5,394  21 

Total  assets,  as  per  books  of  the  company, $451,184  69 

Liabilities. 

Capita]  stock, $300,000  00 

Bonds  issued, 100,000  00 

Notes  payable 5,000  00 

Deposits, 1,298  00 

Unpaid  dividends, 75  00 

Amounts  reserved  for  discounts, 800  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $406,673  00 

Proiit  and  loss  balance, 44,511  69 

$451,184  69 

MAirVFACTURINO  ACCOUNT. 

Db.  Cr. 

Opemting  expenses,  /«"» •S'^i?  «^ 

I  electric, 27,691  06 

Income  ftom  sale  of  gas, $66,581  83 

residuals, 7,998  77 

sale  of  electric  light  and  power, .       .       .  36,769  65 

Balance  to  profit  and  loss,    /^*   '       *       *       '       *         ^f'??l  ?? 
\  electric,     ....  9,078  60 

$101,349  65  $101,849  65 
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Profit  and  Loss  Accoitnt. 

Dx.  Cb. 

Balance  Jnne  30, 1892, $48,41ft  56 

Balance  ofgasmanufactaring  account,    ....  15,96468 

Balance  of  electric  manufacturing  account,     .       .       .  9,078  50 

Bond  premiums, 410  00 

Rents, 212  00 

Jobbing  account 546  80 

Other  items  of  income, 23  69 

Dividends  declared $18,000  00 

Interest  paid, 4,092  86 

Construction  charged  oflf, 5,662  10 

Depreciation, 2,886  08 

Balance  June  30, 1893, 44,611  69 

S74,661  23      974,651  23 


CHICOPEE  ELECTRIC  LIGHT  COMPANY. 

Assets.. 

Real  estate, • 91,020  77 

Steam  plant, 2,414  16 

Electric  plant, 6,624  76 

Lines,  meters,  lamps  and  globes, 4,296  99 

Due  for  electric  light  and  power, 666  26 

Carbons  on  hand, 80  00 

Oil  and  waste  on  band 10  00 

Total  assets,  as  per  books  of  the  company, $13,952  93 

Profit  and  loss  balance, 3,441  93 

$17,394  86 
Liabilities. 

Capital  stock $10,000  00 

Notes  payable, 7,050  00 

Unpaid  bills 344  86 

Total  liabilities,  as  per  books  of  the  company,         ....  $17,39486 

Mantpaoturino  Account. 

Dr.  Cb. 

Operating  expenses, $3,145  80 

Income  from  sale  of  electric  light  and  power, .       .       .  $6,490  03 

Balance  to  profit  and  loss, 3,344  23 

$6,490  03  $6,490  03 

Profit  and  Loss  Account. 

Ds.  Cb. 

Balance  June  30, 1892, $2,058  58 

Balance  of  electric  manufacturing  account,     .       .       .  3,344  23 

Interest  paid $203  38 

Construction  charged  off, 8,189  02 

Depreciation 452  34 

Balance  J^ne  30, 1893, 3,441  93 


$8,844  74       $8,844  74 
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CHICOPEE  GAS  WORKS. 


Assets. 

Real  estate, 

Machinery  and  manafactnring  appliances, 

Street  mains, 

Meters, 

Dne  for  gas, 

Oas  ooal  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand 

Sundry  accounts  dne  the  company, . 

Office  furniture, 

Caeh  on  hand, 

Notes  receivable, ' 

Investments, 


$20,000  00 

1,684  00 

6,600  00 

2,200  00 

738  78 

361  76 

101  10 

100  00 

600  00 

100  00 

98  49 

7,050  00 

10,000  00 


Total  assets,  as  per  books  of  the  company, $49,434  12 


Liabilities. 


Capital  stock, 


Total  liabilities,  as  per  books  of  the  company, . 
Profit  and  loss  balance, 


Mantjpaotu&ino  Acoouvt. 


Operating  expenses,  . 
Income  from  sale  of  gas,  . 
residuals,     . 
Balance  to  profit  and  loss, 


Profit  and  Loss  Account. 


Balance  June  30, 1892, 

Balance  of  gas  manufacturing  account, 

Interest  received. 

Dividends  declared,  . 

Construction  charged  off. 

Depreciation,     . 

Old  bills  charged  off. 

Balance  June  30, 1893, 


Dr. 
$11,382  43 


3,366  82 

$14,739  26 
Db. 


$1,800  00 

7,441  68 

155  00 

176  84 

19,434  12 


$30,000  00 

$30,000  00 
19,484  12 

$49,434  12 
Cb. 

$14,734  00 
5  26 


$14,739  25 

Ca. 
$26,266  03 
8,366  82 
396  69 


$29,007  64      $29,007  64 


CHICOPEE  MANUFACTURING  COMPANY. 
Manufaoturino  Account. 


Operating  expenses,  . 
Income  from  sale  of  gas,  . 
Balance  to  profit  and  loss, 


Db. 

Cb. 

$6,179  14 

$3,756  60 

1,422  64 

$5,179  14       $6,179  14 
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CITIZENS'  GAS  LIGHT  COMPANY  OF  QUINCY. 

A88BT8. 

Real  estate $9,500  00 

Machinery  and  manafactnring  appliances, 15,000  00 

Street  mains, 32,598  10 

Meters, 8,007  76 

Dae  for  gas, 1,889  46 

Gas  coal  on  band, 8,712  60 

Coke  on  hand, 12  00 

Tar  on  hand, 700  00 

Enricbers  on  hand 30  00 

Other  gas  materials  on  hand, 140  61 

Stoves  on  hand, 518  65 

Gas  fixtures  on  hand, 400  00 

Horses,  wagons,  etc., 175  00 

Office  fhmitare, 100  00 

Cash  on  hand, 607  39 

Total  assets,  as  per  boolu  of  the  company, $68,291  87 

Profit  and  loss  balance, 47,317  21 


$115,608  58 


LlABILITIBB. 


Capital  Stock, $58,000  00 

Notes  payable, 67,000  00 

Unpaid  bills, 6,608  58 

Total  liabilities,  as  per  books  of  the  company,        •       .       .       .  $115,608  68 


BiANUPACTUSINO  ACCOUNT. 

Da.  Cb. 

Operating  expenses, $13,707  49 

Income  from  sale  of  gas, $13,779  65 

residuals, 1,613  85 

other  sources, 201  40 

Balance  to  profit  and  loss, 1,887  41 

$15,694  90      $15,694  90 

Profit  and  Loss  Aocount. 

Balance  June  30, 1892 

Balance  of  gas  manufacturing  account,   . 

Rents, 

Fitting  account, 

Other  items  of  income, 

Interest  paid, 

Old  accounts  not  previously  included,     . 
Balance  June  30, 1893 


Db. 
$46,623  88 

Cb. 

$1,887  41 

128  60 

668  84 

46  21 

1,990  05 

1,383  84 

47,317  21 

$49,947  27 

$49,947  27 
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CITIZENS'   GAS   LIGHT   COMPANY   OF   READING,   SOUTH  READING 
AND  STONEHAM. 

(Works  at  Wakefield.) 

Assets. 

Real  estate  (gas) (21,260  00 

Machinery  and  manafactoring  appliances  (gas), 65,742  64 

Street  mains  (gas), 29,672  40 

Meters  (gas) 2.126  76 

Due  for  gas, 2,202  31 

Gas  coal  on  hand, 626  62 

Coke  on  hand, 81  22 

Parifying  materials  on  hand, 100  00 

Other  gas  materials  on  hand, 1,006  49 

Stoves  on  hand, 43  36 

Real  estate  (electric) 12.307  76 

Steam  plant  (electric), 17,322  86 

Electric  plant 18,476  76 

Lines,  meters,  lamps  and  globes  (electric), 23,224  61 

Patent  rights, 6,000  00 

Due  for  electric  light  and  power, 1,269  62 

Foel  on  hand  (electric  light), 346  96 

Carbons  on  hand, 4  60 

Oil  and  waste  on  hand, 40  00 

Incandescent  lamps  on  hand, 130  86 

Meters, 866  38 

Motors,  tools,  etc.,  on  hand, 662  66 

Horses,  wsgons,  etc., 637  30 

Sondry  accounts  doe  the  company, 784  84 

Office  ftimitare,        .       .       . ' 179  32 

Cash  on  hand,    . 362  98 

Unexpired  insnraiioe,  etc.,        •       .       • 113  90 

Totalassets,  as  per  books  of  the  company, $194,669  28 

Profit  and  loss  balance, *      .       .       .  4,808  63 

$199,367  91 
Liabilities. 

Capital  stock, $96,300  00 

Bonds  Issued, 70,000  00 

Notes  payable, 24,422  38 

Unpaid  bill 8,396  63 

Unpaid  dividends, '      .* 26  00 

Accraed  Interest, 1,226  00 

Total  liabilities,  as  per  books  of  the  company $199,367  91 

Manufactukino  Account. 


Operating  expenses,  -f^*      ' 

(.  electric,       .       . 

Income  from  sale  of  gas,  .... 

residnals,     .... 

sale  of  electric  light  and  power, 

Balance  to  profit  and  loss,   i  ^'    ' 

\  electric,     . 


Dr. 

Cb 

$11,776  81 

7,124  68 

$12,606  37 

1,298  00 

7.386  98 

2,127  66 

262  36 

$21,291  30      $21,291  80 
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Profit  and  Loss  Account. 

Dr.  Cb. 

Balance  Jane  30, 1892 $1,186  81 

Balance  of  gas  manafactaring  acconnt,    ....  $2,127  66 

Balance  of  electric  manafactaring  acooant,     ...  262  35 

Jobbing  account 126  S2 

Interest  paid, 5,301  37 

Old  bills  not  previously  reported, 607  50 

Bad  debts, 229  38 

Balance  Jane  80,  1893 4,808  63 

$7,325  06       $7,325  06 


CLINTON  GAS  LIGHT  COMPANY. 

ASflBTS. 

Real  estate  (gas), $27,000  00 

Street  mains  (gas), 9,000  00 

Meters  (gas), 600  00 

Gas  coal  on  hand, 1,661  60 

Coke  on  baud, 62  00 

Tar  on  band, 200  00 

Enricbers  on  band, 124  02 

Purifying  materials  on  band, 100  00 

Otber  gas  materials  on  band, 295  01 

Real  estate  (electric), 24,000  00 

Steam  plant  (electric), 15,000  00 

Electric  plant, 17,000  00 

Lines,  meters,  lamps  and  globes  (electric), 54,000  00 

Fuel  on  band  (electric) 1,102  12 

Carbons  on  band, 153  00 

Oil  and  waste  on  band, 19  90 

Incandescent  lamps  on  band, 300  25 

Globes  on  hand, 816  17 

Office  furnitare, 200  00 

Casb  on  hand, 4,502  76 

Total  assets,  as  per  books  of  the  company, $155,936  83 

LlABILITIBS. 

Capital  stock, $73,000  00 

Notes  payable 74,000  00 

Total  liabilities,  as  per  books  of  the  company $147,000  00 

Profit  and  loss  balance, 8,936  83 

$155,936  83 

MANtTFAOTUBINO  ACCOUNT. 

DR.  Cr. 

Operating  expenses,  /K**' $12,77120 

\  electric, 14,920  94 

Income  from  sale  of  gag, $12,503  68 

residuals 913  80 

sale  of  electric  light  and  power, .       .       .  19,886  62 

Balance  to  profit  and  loss,   /  «" ^^  ^^ 

\  electric,     ....  4,965  68 

$33,304  00  $33,304  00 
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Pbofit  and  Lob8  Acoount. 

Db.  Cs. 

Balaoce  Jane  30, 1892, f  9,216  68 

Balance  of  gas  mannfactarlng  acconnt 646  18 

Balance  of  electric  manufacturing  acconnt,     .       .       .  4,965  68 

DlTidendB  declared, f  1,460  00 

Interest  paid, 3,983  96 

Depreciation, 447  75 

Balance  June  30, 1893, 8,936  83 

$14,828  54      $14,828  54 


COHASSET  ELECTRIC  COMPANY. 

ASSBTS. 

Beal  estate, $4,221  89 

Steam  plant • 7,604  85 

Electric  plant 17,438  15 

Lines,  meters,  lamps  and  globes, 13,778  61 

Dne  for  electric  light  and  power, 571  82 

Fuel  on  hand, 145  50 

Oil  and  waste  on  hand, 52  10 

Incandescent  lamps  on  hand, 64  00 

Other  materials  on  hand, 35  00 

Sundry  accounts  due  the  company, 13  84 

Cash  on  hand, 920  11 

Total  assets,  as  per  books  of  the  company, $44,835  87 


LlilBILITIBS. 

Capital  stock $30,000  00 

Bonds  issued, 9,000  00 

Unpaid  bills 3,108  79 

Depreciation  fund, 1,000  00 

Total  liabilities,  as  per  books  of  the  company, $43,108  79 

Profit  and  loss  balance, 1,727  08 

$44,835  87 

Manupacturimo  Account. 

Da.  Cb. 

Operating  expenses, $5,257  50 

Income  firom  sale  of  electric  light  and  power, .       .       .  $7,095  62 

Balance  to  profit  and  loss, 1,838  12 

$7,095  62       $7,095  62 

Pbotit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30, 1892 $616  33 

Balance  of  electric  manufacturing  account,     .       .       .  1,838  12 

Interest  received, 23  69 

Other  items  of  income, ^  3  00 

Interest  paid $239  65 

Depreciation 514  41 

Balance  June  30,  1893,      .......  1,72708 


f2,481  14        $2^481  H 
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COTTAGE  CITY  GAS  AND  ELECTRIC  COMPANY. 
Assets. 


Real  estate  (gas), 

Machinery  and  mannfactarlng  appliances  (gas). 

Street  mains  (gas), 

Meters  (gas), 

Dae  for  gas, 

Gas  coal  on  hand, 

Enrichers  on  band, 

Other  gas  materials  on  hand, 

Stoves  on  hand, 

Gas  fixtures  on  hand« 

Real  estate  (electric), -^ 

Steam  plant  (electric), I 

Electric  plant, | 

Lines,  meters,  lamps  and  globes  (electric),     .  J 
Dae  for  electric  light  and  power, 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand,   .... 
Other  electric  materials  on  hand,     . 
Sundry  accounts  due  the  company, 

Office  furniture, 

Cash  on  hand, 


f2l,992  SO 

364  48 
72  60 
60  00 
30132 
237  09 
219  75 

9,082  42 


170  00 

300 

3550 

49  66 

65  33 

43  50 

12164 

Total  assets,  as  per  books  of  the  company, $32,818  79 


Liabilities. 

Capital  stock, $25,000  00 

Notes  payable 2,000  00 


Total  liabilities,  as  per  books  of  the  company, $27,000  00 


Profit  and  loss  balance. 


6,818  79 


Manufacturing  Account. 


fgM, 


Operating  expenses,  |ele(!tric.*       !       .' 
Income  flrom  sale  of  gas,  .... 

other  sources,  gas, 

sale  of  electric  light  and  power, 
fgas, 


Balance  to  profit  and  loss,    |  electric      ! 


Profit  and  Loss  Account. 


Balance  June  30, 1892 

Balance  of  gas  manufacturing  account,   . 
Balance  of  electri# manufacturing  account. 

Interest  paid, 

Balance  June  30,  1893,      .       .       •       • 


$32,818  79 

Ds. 

Cb. 

$3,468  69 

1,152  23 

$4,050  99 

219  56 

2,225  00 

811  86 

1,072  77 

$6,496  56 

$6,495  55 

Db. 

OL 

$4,0S6  16 

81186 

1,072  77 

$122  00 

5,818  79 

$5,940  79       $5,940  79 
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DANVERS  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, \ 

Machinery  and  manufkctaring  appliances,  y $21,782  95 

Street  mains,     .       .       .       .       .       .  J- 

Meters 462  08 

Dae  for  gas,    ' 312  60 

Gas  coal  on  band, 266  75 

Coke  on  hand 10  00 

Tar  on  hand, 90  00 

StOYCS  on  hand,         .       .       .       .       .        .       .       .       .       .       .  10  00 

Gas  fixtures  on  hand,    -  . 7  50 

Cash  on  hand, 876  60 

Notes  receivable,       . 200  00 

Total  assets,  as  per  books  of  the  company, f  24,018  98 

LlABILITIBS. 

Capital  stock, 20,000  00 

Notes  payable 1,000  00 

Unpaid  bills, 47  47 


Total  liabilities,  as  per  books  of  the  company, $21,047  47 

Profit  and  loss  balance, 2,971  01 


Manupactukino  Aocount. 


Operating  expenses,  . 
Income  itom  sale  of  gas,  . 

residuals,     . 

other  sonrces. 
Balance  to  profit  and  loss. 


Profit  and  Loss  Account. 


Balance  Jnne  30, 1892, 

Balance  of  gas  mannfactnring  acconnt. 

Other  items  of  income. 

Dividends  declared,  .... 

Interest  paid, 

Depreciation, 

Balance  Jane  30, 1893,      . 


$24,018  98 

Dk. 

Gs. 

f  4,085  52 

6,640  88 

228  79 

18  00 

1,697  16 

f5,782  67 

$6,782  67 

Db. 

Cb. 

' 

$2,169  42 

1,697  16 

191  00 

$400  00 

131  35 

644  71 

2,971  61 

$4,047  67       $4,047  67 


DEDHAM  electric  COMPANY. 

Absbts. 

Real  estate, $13,768  68 

Steam  pUnt 15,162  76 

Electric  plant, 11,849  23 

Lines,  meters,  lamps  and  globes 64,916  68 
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Patent  rights, $6,741  78 

Dae  for  electric  light  and  power 2,094  48 

Fuel  on  hand, 76  46 

Carbon^  on  hand, 48  00 

Oil  and  waste  on  band 28  76 

Incandescent  lamps  on  hand, 848  80 

Globes  on  band 21  86 

Office  fhmitnre 16  00 

Other  electric  materials  on  hand, 437  61 

Horses,  wagons,  etc., 464  60 

Sundry  accounts  due  the  company, 633  80 

Insurance, 326  63 

Advanced  interest, 426  36 

Cash  on  hand, 193  16 

Notes  recelTable, 1,207  60 

Total  assets,  as  per  books  of  the  company, f  118,147  91 

LlABILITIBS. 

Capital  stock, f60,000  00 

Notes  payable, 62,646  63 

Unpaid  bills, 2,170  26 

Interest  due  but  not  paid, 157  04 

Total  liabilities,  as  per  books  of  the  company,        ....  $114,873  92 

Profit  and  loss  balance, 3,273  99 

$118,147  91 
Manufaotubino  Account. 

Db.  Cs. 

Operating  expenses, $7,947  97 

Income  from  sale  of  electric  light  and  power, .       .       .  $13,763  08 

Income  from  other  sources, 28  60 

Balance  to  profit  and  loss, 6,833  61 

$13,781  68  $13,781  58 

Pbofit  and  Loss  Account. 

De.  Cb. 

Balance  June  30,  1892, $1,176  43 

Balance  of  electric  manufacturing  account,     .       .       .  6,833  61 

Guarantee  fund, 1,763  60 

Other  items  of  income, 309  04 

Dividends  declared, $3,600  00 

Interest  paid 2,198  69 

Balance  June  80, 1893, 3,273  99 

$9,072  68  $9,072  68 


DEDHAM  AND  HYDE  PARK  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate $7,704  12 

Machinery  and  manufacturing  appliances, 11,866  22 

Stroet  mains, 22,193  97 

Meters 1,422  46 

Due  for  gas, 1,055  85 

Gas  coal  on  hand, «       •       ,       ,       ,  781  87 
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Coke  on  hand, $78  78 

Tar  on  hand, 601  00 

StOYea  on  hand,         .       .       .)                           .     '.       .               .  2  243  96 
Gas  engines  and  fixtures, .       . ) 

Horses,  wagons,  etc., 331  68 

Sundry  accounts  due  the  company, 35  40 

Office  furniture, 160  42 

Cash  on  band 1,934  12 

Inyestments, 480  00 

Total  assets,  as  per  books  of  the  company f  50,789  85 

Profit  and  loss  balance, 67,868  11 

f  108,652  96 
Liabilities. 

Capital  stock, $100,000  00 

Bonds  issued 8,600  00 

Unpaid  bills, 25  46 

Interest  due  but  not  paid, 127  50 

Total  liabilities,  as  per  books  of  the  company, f  108,652  96 

Manufacturino  Account. 

Dc  Gb. 

Operating  expenses, f  10,971  85 

Income  from  sale  of, $12,087  75 

residuals 1,063  29 

other  sources, 161  95 

Balance  to  profit  and  loss, 2,841  14 

$18,812  99  $13,312  99 
Profit  and  Lose  Account. 

Dr.  cb. 

Balance  June  30, 1892 $68,840  52 

Balance  of  gaa  manufacturing  account,   ....  $2,341  14 

Rents, 84  00 

Interest  paid 572  54 

Depreciation, 875  19 

Balance  June  30, 1893, 67,863  11 

$60,288  25  $60,288  25 


DORCHESTER  GAS  LIGHT  COMPANY. 

ASSBTS. 

Real  estate \ 

Machinery  and  manufacturing  appliances,  I $640,368  94 

Street  mains, J 

Meters, 20,009  01 

Due  for  gas, 14,294  84 

Gas  on  hand, 79  83 

Enrichers  on  hand, 2  97 

Purifying  materials  on  hand, 298  86 

Other  gas  materials  on  hand, 3,394  76 

Gas  fixtures  on  hand, 144  63 

Sundry  accounts  due  the  company, 941  93 

Cash  on  hand, 4,698  68 

Notes  receiyable, 5,417  00 

Total  assets,  as  per  books  of  the  company,      .       .              .       .  $589,641  44 
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LZABILITIKS. 

Capital  stock,  2  .       .       .  ' $400,000  00 

Unpaid  bills, 18,070  21 

Deposits 872  05 

Totalliabilities,  as  per  books  of  the  company $413,942  26 

Profit  and  loss  balance, 175,699  18 

$589,541  44 

Mamufaotukino  Account. 

Ds.  Cb. 

Operating  expenses $80,954  97 

Income  flrom  sale  of  gas, $125,390  53 

Income  from  other  soarces, 41  00 

Balance  to  profit  and  loss, 44,476  56 

$125,431  53  $125,431  53 

Pbofit  and  Loss  Aooount. 

Dr.  Cb. 

Balance  June  30, 1892, $161,937  70 

Balance  of  gas  manufactaring  account,    ....  44,47666 

Interest  reoeiyed, 138  04 

Bents, 1,046  88 

Dividends  declared, $32,000  00 

Balance  June  30, 1893, 175,599  18 

$207,599  18  $207,599  18 


EAST  BOSTON  GAS  LIGHT  COMPANY. 
Assets. 


Real  estate, 

Machinery  and  manufacturing  appliances. 

Street  mains, 

Meters, 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand, 

Purifying  materials  on  hand,   . 
Other  gas  materials  on  hand,   . 

Stoves  on  hand, 

Gas  fixtures  on  hand,  .... 
Horses,  wagons,  etc.,  .... 
Sundry  accounts  due  the  company, . 

Cash  on  band, 

Inyestments, 


$229,037  OO 

6,069  64 

2,811  42 

45  OO 

126  48 

998  00 

110  57 

1.498  49 

828  50 

511  32 

25,620  15 

40,450  00 

Total  assets,  as  per  books  of  the  company, $307,606  57 

Liabilities. 

Capital  stock $220,000  00 

Unpaid  bills 2,608  57 

Deposits, 684  87 

Total  liabilities,  as  per  books  of  the  company,        ....  $223,193  44 

Profit  and  loss  balance 84,413  13 


$307,606  57 
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Mantjfacturino  Account. 

Dk. 

Operating  expenses, ^,518  12 

Income  from  sale  of  gas,  ....... 

residuals, 

other  sources, 

Balance  to  profit  and  loss, 24,161  05 

f  79,669  17 

Profit  and  Loss  Account. 

db. 

Balance  June  30, 1892, 

Balance  of  gas  manafactnring  account,  .       .        i       . 

Interest  received 

Jobbing  accoont, 

Other  items  of  income, 

DiYidends  declared, $22,000  00 

Depreciation 2,451  79 

Balance  June  30«  1893, 84,413  13 


$70,466  75 

8,995  91 

206  51 

$79,669  17 

Cr. 

$81,231  00 

24,151  05 

3,054  68 

411  53 

16  66 

$108,864  92    $108,864  92 


EASTHAMPTON  GAS  COMPANY. 

Assets. 

Real  estate  (gas), $9,500  00 

Machinery  and  manufacturing  appliances  (gas), 10,600  00 

Street  mains  (gas), 8,000  00 

Meters  (gasj 500  00 

Due  for  gas, 611  00 

Oas  coal  on  hand 175  00 

Coke  on  hand, 75  00 

Tar  on  band 325  00 

Enrichers  on  band, 240  00 

Purliying  materials  on  hand, 12  00 

Other  gas  materials  on  hand, 60  00 

Gas  fixtures  on  hand, 2,286  71 

Real  estate  (electric), 2,689  01 

Steam  plant  (electric), 5,350  00 

Electric  plant, 536  25 

Lines,  meters,  lamps  and  globes  (electric), 40  00 

Patent  rights, 36  00 

Due  for  electric  light  and  power, 40  00 

Other  electric  materials  on  hand, 20  00 

Cash  on  hand 395  26 

Total  assets,  as  per  books  of  the  company, $41,281  23 

Liabilities. 

Capital  stock, $30,000  00 

Notes  payable, 5,000  00 

Total  liabilities,  as  per  books  of  the  company, $35,000  00 

Profit  and  loss  balance, 6,281  23 

$41,281  23 
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Manufacturing  Account. 


Operating  expenses,  5  ^*  .  ' 
( eiectnc, 

Income  from  sale  of  gas, 

residuals, 

other  sonrces,  gas, 

sale  of  electric  light  and  power, . 

other  sources,  electric, 

Balance  to  profit  and  loss,    I  ^*  .* 
(electric. 


Pbofit  and  Losr  Account. 


Balance  June  30, 1892,  .... 
Balance  of  gas  manufacturing  account,  . 
Balance  of  electric  manufacturing  account, 

Dividends  declared, 

Interest  paid. 

Balance  June  30, 1803 


DR. 

Cr. 

f  6,872  eO 

1,969  12 

f8,668  6I 

468  76 

760 

2,103  76 

60  00 

3,172  17 

194  64 

f  11,198  63 

$11,198  63 

Db. 

Ck. 

$6,122  75 

8,172  17 

194  64 

$1,800  00 

408  33 

6,281  23 

$8,489  66        $8,489  66 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OP  BOSTON. 


ASBBTS. 


Real  estate, 

Steam  plant, 

Electric  plant, 

Lines,  meters,  lamps  and  globes, 

Patent  rights 

Due  for  electric  light  and  power, 
Carbons  on  hand,     .       .       .       . 
Oil  and  waste  on  hand,    • 
Incandescent  lamps  on  hand,  . 
Globes  on  hand,        .       .       .       . 
Other  electric  materials  on  hand, 
Motors  on  hand,        .       .       .       . 
Electric  fixtures  on  hand, . 
Horses,  wagons,  etc., 
Sundry  accounts  due  the  company, . 

Cash  on  hand, 

Notes  receivable,       .       .       .       . 


.  $2,774,413  66 


62,688  02 


130,126  18 


36,062  97 

69,397  47 

3,106  11 

Investments,  real  estate, 226,912  06 


Total 


i,  as  per  books  of  the  company $3,300,664  46 


LlABILITIBS. 

Capital  Stock, $2,070,800  00 

Bonds  issued 780,600  00 

Notes  payable, 299,000  00 

Unpaid  bills, 1,629  29 

Deposits, '     .  845  09 

Suspense  accounts, 12,102  27 

Interest  due  but  not  paid, 6,146  00 
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Beseryed  fund, $24,000  00 

Depreciation  fund, 60,000  00 

Amoantfl  dne  from  tbe  company,  not  included  above,    ....  19,157  42 

Total  llabUlties,  aa  per  books  of  tbe  company,         ....  $8,274,179  07 

Profit  and  loss  balance,    . 26,475  39 

$3,300,604  46 
Manufacturino  Account. 

Dr.  Or. 

Operating  expenses, $329,717  44 

Income  from  sale  of  electric  light  and  power, .       .       .  $567,996  99 

other  sources,  electric,        ....  392  63 

Balance  to  profit  and  loss 238,671  18 

$668,388  62  $568,388  62 

Pbotit  and  Loss  Account. 

Dr.  Gr. 

Balance  June  30, 1892, $62,413  47 

Balance  ofelectricmannfactnring  account,     .       .  238,67118 

Interest  received, 3,683  22 

Sale  of  supplies 4,248  60 

Steam  sales, 4,277  02 

Dividends  declared, $149,298  00 

Interest  paid, 38,420  00 

Depreciation, 65,000  00 

Depreciation  fund, 24,000  00 

Balance  June  80, 1893 26,476  39 

$308,193  39  $303,193  39 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OP  BROCKTON. 

Absbts. 

Real  esUte, $62,102  69 

Steam  plant 36,778  19 

Electric  plant, 78,603  13 

Lines,  meters,  lamps  and  globes, 67,632  81 

Patent  rights, 19,000  00 

Incandescent  lamps  on  hand, 274  43 

Electric  materials  on  hand, 2,543  20 

Motors  on  hand, 272  40 

Horses,  wagons,  tools,  etc., 9,034  48 

Sundry  accounts  due  the  company, 8,378  96 

Interest  and  insurance  prepaid, 535  90 

Cash  on  hand, 439  67 

Total  assets,  as  per  books  of  the  company, $275,595  76 

Liabilities. 

Capital  stock, $100,000  00 

Bonds  issued, 100,000  00 

Notes  payable, .       .  44,750  00 

Unpaid  bills 2,790  95 

Interest  accrued, 1,000  00 

Depreciation  fund 27,054  81 

Total  liabilities,  as  per  books  of  the  company,        ....  $275,59576 
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Manxjpacturino  Account. 

De.  Cb. 

Operating  expensoB, $41,550  01 

Income  from  sale  of  electric  light  and  power, .       .       .  $62,461  48 

Balance  to  profit  and  loss, 20,911  47 

$62,461  48      $62,461  48 

Propit  and  Loss  Account. 

Dr.  Cb. 

Balance  of  electric  manufacturing  account,     .       .       .  $20,911  47 

Other  items  of  income, 185  59 

DiTidends  declared, $6,000  00 

Interest  paid, 8,280  00 

Material  and  fixture  accountu, 456  53 

Depredation  fund, 6,230  00 

Other  items, 125  63 

$21,097  06      $21,097  06 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  FALL  RIVER. 

Assets. 


} 


Real  estate. 

Steam  plant,     \ $77,188  89 

Electric  plant. 

Lines,  meters,  lamps  and  globes 43,967  90 

Patent  rights 10,000  00 

Due  for  electric  light  and  power, 1,082  14 

Other  electric  materials  on  hand 6,439  42 

Motors  on  hand 9,623  01 

Sundry  accounts  due  the  company 3,864  80 

Cash  on  hand, 919  76 

Total  assets,  as  per  books  of  the  company $153,085  92 


Liabilities. 

Capital  stock $90,000  00 

Notes  payable, 43,500  00 

Unpaid  bills, 8,656  22 

Total  liabilities,  as  per  books  of  the  company,         ....  $142,156  22 

Profit  and  loss  balance 10,929  70 

$153,085  92 

Manufacturing  Aocount. 

Db.  Cb. 

Operating  expenses, $30,788  64 

Income  from  sale  of  electric  light  and  power, .  $46,117  44 

Income  from  other  sources,  electric,        ....  1,386  00 

Balance  to  profit  and  loss, 16,664  80 


$47,453  44      $47,453j;44 
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Profit  and  Loss  Account. 

Dk.  Cb. 

Balance  Juno  30. 1892, $3,460  79 

Balance  ofelectricxDanufactariDg  account,     .        .       .  16,664  80 

Dividends  declared $7,200  00 

Interest  paid, 1,117  22 

Wiring  account, 878  67 

Balance  June  30, 1893, 10,929  70 


$20,126  59      $20,125  59 


ELECTRIC  LIGHT  AND  PATENT  FLOORING  COMPANY  OF  AMESBURY. 
(See  Ambsburt  Elbotrio  Light,  Heat  and  Power  Company.) 


ELECTRIC  LIGHT  AND  POWER  COMPANY  OF  ABINGTON  AND 
ROCKLAND. 

(See  Abinoton  and  Rockland.) 


ELIOT  FALLS  ELECTRIC  LIGHT  COMPANY. 
(From  Feb.  1, 1893.) 

ASSBTS. 

Electric  plant $83,259  60 

Due  for  electric  light  and  power, 188  00 

Cash  on  hand, 1,337  41 

Total  assets,  as  per  books  of  the  company, $84,785  01 

Liabilities. 

Capital  stock, $81,800  00 

Notes  payable, 1,580  00 

Unpaid  bills, 1,338  26 

Total  liabilities,  as  per  books  of  the  company,         ....      $84,718  26 
Profit  and  loss  balance, 66  76 

$84,785  01 
Manufacturing  Account. 

Dr.  Cb, 

Operating  expenses, •     .  $1,102  46 

Sale  of  electric  light  and  power, $1,172  04 

Balance  to  profit  and  loss, 69  58 

$1,172  04       $1,172  04 

Profit  and  Loss  Account. 

Db.  Cr. 

Balance  of  electric  manufacturing  account,     .  $69  58 

Interest  paid, •    .  $2  83 

Balance  June  30, 1893, 66  75 


$69  58  $69  68 
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FALL  RIVER  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Roal  estate  (electric) f  26,800  00 

Steam  plant, 38,066  04 

Electric  plant, 48,244  12 

Lines,  meters,  lamps  and  globes, 58,671  65 

Patent  rights, 8,000  00 

Dne  for  electric  light  and  power 6,619  41 

Cash  on  hand, 13,969  29 

Total  assets,  as  per  books  of  the  company, $200,370  51 

Liabilities. 

Capital  stock, $160,733  34 

Notes  payable, 10,500  00 

Unpaid  bills, 1,200  00 

Reserved  ftind, 19,500  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $191,933  34 

Profit  and  loss  balance, 8,437  17 

$200,370  51 

MANUFAOTUaiNO  ACCOUNT. 

Ds.  Ca. 

operating  expenses, $43,758  00 

Income  from  sale  of  electric  light  and  power, .  $67,870  84 

Balance  to  profit  and  loss, 24,112  84 

$67,870  84  $67,870  84 

Profit  and  Loss  Account. 

Db.  Cb. 

Balance  Jane  30, 1892, $4,811  87 

Balance  of  electric  manufactaring  account,     .  24,112  84 

Patent  rights  previously  charged  off,        ...        .  8,000  00 

Dividends  declared, $7,200  00 

Interest  paid, 1,787  54 

Reserve  fand 19,500  00 

'Balance  June  30,  1893, 8,437  17 

$36,924  71  $36,924  71 


FALL  RIVER  GAS  WORKS  COMPANY. 

Assets. 

Real  estate $135,169  97 

Machinery  and  manufacturing  appliances, 69,873  09 

Street  mains  and  services,         .       ? 104,406  88 

Meters, 22,170  49 

Due  for  gas, 3,979  70 

Gas  coal  on  hand 1,567  24 

Tar  on  hand, 1,326  75 

Oil  on  hand. 652  69 

Purifying  materials  on  hand, 19  65 

Other  materials  on  hand,  .       « 3,688  13 

Stoves  on  hand, 2,260  00 

Gas  fixtures  on  hand, 440  90 

New  construction, 2,510  62 
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GasengineSi $871  50 

Fael  experiments 12  30 

Tools,  wagons,  etc., 86  40 

Sandry  accounts  due  the  company 985  70 

Office  furnltnre, 434  21 

Cash  on  hand 37,919  21 

Total  assets,  as  per  books  of  the  company, $388,375  43 

Liabilities. 

Capital  stock, $288,000  00 

Unpaid  bills 7,235  28 

Deposits, 287  00 

Total  liabilities,  as  per  books  of  the  company, $295,522  28 

Profit  and  loss  balance, 92,853  15 

$388,375  43 

Manufacturing  Account. 

Dr.  Cr. 

Operating  expenses $38,067  07 

Income  from  sale  of  gas $80,038  47 

residual 182  29 

other  sources, 184  80 

Balance  to  profit  and  loss, 42,338  49 

$80,405  66  $80,405  56 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jane  30, 1892, $79,446  57 

Balance  ofgas  manufacturing  account,    ....  42,33849 

Rents 767  70 

Other  items  of  income, 9  55 

DiTidends  declared, $28,800  00 

Interest  paid, 1  68 

Depredation, 160  94 

Old  bills  not  previously  reported, 746  54 

Balance  June  30, 1893,      . 92,863  15 

$122,562  31  $122,562  31 


FITCHBURG  GAS  COMPANY. 

Assets. 

Real  estote  (gas) $8,500  00 

Machinery  and  manufacturing  appliances  (gas), 17,659  87 

Street  mains  (gas), 15,000  00 

Meters  (gas), 6,000  00 

Due  for  gas, 3,174  05 

Gas  coal  on  hand, 600  00 

Enrichers  on  hand, 100  00 

Water  works 2,163  33 

Real  estate  (electric) 22,705  85 

Steam  plant  (electric) 8,000  00 

Electric  plant, 34,000  00 

Lines,  meters,  lamps  and  globes  (electric), 39,23107 

Due  for  electric  light  and  power, 71177 

Fuel  on  hand  (electric) 200  00 
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Sundry  accounts  due  the  company, 

Cash  on  hand, 

Notes  receivable,       .       .       .       . 


Total  assets,  as  per  books  of  the  company, 
Liabilities. 


Capital  stock. 
Notes  payable, 


Total  liabilities,  as  per  books  of  the  company, 

Manupactubino  Account. 


[JaD. 

$3,.')01  36 

2,567  50 

185  20 

$163,200  00 


f  150,000  00 
13,2CN)00 

$163,200  00 


Ck. 


fgas $26,161  77 

22,731  19 


Operating  expenses,    . 

I  eieccrtc,        .       . 

Income  from  sale  of  gas, 

residuals, 

other  sources,  gas, 

sale  of  electric  light  and  power, . 

Balance  to  profit  and  loss,   j  ^*    ' 

1  electric,      . 


Profit  and  Loss  Account. 


Balance  of  gas  manufacturing  account,   . 

Balance  of  electric  manufacturing  account. 

Jobbing  account, 

Water  rents, 

Dividends  declared. 

Interest  paid,     . 

Depredation,     . 


$35,803  40 

4,766  29 

143  37 

31,502  99 

14,561  29 

8,771  80 

$72,216  05 

$72,216  05 

Db. 

Ci. 

$14,561  29 

8,771  80 

867  20 

284  50 

$15,000  00 

1.171  25 

8,313  54 

$24,484  79      $21,481  79 


FRAMINGHAM  ELECTRIC  COMPANY. 


A08ST8. 


Real  estate,       .... 
Steam  plant,      .... 
Electric  plant,    .... 
Lines,  meters,  lamps  and  globes. 
Inside  wiring,    .... 

Franchise, 

Due  for  electric  light  and  power. 

Fuel  on  hand 

Carbons  on  hand, 

Oil  and  waste  on  hand,     . 

Incandescent  lamps  on  hand,   . 

Globes  on  hand. 

Other  electric  materials  on  hand. 

Sundry  accounts  due  the  company, 

Office  fhmiture, 

Cash  on  hand,   .... 


$12,902  87 
24^73  03 
41,168  20 
49,793  50 
21,848  27 
3,062  35 
3,558  40 


1,079  27 


484  06 
168  00 
99  20 


Total  assets,  as  per  books  of  the  company, $158,637  15 
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Liabilities. 

Capital  stock $80,000  00 

Bonds  issned, 60,000  00 

Notes  payable, 135  00 

Unpaid  bills 22,117  62 

Total  liabllitieB,  as  per  books  of  the  companj f  152,252  62 

Profit  and  loss  balance, 6,284  53 

f  158,037  16 
MANVFAOTuanfO  Account. 

Di.  Cv. 

Operating  expenses f  15,026  07 

Income  fh>m  sale  of  electric  light  and  power,         .       .  f  19,371  03 

other  sources, 199  92 

Balance  to  profit  and  loss, 4,544  88 

f  19,570  95  f  19,570  95 

Pbofit  and  Loss  Accoxtnt. 

Db.  Cr. 

Balance  Jane  30,  1892, ^,747  90 

Balance  of  electric  manafactnring  account,    .       .       .  4,514  88 

Interest  paid, $3,008  25 

Balance  Jane  30, 1893 6,284  53 

19,292  78  19,292  78 


FRAMINGHAM  GAS,  FUEL  AND  POWER  COMPANY. 

Absbts. 

Real  estate, $31,948  64 

Machinery  and  manufacturing  appliances, 31,140  25 

Street  mains, 27,888  30 

Meters, 2,826  43 

Due  for  gi&, 737  55 

Gas  coal  on  hand 224  68 

Purifying  materials  on  hand, 135  00 

Other  gas  materials  on  hand, 971  54 

Jobbing  materials  on  hand, 355  18 

Stoves  on  hand,,       .1  . 

Gas  fixtures  on  hand,    J ^*^^  ** 

Tools 756  28 

Horses,  wagons,  etc., 216  76 

Sundry  accounts  due  the  company 2,293  86 

Office  furniture 1,044  71 

Cash  on  hand, 200  81 

Patent  rights  and  franchise, 40,000  00 

Total  assets,  as  per  books  of  the  company, $143,199  42 

Profit  and  loss  balance, 30,590  30 


$178,789  72 
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Liabilities. 

Capital  stock, f  75,000  00 

Bonds  Issned, 76,000  00 

Notes  payable, 12,682  32 

Unpaid  bills, 1,867  40 

Interest  due  bnt  not  paid, 9,750  00 

Total  liabilities,  as  per  books  of  the  oompan  j, f  178,789  72 

Manupactukino  Account. 

Ds.  Cb. 

Operating  expenses f  7»120  39 

Income  from  sale  of  gas, $5,626  98 

other  sources, 68  00 

BaUnoe  to  profit  and  loss, 1,426  41 

17,120  39       17,120  39 

Profit  and  Loss  Accottnt. 

Di.  Cx. 

Balance  Jnoe  30, 1892, f  24,394  99 

Balance  of  gas  manufacturing  account,    ....  1,426  41 

Sundry  Items  of  Income, f  272  73 

Interest  paid, 4,600  00 

Jobbing  account, 642  63 

Balance  Jane  30,  1893, 30,590  30 

$30,863  08      180,863  03 


FRANKLIN. 
(See  Union  Elbctbic  Liout  Coicpant.) 


FRANKLIN  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Electric  plant, ^  f  11,007  46 

Cash  on  hand, 774  51 

Total  assets,  as  per  books  of  the  company fl  1,781  97 

LlABILITIBS. 

Capital  stock, f  10,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....  f  10,000  00 

Profit  and  loss  balance, 1,781  97 

f  11,781  97 

Manufacturing  Account 

Db.  Cx. 

Operating  expenses, f  2,707  46 

Income  flt>m  sale  of  electric  light  and  power, .       .       .  f3,928  44 

Balance  to  profit  and  loss, 1,215  99 


f3,928  44       f3,928  44 
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PbOFIT  AMD  L088  AOOOUNT. 


Balance  June  80, 1892,      .... 
Balance  of  electric  manafactnring  accoant, 

Dividends  declared, 

Interest  paid, 

Balance  June  30, 1893,      .... 


Db. 

Cb. 

$1,009  14 

1,215  99 

•600  00 

3  16 

1.781  97 

$2,286  13       $2,286  18 


GARDNER  ELECTRIC  LIGHT  COMPANY, 

ASSBTI. 

Real  estate $8,300  00 

Steam  plant, 9,002  76 

Electric  plant, 14,474  90 

Lines,  meters,  lamps  and  globes, 16,613  83 

Dae  ftnr  electric  light  and  power, 1,173  17 

Fael  on  hand, 266  20 

Carhons  on  hand, 110  00 

Oil  and  waste  on  hand 14  00 

Incandescent  lamps  on  hand, 369  27 

Globes  on  hand, 10  66 

Other  electric  materials  on  hand, 966  21 

Sundry  accounts  due  the  company, 206  16 

Office  furniture 38  92 

Cash  on  hand, 1,124  36 

Notes  receivable 181  46 

Total  assets,  as  per  books  of  the  company, $60,83176 

LlABILITIBS. 

Capital  stock, $30,000  00 

Unpaid  bills 364  96 

Reserved  fund, 16,000  00 

Total  liabilities,  as  per  books  of  the  company $46,364  96 

Profit  and  loss  balance 6,466  81 

$50,831  76 
Manvfacturino  Account. 

Ds.  Cb. 

Operating  expenses, $8,618  68 

Income  from  sale  of  electric  light  and  power, .       .       .  $13,479  66 

other  sources, *      .  35  14 

Balance  to  profit  and  los 4,996  12 

$13,514  70  $13,614  70 

Profit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30,  1892, $7,182  11 

Balance  of  electric  manufacturing  acconnt,     .       .       .  4,996  12 

Other  items  of  income, 866  61 

Dividends  declared, $2,600  00 

Interest  paid, 9  70 

Depreciation, 4,968  00 

Other  items,        ..........  109  23 

Balance  June  30, 1893^       ..,.,,.  6,466  81 

$13,043  74  $13,043  74 
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GARDNER  0A8  WORKS. 
(Mrs.  M.  L.  Raggles.) 

AS8BT8. 

Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Stoves  on  hand, 200  00 

Qas  fixtures  on  hand,       . 40  00 

Total  assets,  as  per  books  of  the  company, f  14,340  00 

Liabilities. 

Notes  payable, f  12,500  00 

Unpaid  bills 408  00 

Total  liabilities,  as  per  books  of  the  company, f  12,993  00 

Profit  and  loss  balance, 1,847  00 


Mantjfaotubino  'Aocoitkt. 


operating  expenses,  . 
Income  flrom  sale  of  gas,  . 
Balance  to  profit  and  loss. 


Profit  and  Lobs  Account. 


Balance  June  30, 1892,      .... 
Balance  of  gas  mannftictnring  account,   . 

Fixture  account, 

Interest  paid, 

Balance  June  30, 1893 


f  14,340  00 

Ds. 

Ce. 

17,677  89 

$7,365  32 

312  07 

17.677  39 

$7,677  39 

DR. 

CR. 

$1,711  39 

$312  07 

697  68 

760  00 

1,347  00 

$2,409  07       $2,409  07 


GLOUCBSTER  ELECTRIC  COMPANY. 

Assbts. 

Real  estate, $37,794  80 

Steam  plant, 33,267  18 

Electric  plant, 31,300  43 

Lines,  meters,  lamps  and  globes, 16,192  80 

Patent  rights, 6,000  00 

Due  for  electric  light  and  power, 3,485  40 

Fuel  on  hand, 1,461  60 

Carbons  on  hand, 25  00 

Oil  and  waste  on  hand, 13  00 

Incandescent  lamps  on  hand, 617  85 

Globes  on  hand, 75  64 

Horses,  wagons,  etc 195  03 

Sundry  accounts  due  the  company, 1,754  68 

Office  furniture 87  00 

Cash  on  hand, 1,007  77 

Total  assets,  as  per  books  of  the  company $132.278  18 
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LlABILITIBS. 

Capital  stock f  60,000  00 

Bonds  Issaed, 00,000  00 

Notes  payable, 12,767  77 

Unpaid  bills, 8,367  66 

Interest  dae  but  not  paid, 760  00 

Total  liabilities,  as  per  books  of  the  oompanj, f  121,886  48 

Profit  and  loss  balance, 10,392  76 

f  132,278  18 

Manttfacturing  Account. 

db.  Cb. 

Operating  expenses f  16,430  60 

Income  from  sale  of  electric  light  and  power, .       .       •  f  21,680  84 

Balance  to  profit  and  loss 6,250  24 

121,680  84  $21,680  84 

Pbofit  A19D  Loss  Account. 

Db.  Ck. 

Balance  Jane  30, 1892, $9,012  71 

Balance  of  electric  manaikctnring  account,     .       .       .  6,260  24 

Rents 127  60 

DiTidends  declared, $1,600  00 

Interest  paid, 8,497  70 

Balance  Jane  30, 1893, 10,392  76 

$15,390  46  $16,890  46 


GLOUCESTER  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate, $40,000  00 

Machinery  and  mannfactaring  appliances,  ^ 

Street  mains [ 46,162  74 

Meters J 

Dae  for  gas, 4,787  86 

Gas  coal  on  hand, 279  00 

Coke  on  hand, 222  66 

Tar  on  hand, 986  40 

Other  gas  materials  on  hand,   .       .       . 1,000  00 

Stoves  on  hand, 76  00 

Gas  fixtures  and  fitting  tools, 376  00 

Gas  on  hand, 114  40 

Horses,  wagons,  etc., 400  00 

Sundry  acooants  due  the  company, 4,064  46 

Cash  on  hand, 337  64 

Notes  receiyable, 1,009  77 

Loan  account, 1,074  21 

Total  assets,  as  per  books  of  the  company,      .       .               ,       ,  $100,889  03 
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LlABILITIBt. 

Capital  stock f  80,000  00 

Total  liabilittefl,  as  per  books  of  the  company,        «...  $80,000  00 

Profit  and  loss  balance, 20,889  03 

f  100,889  08 

Manufaoturino  Account. 

Dr.  Cb. 

Operating  expenses, f  21, 004  73 

Income  from  sale  of  gas, f  27,768  32 

residuals, 3,705  71 

other  sonroes, 9  60 

Balance  to  profit  and  loss 10,478  90 

$31,483  68  $31,483  63 

Pbofit  and  Loss  Account. 

Ds.  Cb. 

Balance  June  30, 1892, $17,226  56 

Balance  of  gas  manufacturing  account,   ....  10,478  90 

Interest  receiyed, 70  68 

Rents. 2,440  75 

Oas-fitting  account, 922  70 

Other  items, 949  44 

Dividends  declared, $11,200  00 

Balance  June  30, 1893, 20,889  03 

$32,089  03  $32,089  03 


GREAT  BARRINGTON  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Real  estate, $1,560  00 

Steam  plant, 5,803  26 

Electric  plant, 17,063  10 

Lines,  meters,  lamps  and  globes, 10,006  62 

Due  for  electric  light, 2,640  73 

Fuel  on  hand, 45  00 

Carbons  on  hand, 24  28 

Oil  and  yaste  on  hand, 62  75 

Incandescent  lamps  on  hand, 334  05 

Globes  on  hand, 12  30 

Other  electric  materials  on  hand, 432  11 

Meters  on  hand, 370  50 

Electric  fixtures  on  hand, 103  38 

Sundry  accounts  due  the  company, 237  17 

Office  furniture, 60  00 

Cash  on  hand, 93  33 

Insurance  advanced, 225  00 

Investments, 1,155  06 

Totalassets,  as  per  books  of  the  company, $40,228  64 

Profit  and  loss  balance, ,       »       .  202  15 


$40,430  79 
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LlABILITIBS. 

Capital  stock, f  23,800  00 

BoDdB  issued, 14,000  00 

Notes  payable, 2,398  29 

Interest  due  but  not  paid, 232  50 

Total  liabilities,  as  per  books  of  the  company, f  40,430  79 

MANU7A0TURINO  ACCOUNT. 

Dx.  Cb. 

Operating  expenses, f  7,188  05 

Income  from  sale  of  electric  light  and  power, .       .       .  f  7,674  26 

Balance  to  profit  and  loss, 386  21 

17,574  26  $7,574  26 
Profit  and  Loss  Accottnt. 

Dx.  Cs. 

Balance  June  30, 1892, $439  84 

Balance  ofelectricmanufiicturing  account,     ...  38621 

Other  items  of  income, 69  91 

Bond  commissions, f  420  00 

Interest  paid, 678  11 

Balance  June  SO,  1893, 202  16 

$1,096  11  $1,098  11 


GREENFIELD  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, $4,000  00 

Steam  plant, 10,030  07 

Electric  plant, 28,071  46 

Construction  account, 427  88 

Due  for  electric  light  and  power, 981  30 

Fuel  on  hand  (electric), 484  00 

Carbons  on  hand, 88  00 

Oil  and  waste  on  hand, 9  00 

Incandescent  lamps  on  hand, 180  74 

Globes  on  hand, 803  16 

Sundry  accounts  due  the  company, 385  93 

Cash  on  lytnd, 68  28 

Notes  receivable, 100  00 

Total  assets,  as  per  books  of  the  company, $45,569  82 

LlABILITIBS, 

Capital  stock, $30,000  00 

Bonds  issued, 9,000  00 

Notes  payable, 1,500  00 

Unpaid  bill 1,127  04 

Amounts  due  from  the  company,  not  included  above,    ....  498  20 

Total  liabilities,  as  per  books  of  the  company $42,125  24 

Profit  and  loss  balance, 3,444  68 

$46,669  82 
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Manufaoturino  Account. 

Dr.  Cb. 

Operating  expenses, f  9,341  87 

Income  flrom  sale  of  electric  light  and  power, .       .       .  $11,653  35 

other  sonrceB, 98  75 

Balance  to  profit  and  loss 2,310  23 

f  11,652  10      f  11,652  10 

Profit  and  Lobb  Account. 

Db.  Cb. 

Balance  June  30, 1892, f  1,728  50 

Balance  of  electric  manufacturing  account,    .       .       .  2,310  23 

Interest  paid, f  594  15 

Balance  June  30, 1898, 3,444  68 


14,038  73       f  4,038  73 


GREENFIELD  GAS  LIGHT  COMPANT. 
Assets. 


Real  estate, \ 

Machinery  and  manufacturing  appliances,  j 

Street  mains, 

Meters, 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand,   . 
Other  gas  materials  on  hand,   . 
Stoves  on  hand,         .  > 
Gas  fixtures  on  hand,  /  *       * 
Sundry  accounts  due  the  company, . 
Cash  on  hand, 


944,608  47 

4,616  12 

1,629  41 

968  70 

30  00 

20  00 

175  00 

96  00 

21  25 

131  74 

199  00 

170  42 

1,619  59 

Total  assets,  as  per  books  of  the  company, $54,175  70 

Liabilities. 

Capital  stock 'f  50,000  00 

Notes  payable, 1,000  00 

Amounts  due  from  the  company,  not  Included  above,    ....  428  56 


Total  liabilities,  as  per  books  of  the  company f  51,428  56 

Profit  and  loss  balance, 2,747  14 


$54,175  70 

Manufacturing  Account. 

Db.  Cb. 

Operating  expenses, 96,187  80 

Income  from  sale  of  gas $8,319  37 

residuals, 427  85 

Balance  to  profit  and  loss, 2,569  92 


$8,747  22       $8,747  22 
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Profit  akd  Loss  Account. 

Dr. 

Balance  Jane  30, 1892, 

Balance  of  gas  manafactarlng  account,   .... 

Other  items  of  income, 

Diridends  declared f  1,560  00 

Interest  paid, 50  00 

Balance  Jane  30, 1893, 2,747  14 


Ce. 
f  1,756  83 
2,569  92 
41  39 


14,357  14       $4,357  14 


HAVERHILL  ELECTRIC  COMPANY. 


Real  estate 

Steam  plant 

Electric  plant,    .... 

Lines,  meters,  lamps  and  globes, 

Dae  for  electric  light  and  power. 

Fuel  on  hand,    . 

Carbons  on  hand, 

Oil  and  waste  on  hand,     . 

Incandescent  lamps  on  hand, 

Globes  on  hand. 

Other  electric  materials  on  hand, 

Motors  on  hand. 

Electric  fixtures  on  hand, . 

Horses,  wsgons,  etc., 

Sundry  accounts  due  the  company, 

Cash  on  hand,    .... 


Assets. 


$226,310  39 
6,189  07 

3,913  10 


360  00 
1,382  25 


Total  assets,  as  per  books  of  the  company, $237,154  81 


Liabilities. 


Capital  stock, 

Bonds  issued, 

Notes  payable 

Unpaid  bills, 

Total  liabilities,  as  per  books  of  the  company, . 
Profit  and  loss  balance, 


Manufacturing  Account. 

Operating  expenses, 

Income  from  sale  of  electric  light  and  power, . 
Balance  to  profit  and  loss, 


Pkofit  and  Loss  Account. 


Da. 
$27,298  99 

11,030  21 


$127,500  00 

42,500  00 

38,795  18 

4,948  10 

$213,748  28 
28,411  63 

$237,154  81 

Ca, 

$38,329  20 


Balance  Jane  30, 1892,  .... 
Balance  of  electric  manafactarlng  account. 
Other  items  of  income,      .... 

Dividends  declared, 

Interest  paid, 

Balance  June  30,  1893,       .... 


$38,329  20 

$38,329  20 

Db. 

Ca. 

$21,546  83 

11,030  21 

129  67 

$7,650  00 

1,645  18 

23,411  53 

$82,706  71      $32,706  71 
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HAVERHILL  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $26,033  71 

Machinery  and  manafactaring  appliances, 125,015  87 

Street  mains, 40,047  78 

Meters 10,587  12 

Dae  for  gas 11,652  32 

Gas  coal  on  hand, 8,324  76 

Other  coal  on  band, 392  00 

Coke  on  hand, 300  00 

Tar  on  hand, 1,060  00 

Bnrichers  on  hand 444  36 

Parifying  materials  on  hand, 350  00 

Lungren  lamps, 4,963  04 

Sundry  accounts  due  the  company, 626  16 

Cash  on  hand, 3,265  40 

Investments, 21,646  29 

Total  assets,  as  per  books  of  the  company f  248,696  81 


LlABILlTXBS. 

Capital  stock $75,000;00 

Notes  payable, 37,600  00 

Unpaid  bills, 4,169  04 

Total  liabilities,  as  per  books  of  the  company, f  116,669  04 

Profit  and  loss  balance, 131,929  77 

$248,598  81 
Manufacturing  Account. 

Ds.  Cb. 

Operating  expenses, $48,227  69 

Income  from  sale  of  gas $82,789  31 

residuals, 1,182  71 

Balance  to  profit  and  loss, 35,744  43 

$83,972  02  $83,972  02 


Profit  and  Loss  Account. 

Dr.  Cb 

fiaUnce  June  30, 1892 $105,180  03 

Balance  of  gas  manufacturing  account,    ....  35,74443 

Rente •         829  58 

Dividends  declared $7,500  00 

Interest  paid 2,324  27 

BaUnce  June  30, 1803 181,929  77 

$141,754  04    $141,764  04 


Digitized  by  VjOOQ IC 


1894.] 


PUBLIC  DOCUMENT  — No.  35. 


203 


HOLYOKE  WATER  POWER  COMPANY. 
Manufaotubino  Acooumt. 

Oas  Dq>artmeiU. 

Dr.  Cb. 

InTentorj  June  30, 1892, f  7,624  41 

Exteneions 4,430  77 

Operating  expeoteB, 72,842  34 

Income  from  sale  of  gas 183,699  75 

reaidaalfl 12,414  73 

saleofgasstoyes, 64  10 

Inventory  Jane  30, 1898, 4,119  78 

Balance  to  profit  and  loss,' 15,990  84 

f  100,288  36    $100,288  86 


HUDSON  ELECTRIC  LIGHT  COMPANY. 

A88BT8 

Steam  plant, f  1,365  77 

Electric  plant, 6,622  68 

Lines,  meters,  lamps  and  globes, 8,336  17 

Due  for  electric  light  and  power, 387  11 

Cash  on  band 749  17 

Investments, 6,875  00 

Total  assets,  as  per  books  of  the  company, $23,234  85 

LlABlLITIBS. 

Capital  stock, $15,000  00 

Notes  payable, 4,500  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $19,600  00 

Profit  and  loss  balance, 8,734  85 

$23,234  85 

Manvfactvrino  Account. 

Dr.  Ce. 

Operating  expenses, $3,092  24 

Income  fh>m  sale  of  electric  light  and  power,         .  $3,983  98 

Balance  to  profit  and  loss, 891  74 

$3,983  96  $3,983  98 

.  Profit  and  Lobs  Account. 

Db.  Cb. 

Balance  Jone  30, 1892 $3,106  29 

Balance  of  electric  manufacturing  account,    ...  891  74 

Other  items  of  income 620  00 

Interest  paid, $263  18 

Other  items, 520  00 

Balance  June  30, 1893, 3,734  86 

$4,618  03  $4,518  03 
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HULL  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, $13,000  00 

Steam  plant, 37,371  59 

Electric  plant, 19,931  27 

Lines,  meters,  lamps  and  globes, 46,331  80 

Due  for  electric  light  and  power, 982  74 

Fuel  on  hand, 90  00 

Carbons  on  hand 13  92 

Oil  and  waste  on  hand, 30  00 

Incandescent  lamps  on  hand, 900  00 

Horses,  wagons,  tools,  etc., 108  94 

Sundry  accounts  due  the  company, 5,181  05 

Cash  on  hand, 10,881  29 

Total  assets,  as  per  books  of  the  company, $134,822  60 

Profit  and  loss  balance 2,189  36 

1137,011  95 
Liabilities. 

Capital  stock, $60,000  00 

Bonds  issued 60,000  00 

Notes  payable, 2,526  25 

Unpaid  bills 12,685  70 

Interest  due  but  not  paid, 1,800  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $137,011  95 

MAJfUPAOTURING  ACCOUNT. 

(From  Dec.  1, 1892.) 

Db.  Cb. 

Operating  expenses, $3,389  40 

Income  from  sale  of  electric  light  and  power,         .        .  $2,982  74 

Income  flrom  other  sources, 19  25 

Balance  to  profit  and  loss, 387  41 

$3,389  40  $3,389  40 

Profit  and  Loss  Account. 

Dr.  Cb. 

Balance  of  electric  manufacturing  account,    .        .  $387  41 

Interest  paid, 1,801  94 

Balance  June  30,  1893 $2,189  35 

$2,189  35  $2,189  35 


HYDE  PARK  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $19,659  96 

Steam  plant, 40,136  71 

Electric  plant, 34,336  46 

Lines,  meters,  lamps  and  globes 78,591  04 

Patent  rights, 20,250  60 

Due  for  electric  light  and  power, 4,293  32 

Fuel  on  hand, 31  54 
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Carbons  on  hand, f  10  40 

Oil  and  waste  on  hand, 32  91 

Incandescent  lamps  on  hand, 1,405  00 

Globes  on  hand, 54  67 

Other  materials  on  hand, 20  00 

Horses,  wagons,  etc., 198  00 

Sundry  accounts  due  the  company, 566  46 

Office  ftimiture,         .        .       .      ' 60  30 

Cash  on  hand) 573  93 

Notes  receivable, 170  70 

Advance  payments  of  insurance  and  interest, 1,056  12 

Totalassets,  as  per  books  of  the  company, f  201,453  02 

LlABILITIBB. 

Capital  stock', ' f  100,000  00 

Bonds  issned, 60,000  00 

Notes  payable, 28,872  19 

Unpaid  biUs 5,466  60 

Total  liabilities,  as  per  books  of  the  company f  194,338  79 

Profit  and  loss  balance 7,IU  23 

1201,453  02 

Manufacturing  Account. 

db.  Cb. 

Operating  expenses, f  18,681  68 

Income  from  sale  of  electriclight  and  power, .       .       .  f  22,812  13 

Income  iVom  other  sources, 62  00 

Balance  to  profit  and  loss 9,192  45 

$22,874  13  122,874  13 

Profit  and  Loss  Account. 

Dm.  Cb. 

BaUnce  June  30, 1892 f  5,614  87 

Balance  of  electric  manufacturing  account,     ...  9,192  45 

Dividends  declared, f  4,500  00 

Interest  paid, 3,193  09 

Balance  June  30, 1893, 7,114  23 

f  14,807  32  $14,807  32 

IPSWICH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate f  3,700  00 

Machinery  and  manufacturing  appliances, 2,000  00 

Street  mains, 5,100  00 

Meters, 1,800  00 

Gas  coal  on  hand 16  50 

Oil  on  hand, 180  00 

Cash  on  hand, 598  27 

Total  assets,  as  per  books  of  the  company, $13,394  77 

Profit  and  loss  balance, 11,541  80 

$24,986  57 
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Liabilities. 

Capital  stock $16,000  00 

Bonds  issued, 8,000  00 

Notes  payable, 400  00 

Unpaid  bills, 536  57 

Total  liabilities,  as  per  books  of  the  company,         ....      ^,936  57 

Manufacturing  Account. 

Db.  c^e. 

Operating  expenses, $3,466  73 

Income  from  sale  of  gas, $5,282  07 

Balance  to  profit  and  loss, 1|815  34 

$6,282  07       $5,282  07 

Profit  and  Loss  Account. 

Dr.  Ck. 

Balance  Jane  30, 1892 $12,292  79 

Balance  of  gas  manufkctnringaooonnt,    ....  $1,81534 

Interest  paid, 644  87 

Old  debts  paid, 619  48 

Balance  June  30, 1893, 11,54180 

$13,857  14      $13,357  14 


JAMAICA  PLAIN  GAS  LIGHT  COMPANY. 

Assets. 

Heal  estate, $118,000  00 

Machinery  and  manafacturing  appliances, 99,728  T2 

Street  mains, 100,640  96 

Meters 2,131  71 

Due  for  gas, 9,471  71 

Gas  coal  on  hand, 9,612  80 

Coke  on  hand, 46  00 

Tar  on  hand, 225  00 

Enrichers  on  hand, 35  00 

Other  gas  materials  on  hand, 1>059  66 

Horses,  wagons,  etc., 667  00 

Sundry  accounts  due  the  company, 1»464  90 

Office  ftimituie 760  00 

Cash  on  hand, 858  98 

Notes  receivable, 13,000  00 

Gas  works  extension  and  improYement, 4,481  16 

Total  assets,  as  per  books  of  the  company, $862,167  49 

Liabilities. 

Capital  stock $250,000  00 

Notes  payable, 20,000  00 

Premium  account, 17,776  00 

Unpaid  bills, 4,260  83 

Deposits 767  40 

Total  liabilities,  as  per  books  of  the  company,         ....  $292,803  23 

Profit  and  loss  balance, 69,364  28 

$362,167  49 
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Mamutactuhino  Account. 

Dr.  Cr. 

Operating  expenses, $61,912  74 

Income  from  sale  of  gas, |80,919  10 

lesidoals, 11,431  49 

Balance  to  profit  and  loss, 30,437  85 

192,350  69      f  92,360  59 
Pbofit  and  Loss  Account. 

Balance  Jnne  30, 1892, $66,098  00 

Balance  of  gas  manafactnring  acconnt,  ....  30,437  85 

Rents, 110  00 

Other  items  of  income, 6  50 

Dividends  declared, $20,000  00 

Interest  paid,     .       .       .  ' 596  83 

Depreciation, 6,270  77 

Jobbing  account, 419  49 

Balance  June  30, 1893, 69,364  26 

$96,651  36      $96,651  35 


$511,052  73 

6,744  73 

1,929  76 

4,289  80 

173  56 

3,748  30 

1,457  63 

1,539  76 

8,624  88 

818  79 

9,163  56 

LAWRENCE  GAS  UGHT  COMPANY. 
Assets. 

Real  estate  (gas), 

Machinery  and  manufacturing  appliances  (gas). 

Street  mains  (gas), 

Meters  (gas) 

Dne  for  gas 

Water  gas  fael, 

Gas  coal  on  hand, 

Coke  on  band, 

Tar  on  hand, 

Enrichers  on  band, 

Purify  ing  materials  on  hand,    .... 

Other  gas  materials  on  hand 

Stores  on  band, 

Gas  fixtures  on  hand, 

Real  estate  (electric) 24,048  81 

Steam  plant  (electric),       .       .       .       .      \ 

Electric  plant, I 205,200  04 

Lines,  meters,  lamps  and  globes  (electric),    J 

Doe  for  electric  light  and  power, 6jl6  87 

Foel  on  hand  (electric), 775  32 

Carbons  on  hand, 254  10 

Oil  and  waste  on  hand, 90  14 

Incandescent  lamps  on  hand, 1,934  99 

Globes  on  hand, 56  10 

Other  electric  materials  on  band, 2,868  87 

Motors  on  band 2,390  93 

Aqua  ammonia, 2,150  78 

Sandry  accounts  due  the  company, 5,505  81 

Ofiloe  fbmitnre, 3,361  44 

Cash  on  hand, 27,366  90 

Inyestments, 11,430  00 

Total  assets,  as  per  boolu  of  the  company, $842,693  60 
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LlABILITIBS. 

Capital  stock, $590,000  00 

Bonds  Issued, 125,000  00 

Notes  payable, 25,000  00 

Deposits, 199  00 

Premiam  account, 16,600  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $756,79900 

Profit  and  loss  balance, 85,894  60 

$842,693  60 
Manufaotukino  Acoount. 

Dft.  Ck. 

^         .  fgas $92,057  97 

Operating  expenses,   (electric, 47,552  04 

Income  from  sale  of  gas, $105,174  56 

residuals, 20,624  62 

sale  of  electric  light  and  power,         .       .  66,671  44 

other  sources,  electric,        ....  2,997  00 

^  ,    '  ^.      ^,  fga« 33,741  11 

Balance  to  profit  and  loss,   I  ^je^^^      ....         22,11640 

$195,467  52  $195,467  62 

Profit  and  Loss  Account. 

Db.  cs. 

Balance  June  30, 1892, $63,493  18 

Balance  of  gas  manufacturing  account,    ....  33,74111 

Balance  of  electric  manufacturing  account,      .       .  22,116  40 

Premium  on  new  stock, 10,125  00 

Rents, 1,242  61 

Lamps,  sales  and  jobbing  accounts,         ....  1,609  78 

Old  bills  collected, 183  22 

DiTidends  declared, $37,100  00 

Interest  paid 9,158  60 

Depreciation, 258  00 

Balance  June  30, 1893, 85,894  60 

$132,411  20  $132,411  20 


LEE  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate  (gas) $1,718  88 

Machinery  and  mannfitustnrlog  appliances  (gas), 2,000  00 

Street  mains  (gas) 4,121  19 

Meters  (gas), 685  85 

Real  estate  (electric), 6,395  58 

Steam  plant  (electric), 11,811  87 

Water 2,122  87 

Electric  plant 13,334  49 

Lines,  meters,  lamps  and  globes  (electric), 25,197  88 

Due  for  electric  light  and  power, 1,092  92 

Fuel  on  hand  (electric), 100  00 

Carbons  on  hand, 6  00 
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Oil  and  waste  on  hand, $60  15 

Incandescent  lamps  on  hand, 380  66 

Globes  on  hand 6  00 

Other  materials  on  hand 438  65 

Horses,  wagons,  etc., 195  35 

Sandrj  accoants  dne  the  company 66  62 

Office  farniture, 15  75 

Cash  on  band, 288  48 

Insaranoe  nnexphred, 107  97 

Total  assets,  as  per  books  of  the  company, |70,146  65 

Profit  and  loss  balance, 5,003  91 

$75,150  56 

LlABILITIBS. 

Capital  stock, $20,000  00 

Bonds  issued, 15,000  00 

Notes  payable, 3,177  65 

Unpaid  bills, 179  97 

Interest  dne  bat  not  paid, 1,110  00 

Amounts  dne  firom  the  company,  not  included  above,    ...              .  85,682  94 

Total  liabilities,  as  per  books  of  the  company, $75,150  56 

MA2fU7ACTUBIirO  ACOOITlfT. 

Da.  Cb. 

Operating  expenses, $6,238  II 

Sale  of  electric  light  and  power, $5,655  72 

Balance  to  profit  and  loss, 577  39 

$6,233  11  $6,233  11 

Pboyit  and  Loss  Accovmt. 

Dr.  Cb. 

Balance  June  30,  1892, $2,8ol  52 

Balance  of  electric  mannftustoring  account,     ...  577  39 

Rente, $160  17 

Interest  paid, 1,125  03 

Other  items, 600  14 

Balance  June  30,  1893, 5,003  91 


$5,154  08        $5,154  08 


LEICESTBB  ELECTRIC  COMPANY. 

Abbbti. 

Real  estate, $10,309  59 

Steam  plant, 18,817  89 

Electric  plant, 6,126  83 

Lines,  meters,  lamps  and  tranaformerB, 15,560  82 

Water  power, 2,804  25 

Due  for  electric  light  and  power, 1,426  87 

Fnel  on  hand, 46  83 

Oil  and  waste  on  hand, 35  58 

Incandescent  lamps  on  hand, 245  80 

Other  materials  on  hand, 92  22 

Tools  on  hand, 188  12 
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Sandry  accounts  due  the  company, $179  18 

Cash  on  hand, 187  08 

Advance  insorance  and  interest, 114  48 

Total  assets,  as  per  books  of  the  company, $50,620  04 

Profit  and  loss  balance, 365  22 

$50,985  26 
Liabilities. 

Capital  stock $25,000  00 

Bonds  issued, /       .       .       .       .  20,000  00 

Notes  payable, 1,969  41 

Unpaid  bills. 2,474  18 

Interest  due  but  not  paid, 1,541  67 

Total  liabilities,  as  per  books  of  the  company $50,985  26 

Manuyaotubinq  ACOOUITT. 

Ds.  Cr. 

Operating  expenses, $4,445  26 

Income  from  sale  of  electric  light  and  power,         .       .  $5,351  99 

Balance  to  profit  and  loss, 906  74 

$5,351  99  $5,351  99 
Pbopit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jane  30, 1892, $1,006  85 

Balance  of  electric  manufacturing  account,    .       .  $906  74 

Materials  omitted  firom  inventory  June  30, 1892,    .       .  1,173  05 

Other  items  of  income, 163  34 

Interest  paid, 1,047  88 

Other  items, 553  62 

Balance  June  30, 1893, 365  22 

$2,608  35  $2,608  35 


LEOMINSTER  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate. $11,617  80 

Steam  pUnt, 28.216  86 

Electric  plant 21,278  49 

Lines,  meters,  lamps  and  transformers, 58.080  22 

Franchise, 10,000  00 

Due  for  electric  light  and  power, 3,350  69 

Fuel  on  hand, 35  00 

Oil  and  waste  on  hand, 33  17 

Incandescent  lamps  on  hand, 474  30 

Olobes  on  hand, 44  24 

Other  materials  on  hand, 217  13 

Tools  on  hand, 62  40 

Horses,  wagons,  etc , 203  00 

Sundry  accounts  due  the  company, 632  II 

Office  furniture, 142  27 

Cash  on  hand, 851  97 

Advance  insurance  and  interest, 976  29 

Total  assets,  as  per  books  of  the  company, $136,215  94 

Profit  and  loss  balance, 2,340  69 


$188,556  63 
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LlABILITIBS. 


Capital  Stock,  . 
Notes  payable,  . 
Unpaid  bills,  . 
Interest  doe  but  not  paid, 


Total  liabilities,  as  per  books  of  the  company, .       ;       .       .       . 

Maxupaoturino  Account. 

Db. 

Ope^ting  expenses, $15,286  86 

Income  from  sale  of  electric  light  and  power, . 

other  sources 

Balance  to  profit  and  loss, 


Profit  and  Loss  Account. 


$50,000  00 

82,057  33 

6,172  14 

327  16 

$138,556  63 


C«. 


Balance  June  30, 1892 

Balance  of  electric  manofactaring  account. 

Interest  paid, 

Other  items 

Balance  June  30, 1893,      .... 


$19,603  76 

116  96 

4,433  86 

$19,720  72 

$19,720  72 

Ds. 

Cb. 

$2,381  27 

$4,483  86 

4,373  28 

20  00 

2,340  69 

$6,774  55       $6,774  55 


LEOMINSTER  GAS  LIGHT  COMPANY. 

Assets. 


Beal  estate, 

Machinery  and  manafkctnring  appliances. 

Street  mains, 

Meters, 

Due  for  gas, 

Gas  coal  on  hand, 

Enrlchers  on  hand, 

Sundry  accounts  due  the  company, . 

Cash  on  hand, 

Notes  receivable, 


Total  assets,  as  per  books  of  the  company. 


$50,000  00 


1,065  42 

482 

271  92 

28  00 

2,096  62 

1,200  00 

$54,666  78 

Liabilities. 
Capital  stock, $50,000  00 


Total  liabilities,  as  per  books  of  the  company, $50,000  00 


Profit  and  loss  balance, 


Manupaotubino  Account. 


4,666  78 


Operating  expenses,  . 
Income  from  sale  of  gas,  . 
other  sources, 
Balance  to  profit  and  loss. 


Db. 
$4,568  44 

2,87158 

$54,666  78 
Ca. 

$7,412  02 
28  00 

$7,440  02       $7,440  02 
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PaopiT  AND  Loss  Account. 

Balance  Jane  30, 1892, 

Balance  of  gas  mannfactaring  accoanti  .... 

Interest  received, 

Rents, 

Dividends  declared, 

Constmction  charged  off, 

Other  items, 

Balance  Jane  30,  1893, 


Ds. 

Ch. 

$3,971  78 

2,871  58 

48  00 

118  00 

f  2,000  00 

326  30 

17  28 

4,666  78 

97,009  36       97,009  36 


LEXINGTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas), 91,514  95 

Machinery  and  mannfactaring  appliances  (gas), 21,523  73 

Street  mains  (gas), 7,490  90 

Meters  (gas) 718  31 

Dae  for  gas, 274  66 

Tar  00  hand, 15  00 

Enrichers  on  hand, 23  00 

Other  gas  materials  on  hand, 120  00 

Real  estate  (electric), 3,969  41 

Steam  plant  (electric), 4,457  48 

Electric  plant, 8,175  76 

Lines,  meters,  lamps  and  globes  (electric), ")                                          .  8  937  14 

Patent  rights, j * 

Dne  for  electric  light  and  power, 639  00 

Fuel  on  hand  (electric), 126  66 

Carbons  on  hand, 16  00 

Oil  and  waste  on  hand, 19  25 

Incandescent  lamps  on  hand, 406  00 

Globes  on  hand, 284  60 

Other  electric  materials  on  hand, 673  48 

Sundry  accounts  due  the  company, 3,396  18 

Cash  on  hand 503  30 


Total  assets,  as  per  books  of  the  company, 963,184  71 

Liabilities. 

Capital  stock, 920,000  00 

Notes  payable, 29,305  93 

Unpaid  bills, 1,235  79 

Total  liabilities,  as  per  books  of  the  company,        ....  950,541  72 

Profit  and  loss  balance, 12,642  99 

963,184  71 

Manufacturing  Account.^            db.  cb. 

Operating  expenses,  I «"' ^M^t  «, 

\  electric, 1,431  67 

Income  from  sale  of  gas 94,643  48 

residuals, 41  50 

other  sources,  gas, 19  80 

sale  of  electric  light  and  power,        .  1,649  74 

Balance  to  profit  and  loss,    J  ^*    *       •       •       •       •  ^»$J?  ^ 

*^  \  electric,     ....  218  07 


96,354  52        96,354  62 


Began  to  sell  electric  light  In  February,  1898. 
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Pbopit  and  Loss  Accovmt. 


Balance  June  30, 1892,  .... 
Balance  of  gas  manofactnring  account,  . 
Balance  of  electric  manufacturing  account, 

Interest  received, 

Bents, 

Other  items  of  income,     .... 

Dividends  declared, 

Interest  paid 

Depreciation, 

Balance  Jane  30,  1893,      .... 


Db. 

Cr. 

$12,426  10 

1,510  26 

218  07 

200  43 

10  00 

19  20 

^700  00 

279  31 

761  76 

12,642  99 

$14,384  06      $14,384  06 


LOWELL  ELECTRIC  LIGHT  CORPORATION. 

Assets. 

Real  estate $27,070  45 

Steam  plant, 98,041  21 

Electric  plant, 112,851  20 

Lines,  meters,  lamps  and  globes, 228,608  11 

Inside  wiring, 9,390  50 

Due  for  electric  light  and  power, 11,783  36 

Fuel  on  hand, 379  47 

Carbons  on  hand 735  60 

Oil  and  waste  on  hand, 159  22 

Incandescent  lamps  on  hand, 613  18 

Globes  on  hand, 42  60 

Other  materials  on  hand, 5,244  60 

Meters  on  hand, 444  80 

Horses,  wagons,  etc 525  00 

Sundry  accounts  due  the  company, 1,091  63 

OfBce  furniture 180  00 

Cash  on  hand, 1,407  54 

Total  assets,  as  per  books  of  the  company,       .       .       .       .     *.  $498,508  17 

LlABILITIBB. 

Capital  stock, $300,000  00 

Bonds  issued, 7,000  00 

Notes  payable, 164,465  64 

Unpaid  bills, 12,418  08 

Total  liabilities,  as  per  books  of  the  company $473,873  72 

Profit  and  loss  balance, 24,694  45 

$498,568  17 
Manvyactubinq  Account. 

Db.  cb. 

Operating  expenses, $72,006  70 

Income  Arom  sale  of  electric  light  and  power,  .               .  $113,301  69 

other  sources, 346  30 

Balance  to  profit  and  loss, 41,641  29 


$113,647  99    $113,647  99 
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Profit  and  Lobs  Aooount. 

Db. 

Balance  June  30, 1892, 

Balance  of  electric  manafacturing  acooant,     . 

Interest  received, 

Other  items  of  income, 

Dividends  declared, $20,993  00 

Interest  paid, 9,348  14 

Depreciation, 26,000  00 

Other  items, 500  00 

Balance  Jane  30, 1893, 24,694  40 


Cr. 

$39,719  98 

41,641  29 

21  26 

153  07 


$81,035  69      $81,530  09 


LOWELL  GAS  LIGHT  COMPANY, 

Assets. 

Real  estate, ] 

Machinery  and  mannfactaring  appliances, 

StteetmaL,.     .......[         •       -       •       •  »425.000  00 

Meters, j 

Due  for  gas, 3,176  80 

Gas  coal  on  hand, 1,187  23 

Coke  on  hand, 1,222  00 

Tar  on  hand, 3,200  00 

Enrichers  on  hand 203  00 

Purifying  materials  on  hand, 51  00 

StoTes  on  hand, 13,250  00 

Cash  on  hand 29,984  07 

Investments, 106,609  47 

Total  assets,  as  per  books  of  the  company $083,883  07 

Liabilities. 

Capital  stock $500,000  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $500,000  00 

Profit  and  loss  balance, 83,883  57 

$583,883  57 

Manufacturing  Account. 

Db.  Cb. 

Operating  expenses, $251,906  91 

Income  Arom  sale  of  gas, $292,986  69 

residuals, 69,292  10 

Balance  to  profit  and  loss, 110,321  88 

$362,278  79  $362,278  79 
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Phofit  and  Loss  Account. 

Db.  Ck. 

Balance  Jane  30, 1892, ^,676  98 

Balance  of  gas  mannfieictaring  account,  ....  110,321  88 

Rents, 6,162  45 

Dividends  declared, $80,000  00 

Interest  paid, 1,314  62 

Depreciation, 963  12 

Balance  Jane  30,  1898, 83,883  57 


$166,161  81    $166,161  31 


LYNN  GAS  AND  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate  (gas) $189,868  40 

Machinery  and  manatectming  appliances  (gas),  ^  ^ooqka  -to 

Street  mains  (gas), /         ....  132,85412 

Dae  for  gas, 20,826  26 

Gas  coal  on  hand, 2,126  81 

Tar  on  band, 356  00 

Parifying  materials  on  hand, 200  00 

Stoves  on  hand, 3,104  57 

Real  estate  (electric), 23,034  79 

Steam  plant  (electric), 24,982  62 

Electric  plant, 54,175  26 

Lines,  meters,  lamps  and  globes  (electric), 104,015  43 

Patent  rights, 15,000  00 

Dae  for  electric  light  and  power 11,94171 

Carbons  on  hand, 450  00 

Incandescent  lamps  on  hand, 255  29 

Globes  on  hand, 30  00 

Snndry  accounts  dne  the  company, 1,609  23 

Cash  on  hand, 13,007  14 

New  electric  station 28,959  80 

Total  assets,  as  per  books  of  the  company, $626,297  43 


LlABILITIBS. 

Capital  stock, $375,000  00 

Notes  payable, 128,000  00 

Unpaid  bills 7,524  17 

Unpaid  dividends, 302  66 

Reserved  ftmd, 2,252  05 

Depreciation  fand 10,000  00 

Total  liabilities,  as  per  books  of  the  company, $523,078  77 

Profit  and  loss  balance, 103,218  66 

$626,297  43 
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MAia^PAOTURiNO  Account. 

Dr.  Cr. 

Operating  cxpemwe,   («" $104,253  03 

ft     »~       »  }  electric, 63.870  06 

Income  from  sale  of  gas, $123,404  48 

residaals, 11,050  82 

sale  of  electric  light  and  power, .       .       .  121,492  35 

Balance  to  profit  and  loss,  /«**' 30,20197 

\  electric,      ....  57,622  29 

$250,947  35    $255,947  35 
Profit  and  Loss  Account. 

Dr.  Ck. 

Balance  June  30, 1892, $72,798  49 

Balance  of  gas  manufacturing  account,    ....  30,201  97 

Balance  of  electric  manufacturing  account,     .       .       .  57,622  29 

Rents, 1,289  33 

Insarance  for  loss  on  electric  station,       ....  8,248  00 

Dividends  declared, $30,000  00 

Interest  paid, 6,441  42 

Construction  charged  off  (gas), 14,000  00 

Depreciation 16,500  00 

Balance  June  30, 1893, 103,218  66 

$170,160  08    $170,160  08 


MALDEN  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $27,424  26 

Steam  plant ^ 

Electric  plant,    ....    I 293,721  34 

Lines,  meters,  lamps  and  globes,  J 

Patent  rights, >        .  55,000  00 

Dae  for  electric  light  and  power, 10,526  54 

Fael  on  hand 186  65 

Carbons  on  hand, 142  50 

Oil  and  waste  on  hand, 54  42 

Incandescent  lamps  on  hand, 436  12 

Globes  on  hand 23  12 

Other  materials  on  hand 519  03 

Horses,  wagons,  etc., 1,558  33 

Sundry  accounts  due  the  company 4,870  55 

Office  f  amiture, 800  00 

Cash  on  hand 2,156  30 

Total  assets,  as  per  books  of  the  company $396,919  16 

Liabilitibs. 

Capital  stock, $150,000  00 

Bonds  issued, 100,000  00 

Notes  payable, 111,626  36 

Unpaid  bills 833  57 

Total  liabilities,  as  per  books  of  the  company, $362,359  93 

Profit  and  loss  balance, 34,559  23 


$396,919  16 
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MANXTPAOTUaiNO  ACCOUNT. 

Dr.  Cr. 

Operating  expenses, $44,136  72 

Income  flrom  sale  ofelectrlc  light  and  power,         .       .  $73,891  82 

Balance  to  profit  and  loss, 29,755  10 

$73,891  82  $73,891  82 

Pbopit  and  Loss  Accottnt. 

Dr.  Cr. 

Balance  Jane  30, 1892 $27,132  99 

Balance  of  electric  manofkctnring  acconnt,     .               .  29,755  10 

Wiring  account, 621  16 

Lamp  sales, 379  98 

Dividends  declared, $12,000  00 

Interest  paid, 11,330  00 

Balance  Jane  30, 1893, 34,559  23 

$57,889  23  $57,889  23 

MALDEN  AND  BIELROSB  GAS  LIGHT  COMPANY. 

ASBBTS. 

Real  estate, $46,332  48 

Machinery  and  mannfactaring  appliances, 92,274  46 

Street  mains 150,000  00 

Meters, 14,000  00 

Due  for  gas, 17,260  94 

Gas  coal  on  hand, 5,304  96 

Tar  on  hand 882  00 

Enrichers  on  band, 16  25 

Purifying  materials  on  hand, 56  00 

Other  materials  on  hand, 80  00 

Stoves  on  hand, 112  20 

Gas  fixtures  on  hand, 500  00 

Sundry  accounts  due  the  company, 3,415  80 

Cash  on  hand, 426  88 

Total  assets,  as  per  books  of  the  company $330,661  97 

Liabilities. 

Capital  stock, $220,000  00 

Notes  payable 24,400  00 

Unpaid  bills, 3,015  64 

Deposits, 10  00 

Unpaid  dividends, 1,107  50 

Contingent  fund, 12,625  00 

Total  liabilities,  as  per  books  of  the  company, $261,158  04 

Profit  and  loss  balance, 69,603  93 

$330,661  97 
Mawufacturiko  Account. 

Dr.  Cr. 

Operating  expenses $48,928  79 

Income  fVom  sale  of  gas $70,506  29 

residuals, 8,089  62 

other  sources 10  60 

Balance  to  profit  and  loss, 29,677  62 


$78,606  41      $78,606  41 
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Phofit  akd  Loss  Aocx)unt. 

Dr.  Cr. 

Balance  Jane  30,  1892, ^9,205  28 

Balance  of  gas  mannfacturingaccoant,    ....  29,67762 

Other  items  of  Income, 183  91 

DiTidends  declared, $17,600  00 

Interest  paid, 1,166  89 

Construction  charged  off, 8,888  10 

Depreciation, 5,348  75 

Jobbing  acooant, 1,098  25 

Bad  debts, 470  89 

Balance  June  30, 1893, 69,503  93 


$99,066  81      $99,066  81 


MANUFACTURERS'  GAS  LIGHT  COMPANY    (FALL  RIVER) 

Assets. 

Real  estate, 

Machinery  and  mannfacturing  appliances,  \ 

Street  mains, I   .       .       .       . 

Meters,      .       .       .       .       .       .       .J 

Gas  coal  on  hand, 

Coke  on  hand, 

Enricbers  on  hand, 

Sundry  accounts  due  the  company, 

Cash  on  hand, 


$3,000  00 

46,804  99 

1.600  00 

50  00 

500  00 

658  19 

5,999  26 

Total  assets,  as  per  books  of  the  company, $58,612  44 

Liabilities. 
Capital  stock, $50,000  00 


Total  liabilities,  as  per  books  of  the  company,         ....     $50,000  00 
Profit  and  loss  balance 8.612  44 


$58,612  44 

MANUPA0Tt7RINO  ACCOUNT. 

Dr.  Cr. 

Operating  expenses, $16,386  81 

Income  from  sale  of  gas, $19,560  79 

residuals, 3,383  25 

Balance  to  profit  and  loss, 7>557  23 


Profit  and  Loss  Account. 


Balance  June  30, 1892 

Balance  of  gas  manufacturing  account,   . 

Dividends  declared. 

Balance  June  30, 1893 


$22,944  04 

$22,944  04 

Dr. 

Cr. 

$6,055  21 

7,557  23 

$5,000  00 

8,612  44 

$13,612  44      $18,612  44 
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MARBLBHEAD  GAS  AND  ELECTRIC  COMPANY. 

AaesTS. 

Real  estate, $3^924  99 

Machinery  and  mannftictiirtng  appliances,             13,707  94 

Street  mains, 21,000  00 

Meters, 1,731  13 

Due  for  gas 899  80 

Gas  coal  on  band, 1,473  12 

Coke  on  band 70  00 

Tar  on  hand, 219  00 

Stoves  on  hand 50  00 

Gas  fixtares  on  hand, 60  00 

Office  furnltare, 50  00 

Cash  on  band 641  80 

InTCstments, 100  00 

Total  assets,  as  per  books  of  the  company, $43,927  28 

Profit  and  loss  balance, 4,462  96 

$48,390  24 

LlABILITIBS. 

Capital  stock, $40,000  00 

Bonds  issued, 7,500  00 

Unpaid  bUls, 890  24 

Total  liabilities,  as  per  books  of  the  company, $48,390  24 

Manvfactubimq  Account. 

Dk.  Cb. 

Operating  expenses, $8,166  95 

Income  from  sale  of  gas $9,243  68 

residuals, 445  97 

other  sources, 8  00 

lighting  and  care  of  public  lamps,     .       .  461  26 

Balance  to  profit  and  loss, 1,991  96 

$10,158  91  $10,158  91 

Fbofit  akd  Loss  Acooxtnt. 

Dft.  Cb. 

Balance  June  30, 1892, $6,219  00 

Balance  of  gas  manufacturing  account $1,99196 

Other  items  of  income, 146  45 

Interest  paid, 332  37 

Other  items, 50  00 

Balance  June  30, 1893, 4,462  96 

$6,601  37  $6,601  37 


MARLBOROUGH  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $6,082  13 

Steam  plant 9,559  28 

Electric  plant 28,998  70 
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Lines,  meters,  lamps  and  globes, $24,975  70 

New  construction, 24,307  74 

Due  for  electric  light  and  power, 1,035  61 

Fnel  on  band, 77  00 

Carbons  on  hand, 272  00 

Oil  anft  waste  on  hand, 41  90 

Incandescent  lamps  on  hand, 545  90 

Globes  on  hand, 29  40 

Bricks  on  band, 166  82 

Sundry  accounts  due  the  company, 225  13 

Cash  on  hand 2,466  83 

Total  assets,  as  per  books  of  the  company, $97,774  14 

LlABILITIBS. 

Capital  stock $30,000  00 

Bonds  issued,    .       » 34,900  00 

Notes  payable, 20,000  00 

Unpaid  bUls, 3,585  37 

Total  liabilities,  as  per  books  of  the  company,        ....  $88,485  37 

Profit  and  loss  balance, 9,288  77 

$97,774  U 

Manufaotitrino  Acoovnt. 

Dr.  Cb. 

Operating  expenses, $14,349  87 

Income  from  sale  of  electric  light  and  power,         .       .  $19,517  68 

Balance  to  profit  and  loss, 5,167  81 

$19,517  68  $19,517  68 
Pbofit  and  Loss  Aocoumt. 

Db.  Cr. 

Balance  June  30, 1892, $9,609  41 

Balance  of  electric  manufacturing  account,    ...  5,167  81 

Interest  received, 46  02 

Other  items  of  income, 40  68 

Interest  paid, $2,231  27 

Depreciation, 3,343  88 

Balance  June  30, 1893, 9,288  77 


$14,863  92      $14,863  92 


MARLBOROUGH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $7,843  00 

Machinery  and  manufacturing  appliances, 53,780  68 

Street  mains, 9,857  40 

Meters,       .^ 1.476  14 

Due  for  gas, 3,495  11 

Gas  coal  on  hand, 890  82 

Coke  on  hand, 71  50 

Tar  on  hand, 426  00 

Enricbers  on  hand 11  25 

Purifying  materials  on  hand 33  88 

Other  materials  on  hand, 106  48 


Digitized  by 


Google 


1894.]          PUBLIC  DOCUMENT  — No.  35.  221 

Stoves  on  hand, $1,168  02 

Gas  fixtures  on  hand, 1,877  79 

Sundry  accoonts  due  the  company, 1,262  24 

Cash  on  hand, 1,146  46 

Total  assets,  as  per  books  of  the  company, $83,421  77 

LlABILITIBS. 

Capital  stock, $50,000  00 

Notes  payable, 2,253  00 

Unpaid  bills, 878  39 

Total  liabilities,  as  per  books  of  the  company, 953,131  39 

Profit  and  loss  balance 30,290  38 

$83,421  77 
Mamxtfactttbino  Account. 

Dx.  cr. 

Operating  expenses, $9,600  15 

Income  from  Rale  of  gas, $13,158  26 

residoals, 1,010  45 

other  sources, 64  04 

Balance  to  profit  and  loss, 4,632  60 

$14,232  75  $14,232  75 

Profit  and  Loss  Account. 

Da.  Cr. 

Balance  Jane  30, 1892, $25,634  48 

Balance  of  gas  manufacturing  account,   ....  4,632  60 

Other  items  of  income, 23  30 

Balance  June  30, 1893, $30,290  38 


$30,290  38      $30,290  38 


MIDDLBBOROUGH  GAS  AND  ELECTRIC  COMPANY.  . 

Assbtb. 

Reai  estate  (gas) $11,023  24 

Machinery  and  manufacturing  appliances  (gas), 14,751  37 

Street  mains  (gas), 8,080  68 

Meters  (gas), 3,259  26 

Due  for  gas, 606  35 

Gas  coal  on  hand, 168  20 

Enrichers  on  hand, 44  00 

Other  gas  materials  on  hand, 12  60 

Stoves  on  hand, 38  45 

Real  estate  (electric), 17,610  71 

Steam  plant  (electric), 14,975  93 

Water  power, 42,062  35 

Electric  plant, 26,671  64 

Lines,  meters  and  transformers  (electric), 29,698  96 

Franchise, 4,530  52 

Due  for  electric  light  and  power, 303  03 

Fuel  on  hand  (electric), 10  00 

Carbons  on  hand, 78  00 

Oil  and  waste  on  hand, 46  45 

Incandescent  lamps  on  hand, 10  40 
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Globes  on  band, $11  04 

Other  electric  materials  on  hand 233  67 

Tools 251  95 

Sundry  acconnts  doe  the  company, 883  82 

Office  ftimitnre, 16  75 

Cash  on  hand,   . 537  23 

Unexpired  insurance 202  92 

Total  assets,  as  per  books  of  the  company, $176,019  42 

Profit  and  loss  bahince, 21,387  83 

•197,407  25 

LlABILITIBS. 

Capital  stock, $80,000  00 

Bonds  issued 80,000  00 

Unpaid  bills, 26,207  25 

Interest  due  but  not  paid, 11,200  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $197,407  26 

MANUVACTirRiNa  Account. 

Dr.  Cr. 

fgas, $4,540  68 

Operating  expenses,  I  ^,^^^ 3^  7<j 

Income  ftrom  sale  of  gas, $3,149  23 

sale  of  electric  light  and  power, .  3,171  84 

other  sources,  electric,        ....  78  00 

^^      , ,          j  gas 1,891  45 

Balance  to  profit  and  loss,    {^^^^^ ^^  ^ 

$7,806  88  $7,806  38 
Profit  and  Loss  Account. 

Di.  Cb. 

Balance  June  30, 1892, $15,196  89 

Balance  of  gas  mannfMsturing  account,   ....  1,391  46 

Balance  of  electric  manufacturing  account,    ...  16  86 

Interest  paid 4,784  13 

Balance  June  30, 1893 $21,387  83 

$21,387  88  $21,387  83 


MILFORD  ELECTRIC  COMPANY. 

A88BT8. 

Real  estate, $5,063  24 

Steam  plant, 14,174  22 

Electric  plant 14,228  81 

Lines,  meters,  lamps  and  globes, 32,385  S2 

Due  for  electric  light  and  power, 1,592  20 

Fuel  on  hand, 45  00 

Carbons  on  hand 30  00 

Oil  and  waste  on  hand, 66  00 

Incandescent  lamps  on  hand, 233  30 

Globes  on  hand, 26  40 

Other  materials  on  hand 908  56 

Sundry  accounts  due  the  company, 305  99 

Office  furniture, 89  50 

Cash  on  hand, 211  91 

Total  assets,  as  per  books  of  the  company $69^05  45 
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Liabilities. 

Capital  stock $40,000  00 

Notes  payable, 20,a00  00 

Unpaid  bills, 5,673  02 

Total  liabilities,  as  per  books  of  the  company $66,073  02 

Profit  and  logs  balance, 8,232  43 

$69,305  45 
Manttfacturino  Aooount. 

Operating  expenses, $11,786  40 

Income  from  sale  of  electric  light  and  power,  .  $13,900  50 

Balance  to  profit  and  loss, 2,114  10 

$13,900  50     $13,900  50 

PnoriT  AKD  Loss  Acoovnt. 

Db.  cb. 

Balance  Jane  30, 1892, $2,070  83 

Balance  ofelectricmannfiactaring  account,     ...  2,114  10 

Interest  paid, $962  60 

Balance  Jane  30, 1893, 3,232  43 

$4,184  93       $4,184  93 


MILFORD  GAS  LIGHT  COMPANY. 

ASSBTS. 

Beal  estate, $3,460  00 

Machinery  and  mannfactoring  appliances, 64,366  61 

Street  mains, 31,761  17 

Meters, 2,500  00 

Due  for  gas, 1,670  36 

Oas  coal  on  hand, 4,438  65 

Coke  on  band, 260  00 

Tar  on  hand, 812  60 

ParUying  materials  on  hand, 60  00 

Other  materials  on  hand, 408  75 

Stores  on  hand, 211  81 

Oas  fixtares  on  hand, 1,739  97 

Sundry  accounts  doe  the  company 28  45 

Office  fhmitare, 60  00 

Cash  on  hand, 3,670  12 

Total  assets,  as  per  books  of  the  company, $115,428  39 

Liabilities. 

Capital  stock $72,300  00 

Unpaid  diyidends, 3.615  00 

Depreciation  fhnd, 35,800  00 

Total  liabilities,  as  per  books  of  the  company $111,715  00 

Profit  and  loss  balance, 3,713  39 


$115,428  39 
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Manufacturing  Account. 

Db.  Cb. 

Operating  expenses, $12,686  04 

Income  from  sale  of  gas, $19,893  26 

residaals 1,336  21 

other  sources, 58  90 

Balance  to  profit  and  loss, 8,603  33 

$21,288  37      $21,288  37 
Profit  and  Lobs  Account. 

D«.  Cr. 

Balance  Jane  30, 1892, $2,340  06 

Balance  of  gas  mannfoctnring  account,   ....  8,60333 

Dividends  declared, $7,230  00 

Balance  June  30, 1893, 3,713  39 

$10,943  39      $10,943  39 


MILLBURY  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $4,596  28 

Steam  plant 6,308  45 

Electric  plant, 5,128  15 

Lines,  meters  and  transformers 16,903  37 

Due  for  electric  light  and  power, 907  78 

Fuel  on  hand, 83  92 

Carbons  on  hand, 12  00 

Oil  and  waste  on  hand, 24  15 

Incandescent  lamps  on  hand, 205  38 

Globes  on  band 10  59 

Other  materials  on  hand 173  85 

Sundry  accounts  due  the  company, 12  40 

Cash  on  hand 496  42 

Tools 100  00 

Insurance  and  interest 78  25 

Total  assets,  as  per  books  of  the  company, $36,040  99 

LlABILITIBS. 

Capital  stock, $15,000  00 

Notes  payable, 17,789  04 

Unpaid  bills, 813  39 

Interest  due  but  not  paid, •       .  1,040  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $34,642  43 

Profit  and  loss  balance, 396  56 

$35,040  99 
Manufacturing  Account. 

Db.  Cb. 

Operating  expenses $6,021  90 

Income  from  sale  of  electric  light  and  power, .       .       .  $5,688  31 
Balance  to  profit  and  loss,        ......             666  41 


$5,688  81        $5,688  31 
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Pbopit  and  Loss  Aooovnt. 

Ds.  Cr. 

Balance  Jane  30,  1892, $806  93 

Balance  of  electric  manufacturing  accoont,     •       .•     .  666  41 

Interest  paid $1,074  78 

Balance  June  30,  1893, 398  66 

$1,473  34       $1,473  34 


MILTON  LIGHT  AND  POWER  COMPANY. 

A88BT8. 

Real  estate $10,811  70  • 

Steam  plant, 10,374  00 

Electric  plant,    . 11,778  16 

Lines,  meters,  lamps  and  globes, 32,61191 

Due  for  electric  light  and  power, 918  66 

Fuel  on  hand, 13  60 

Oil  and  waste  on  hand 43  00 

Incandescent  lamps  on  band, 29  46 

Other  materials  on  hand 166  10 

Horses,  wagons,  etc., 76  00 

Office  furniture, 76  00 

Cash  on  hand 291  72 

Total  assets,  as  per  books  of  the  company, $67,088  20 

Profit  and  loss  balance, 3,606  61 

$70,693  71 
Liabilities. 

Capital  stock, $30,000  00 

Bonds  issued, 30,000  00 

Notes  payable, 9,961  91 

Unpaid  bills, 641  80 

Total  liabilities,  as  per  books  of  the  company,         ....  $70,693  71 

Manvpaoturino  Account. 

I>x.  Ca. 

Operating  expenses $7,247  12 

Income  finom  sale  of  electric  light  and  power, ...  $9,920  70 

other  sources 18  44 

Balance  to  profit  and  loss, 2,692  02 

$9,939  14  $9,939  14 

Pbofit  and  Loss  Account. 

Da.  Cr. 

Balance  June  30, 1892, $4,461  99 

Balance  of  electric  manafacturing  account,     .               .  $2,692  02 

Wiring  account, 123  36 

Lamp  sales, 117  06 

Interest  paid, 1,138  37 

Constroction  charged  off, 837  67 

Balance  June  30, 1893, 3,505  61 

$6,437  93  $6,437  93 
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NANTUCKET  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $2,025  38 

Steam  plant, 10,719  90 

Electric  plant 19,124  04 

Lines,  meters,  lamps  and  globes, 24,521  40 

Due  for  electric  light  and  power 180  99 

Fael  on  hand, 984  00 

Carbons  on  hand, 39  28 

Oil  and  waste  on  band, 63  50 

Incandescent  lamps  on  hand, 80  80 

Globes  on  band, 30  40 

Unexpired  insurance, 17  00 

Office  furniture, 121  09 

Cash  on  hand, 83  13 

Total  assets,  as  per  books  of  the  company, $57,990  91 

Profit  and  loss  balance, 1,416  04 

$59,406  95 
Liabilities. 

Capital  stock $26,000  00 

Bonds  issued, 120,000  00 

Notes  payable 11,684  81 

Unpaid  bills 1,222  14 

Interest  due  but  not  paid, 1,500  00 

Total  liabilities,  as  per  books  of  the  company, $59,406  95 

Manufaotubino  Account. 

D«.  Cm. 

Operating  expenses $5,037  83 

Income  from  sale  of  electric  light  and  power, .       .       .  $5,905  13 

Balance  to  profit  and  loss 867  30 

$5,905  13  $5,905  13 
Pbofit  and  Loss  Account. 

Dr.  ck. 

Balance  June  30, 1892, $699  06 

Balance  ofelectric  manufacturing  account,     .        .       .  $867  30 

Interest  paid, 1,584  28 

Balance  June  30, 1893, 1,416  04 

$2,283  34  $2,283  34 


NANTUCKET  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $3,000  00 

Machinery  and  manufacturing  appliances, 20,000  00 

Street  mains, 9,540  53 

Meters, 4,000  00 

Due  for  gas 260  00 

Gas  coal  on  hand 210  00 
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Coke  on  band, $15  00 

Tar  on  band 16  80 

Other  materials  on  hand 160  00 

Cash  on  band, 9  29 

InveBtments, 368  00 


Total  assets,  as  per  boolu  of  the  company, $37,569  62 

Profit  and  loss  balance,     . 430  38 


f  38,000  00 
L1ABII.ITIB8. 

Capital  stock, $86,000  00 

Notes  payable 2,000  00 

Total  liabilities,  as  per  books  of  the  company, 

Manufacturino  Acoovnt. 


Operating  expenses, . 
Income  firom  sale  of  gas,  . 

resldaals,     . 

other  sources, 
Balance  to  profit  and  loss. 


Propit  and  Loss  Account. 


Balance  Jane  30,  1892 

Balance  of  gas  mann&ctoring  account,    . 

Interest  paid, 

Balance  June  30, 1893,      .... 


.  . 

$38,000  00 

Da. 

CB. 

$4,318  09 

$4,313  46 

242  13 

64  00 

291  fiO 

$4,609  59 

$4,609  69 

Db. 

Cb. 

$659  38 

$291  60 

62  50 

430  38 

$721  88  $721  88 


NATICK  ELECTRIC  COMPANY. 


Assets. 

Keal  estate $25,786  25 

Steam  plant, 30,459  16 

Electric  plant 30,498  20 

lines,  meters,  lamps  and  globes, 86,389  25 

Wiring. 13,679  59 

Due  for  electric  light  and  power, 3,058  27 

Fuel  on  band,    .       .       .       .      - 
Carbons  on  hand, 
Oil  and  waste  on  band,     . 
Incandescent  lamps  on  hand,  . 

Globes  OR  hand,        .       .       .      ). 2,120  93 

Other  materials  on  hand, . 

Motors  on  hand. 

Electric  fixtures  on  hand. 

Horses,  wagons,  etc.,        .  j 

Sundry  accounts  due  the  company, 2,236  28 


Total  assets,  as  per  books  of  the  company, $194,227  93 

Profit  and  loss  balance, 7,246  34 


$201,474  27 
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Liabilities. 

Capital  stock f40,000  00 

Bonds  issued, 35,000  00 

Notes  payable 10,880  43 

Unpaid  bills, 115,593  47 

Deposits 37 

Totalliabilitles,  as  per  books  of  the  company $201,474  27 


Manufaotukino  Account. 

Db.  Cb. 

Operating?  expenses 914,792  08 

Income  (torn  sale  of  electric  light  and  power,  .       .       .  f  19,578  15 

Balance  to  profit  and  loss, 4,786  07 

$19,578  15      $19,578  16 

Pbofit  and  Loss  Account. 

Dr.  Cx. 

Balance  Jnne  30, 1892, $9,414  01 

Balance  of  electric  manufacturing  account,     .       .       .  $4,786  07 

Other  items  of  income, 46  28 

Interest  paid, 2,664  68 

Balance  June  30,  1893 7,246  34 

$12,078  69      $12,078  69 


NATICK  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $16,670  88 

Machinery  and  manufacturing  appliances 6,330  00 

Street  mains 14,398  96 

Meters, 2,014  00 

Due  for  gas 1,644  92 

Enricbers  on  band,    .       .       •       .  ' 2,008  25 

Stoves  on  band, *    1,053  71 

Gas  fixtures  on  hand, 599  18 

Office  furniture 195  64 

Cash  on  hand, 188  44 

Insurance, 32  82 

Total  assets,  as  per  books  of  the  company, $45,186  30 


Liabilities. 

Capital  stock, $20,000  00 

Notes  payable 10,000  00 

Unpaid  bills, 2,258  13 

Total  liabilities,  as  per  books  of  the  company,         ....      $32,258  13 
Profit  and  loss  balance 12,878  17 

$45,186  80 
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Manufaotubino  Aooouitt. 

Db.  Cr. 

Operating  expenses, f6,342  25 

Income  from  Bale  of  ga« 

residuals, 

other  sources, 

Balance  to  profit  and  loss, 

Pbotit  and  Loss  Aocoumt. 

Balance  Jane  90, 1892, 

Balance  of  gas  manufactnringaocoimt,    .... 

Other  items  of  Income, 

Interest  paid 

BaUnce  Jane  30, 1893, 

113,416  68      f  13,415  68 


16,088  48 

330  17 

14  00 

90  40 

$5,432  65 

f5,432  65 

Da. 

ClL 

$13,324  88 

90  40 

40 

$537  51 

12,878  17 

NEW  BEDFORD  OAS  AND  EDISON  LIGHT  COMPANY. 

ASSBTB. 

Real  estate  (gas) ^         ....  $189,06612 

Machinery  and  manafiictaring  appliances  (gas),  j 

Street  mains  (gas)  and  senrlces, 139,143  83 

Meters  (gas), 18,019  69 

Dae  for  gas, 4,596  08 

Gas  coal  on  hand, 3,712  34 

Coke  on  hand, 40  00 

Tar  on  hand, 661  00 

Coffin  Street  extension, 60,399  43 

Enrichers  on  hand, 654  72 

Parifying  materials  on  hand, 119  00 

Other  gas  materials  on  hand 7,146  55 

Stoves  on  hand, 7,279  89 

Gas  and  electric  flxtares  on  hand, 3,831  24 

Real  estate  (electric), 67,763  86 

Steam  plant  (electric), 67,582  91 

Electric  plant 120,180  20 

Lines  and  meters  (electric) 112,993  94 

Patent  rights 17,000  00 

Dae  for  electric  light  and  power, 9,489  97 

Fad  on  hand  (electric), 2,416  11 

Carbons  on  hand, 365  90 

Oil  and  waste  on  hand, 139  10 

Incandescent  lamps  on  hand 813  66 

Globes  on  hand, 113  74 

Other  electric  materials  on  hand, 11,859  92 

Motors  on  hand, 9,953  14 

Ammonia 66  00 

Horses,  wagons,  etc, 684  63 

Sundry  accounts  dae  the  company, 26,984  43 

Office  fnmitare, 1,786  15 

Cash  on  hand, 1,566  60 

Notes  receiyable,      .       .       .       ■ 263  70 

Tools  and  supplies, 6,369  67 

.    Total  assets,  as  per  books  of  the  company, $881,941  60 
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Liabilities. 

Capital  stock f550,000  00 

Notes  payable, 230,800  00 

Unpaid  bills, 16,657  74 

Deposits 678  81 

Interest  doe  bat  not  paid 2,654  00 

Depreciation  fund, 32,662  42 

Total  liabilities,  as  per  books  of  the  company |833,352  97 

Profit  and  loss  balance 48,588  53 

$881,941  50 

Manufacturing  Account. 

Dl.  Cb. 

^         .  /gas. f 40,466  38 

Operating  expenses,  1^1^^^^ 63,866  76 

Income  from  sale  of  gas, f63,866  34 

residaals, 6,479  90 

other  sources,  gas, 11  00 

sale  of  electric  light  and  power,  .       .       .  97,360  31 

other  sources,  electric 2,806  68 

r  gas 29,891  86 

Balance  to  profit  and  loss,   (electric 36,299  23 

$170,623  23    $170,623  23 

Profit  and  Loss  Account. 

Dr.  C«. 

Balance  Jnne  30, 1892, $26,244  27 

Balance  of  gas  manufactaringacooant,    ....  29,89186 

Balance  of  electric  manafacturing  accoant,     .       .       .  36,299  23 

Jobbing  and  flxtare  accounts 2,524  01 

Bents 435  56 

Merchandise  accounts 2,774  39 

Other  items  of  income, 98  86 

Dividends  declared, $33,000  00 

Interest  paid, 10,776  46 

Depreciation, 4,719  86 

Loss  on  whring, 1,116  63 

Other  items, 66  70 

Balance  June  30, 1893 48.688  63 

$98,268  17      $98,268  17 


NEWBURYPORT  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas), $1,132  43 

Machinery  and  manufacturing  appliances  (gas), 76,600  00 

Street  mains  (gas), 6,205  84 

Meters  (gas), 2,018  27 

Due  for  gas 2,421  89 

Oas  coal  on  hand • 2,242  00 

Coke  on  hand, 60  00 

Tar  on  hand 868  00 
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Enricbers  on  hand,   .       .     ^ 

Purifying  materials  on  hand,  I 9403  79 

Other  gas  materials  on  band,  j 

Oas  fixtures  on  hand, 118  50 

Real  estate  (electric),  \ 

Steam  plant  (electric),  I 60,426  87 

Electric  plant,    .       .  j 

Lines,  meters,  lamps  and  globes  (electric) , 12,281  56 

Due  for  electric  light  and  power, 1,701  78 

Fuel  on  band  (electric),    .               36  60 

Carbons  on  band, 150  00 

Oil  and  waste  on  band, 22  26 

Globes  on  band, 82  50 

Other  electric  materials  on  hand, 305  50 

Horses,  wagons,  tools,  etc.,      .        .       .        .^ 136  00 

Sundry  accounts  due  the  company, 1,638  64    ' 

Cash  on  band, 726  18 

Total  assets,  as  per  books  of  the  company $167,975  90 

Liabilities. 

Capital  stock, .  $140,000  00 

Notes  payable, '  .       .  14,000  00 

Unpaid  bills, 308  43 

Unpaid  dividends, 1,008  60 

Total  liabilities,  as  per  books  of  the  company $155,311  93 

Profit  and  loss  balance, 12,663  97 

$167,975  90 

Manupacturino  Account. 

Dm.  cb. 

Operating  expenses,   1^**' •       $12,542  96 

*      *^  ( electric, 18,425  68 

Income  from  sale  of  gas, $16,343  94 

residuals, 1,748  01 

sale  ofelectric  light  and  power, .       .       .  19,716  52 

Balance  to  profit  and  loss,    \^* ^'^^  ^ 

t  electric,      ....  6,290  84 

$37,808  47  $87,808  47 

Phopit  and  Loss  Account. 

Dr.  cb. 

Balance  June  30, 1892,      ...          %     .       .       .  $17,684  16 

Balance  of  gas  manufacturing  account,    ....  5,548  99 

Balance  of  electric  manufacturing  account,     .       .       .  6,290  84 

Rents, 200  00 

Other  Items  of  income, 78  19 

Dividends  declared $8,400  00 

Interest  paid, 701  53 

Depreciation, 7,484  51 

Bad  debts, '  552  16 

Balance  June  30,  1893, 12,668  97 

$29,802  17  $29,802  17 
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NEWTON  AND   WATERTOWN  GAS  LIGHT  COMPANY. 

A8BBT8. 

Real  estete  (gas), $73,205  03 

Machinery  and  manafitctnring  appliances  (gas),    ......  98,35654 

Street  mains  (gas), 180,067  60 

Meters  (gas), 19,402  44 

Due  for  gas, 21,625  84 

Gas  coal  on  hand 639  20 

Coke  on  hand, 90  00 

Tar  on  hand 2,250  00 

Other  gas  materials  on  hand, 295  00 

Stoves  on  hand,         .       .       .       .^ 276  12 

Gas  fixtures  on  hand 1,195  00 

Real  estate  (electric), 29,852  47 

Steam  plant  (electric), 49,814  17 

Electric  plant, 32,706  90 

Lines,  meters,  lamps  and  globes  (electric), 88,102  42 

Due  for  electric  light  and  power, 5,591  02 

Fnel  on  hand  (electric) 585  25 

Carbons  on  hand, 164  00 

Incandescent  lamps  on  hand, 1,197  25 

Other  electric  materials  on  hand, 2,624  18 

Horses,  wagons,  etc 806  00 

Sundry  accounts  due  the  company, 4,650  66 

Office  furniture, 447  d5 

Cash  on  hand, 5,739  96 

Notes  receivable, 645  72 

Investments,      / 10,395  27 

Total  assets,  as  per  books  of  the  company, $630,664  99 

Liabilities. 

Capital  stock, $250,000  00 

Bonds  issued, 109,000  00 

Notes  payable, 8,000  00 

Unpaid  bills 7,427  88 

Deposits 195  00 

Unpaid  dividends, 1,264  00 

Reserved  fund, 27,735  00 

Contingent  fond 25,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $428,621  83 

Profit  and  loss  balance, 202,043  16 

$630,664  99 
Manufacturing  Account. 

Dr.  Cs. 

Operatinge^pene^.  {^I^;^^-       ;       ;       ;       ;       ;       ^^^l 

Income  from  sale  of  gas, $105,833  66 

residuals, 14,410  15 

other  sources,  gas, 2,096  92 

sale  of  electric  light  and  power, .       .       .  36,573  43 

Balance  to  profit  and  loss,   /  ^'    *       '       *       '       '         ^J^  ^? 
\  electric 9,226  58 

$158,916  06  $158,916  06 

uigitizeci  by  VJ\_/\_/ V  i^ 


1894.]  PUBLIC  DOCUMENT  — No.  35.  233 


Pbofit  and  Loss  Account. 

Dx.  Cb. 

Balance  Jane  30, 1892 $174,150  54 

Balance  of  gas  manafactaring  acoonnt,    ....  40,995  78 

Balance  of  electric  mana&ctnring  accoant,    .  9,226  58 

Interest  received 369  54 

Renfs, 1,545  00 

Dividends  declared |18,000  00 

Interest  paid 6,048  16 

Other  items, 196  12 

Balance  June  80, 1893 202,043  16 


$226,287  44    $226,287  44 


NOETH  ADAMS  GAS  LIGHT  COMPANY. 

ASSBTS. 

Real  estate  (gas), $15,300  00 

Machinery  and  manofactnring  appliances  (gas), 27,500  00 

Street  mains  (gas), •  20,000  00 

Meters  (gas), 4.719  00 

Dae  for  gas, 3,006  34 

Gas  coal  on  hand 1,886  00 

Tar  on  hand, 1,568  50 

Stoves  on  hand,         .  \ 1  714  24 

Gas  fixtures  on  hand,  J 

Real  estate  (electric), 5,700  00 

Steam  plant  (electric), 10,600  00 

Electric  plant, 10,000  00 

Lines,  meters,  lamps  and  globes  (electric), 20,720  00 

Due  for  electric  light  and  power, 954  56 

Carbons  on  hand, 27  00 

Incandescent  lamps  on  hand, 700  00 

Globes  on  hand, 100  00 

Other  electric  materials  on  hand, 700  00 

Horses,  wagons,  etc., 735  00 

Sundry  accounts  due  the  company, 1,789  04 

Office  furniture, 1,234  50 

Cash  on  hand, 547  82 

Investments, 4,123  00 

Total  assets,  as  per  books  of  the  company, $133,475  00 


LlABILITIBS. 

Capital  stock, $60,000  00 

Notes  payable, 38,000  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $88,000  00 

Profit  and  loss  balance, 45,475  00 


$133,475  00 
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Mamufactubino  Accoumt. 

Db.  Cs. 

Operating  expenses,  /«»•' ^?/^.  ft 

^  I  electric, U,M1  51 

Income  from  sale  of  gas, 130.282  09 

resldaals, 4,487  60 

other  sources, 710  57 

sale  of  electric  light  and  power,  .       .       .  20,074  56 

Balance  to  profit  and  loss,   /«f^' ?'^  ?? 

\  electric,      ....  5,633  05 

^,554  82      f  55,554  82 

Profit  awd  Lobs  Accoukt. 

Db.  Ck. 

Balance  Jnne  30, 1892, $36,265  47 

Balance  of  gas  manofactaring  account,   ....  9,58682 

Balance  of  electric  mannfactaring  account,     •       .       .  5,533  05 

Interest  received, 254  94 

Dividends  declared |4,000  00 

Interest  paid 2,000  00 

Other  items, 165  28 

Balance  Jnne  30, 1893 45,475  00 

f51,640  28      f51,640  28 


NORTHAMPTON  ELECTRIC  LIGHTING  COMPANY. 

Assets. 

Real  estate $14,108  43 

.'Steam  plant,      .^  .in  ^on  ai 

Electric  plant,    ./ 40,300  41 

Lines,  meters,  lamps  and  globes, 32,636  39 

Due  for  electric  light  and  power, 2,997  82 

Fuel  on  band 170  00 

Carbons  on  hand, 84  00 

Incandescent  lamps  on  hand, 76  00 

Horses,  wagons,  etc., 185  20 

Cash  on  hand, 1,236  63 

In&urance  prepaid, 150  00 

Total  assets,  as  per  books  of  the  company, $91,943  88 


Liabilities. 

Capital  stock, $58,700  00 

Bonds  issued, 9,000  00 

Notes  payable, 13,000  00 

Unpaid  bills, 1,861  80 

Depreciation  ftind, 4,000  00 

4  ■  

Total  liabilities,  as  per  books  of  the  company,        ....  $86,561  80 

Profit  and  loss  balance, 5,382  08 


$91,943  88 
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IlAHtTPAOTTTBINO  ACCOVNT. 


Operating  expenges, 

Income  from  sale  of  electric  light  and  power, . 
Balance  to  profit  and  loss, 

DR. 

$12,475  93 

6,762  41 
$19,238  34 

Cr. 
$19,238  34 

$19,238  34 

Protit  and  Loss  Account. 

Ds. 

Cr. 

Balance  June  30, 1892, 

$5,124  37 

Balance  of  electric  manafactaring  account,     . 

Rents, 

6,762  41 
423  52 

Dividends  declared, 

Interest  paid, 

Depreciation 

Depreciation  ftind, 

Balance  Jane  30, 1893, 

$1,467  60 

1,178  64 

282  18 

4,000  00 

5,382  08 

$12,310  30 

$12,310  30 

NORTHAMPTON  GAS  LIGHT  COMPANY. 
Assets. 

Real  estate $24,900  00 

Machinery  and  mannfactnrlng  appliances,      ......  3,000  00 

Street  mains, 20,000  00 

Due  for  gas, 2,186  62 

Gas  coal  on  hand, 137  05 

Coke  on  hand, 15  00 

Tar  on  hand, 270  00 

Enrlcbers  on  hand 8  45 

Purifying  materials  on  hand, 30  00 

Other  materiaU  on  hand, 1,298  58 

Stoves  on  hand, 137  83 

New  gas  holder 16,218  54 

Sundry  accounts  due  the  company, 843  54 

Cash  on  hand, 2,824  64 

Investments, 5,376  50 

Total  assets,  as  per  books  of  the  company, $77,245  75 

LlABILTTIES. 

Capital  stock, $50,000  00 

Notes  payable 8,000  00 

Reserved  fhnd, 5,418  60 

Total  liabilities,  as  per  books  of  the  company,         ....  $63,418  50 

Profit  and  loss  balance, 13,827  25 

$77,245  75 
Manufactukino  Account. 

Dr.  Cr. 

Operating  expenses •     .       $18,117  23 

Income  from  sale  of  gas $24,999  40 

residuals 2,739  86 

other  sources 43  55 

Balance  to  profit  and  loss, 9,665  58 

$27,782  81  $27,782  81 
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Pbopit  and  Loss  Accoumt. 

db.  Ck. 

Balance  June  30, 1892, $10,803  64 

Balance  of  gas  manufactarlng  accoant,    •       .       .        .  9,666  58 

Interest  received, 390  61 

Rents 209  25 

Dividends  declared |4,000  00 

Interest  paid 552  60 

Constmction  charged  off, 2,689  33 

Balance  June  30, 1893, 13,827  2S 


121,069  08      $21,069  08 


NORTH  ATTLEBOROUGH  STEAM  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $18,665  28 

Steam  plant, 45,354  70 

Electric  plant, 37,602  43 

Lines,  meters.  lamps  and  globes, 41,140  42 

Unexpired  insnrance, 450  00 

Due  for  electric  light  and  power, 2,143  74 

Fael  on  hand, 970  00 

Carbons  on  hand 69  60 

Oil  and  waste  on  hand 50  00 

Incandescent  lamps  on  band, 347  84 

Other  materials  on  hand, 1,053  03 

Motors  on  hand, 2,698  39 

Tools, 418  26 

Sundry  accounts  due  the  company, 2,219  36 

Office  furniture 40  00 

Cash  on  hand, 544  23 

Notes  receivable, 186  97 

Total  assets,  as  per  books  of  the  company, $153,854  15 

Profit  and  loss  balance 19,906  32 

$173,760  47 
Liabilities. 

Capital  stock $80,000  00 

Bonds  issued, 75,000  00 

Notes  payable, 6.154  50 

Unpaid  bills 13,605  97 

Total  liabilities,  as  per  books  of  the  company,         ....  $173,76047 


Manupacturing  Account. 

Dm.  Cb. 

Operating  expenses, $54,954  22 

Income  f^om  sale  of  electric  light  and  power, .       .       .  $41,068  12 

Balance  to  profit  and  loss, 13,886  10 


$54,954  22      $54,954  22 
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Pbofit  axd  Loss  Account. 

Db.  Cb. 

Balance  Jane  80, 1892 $2,622  73 

Balance  of  electric  mannfactnring  acconnt,      .       .       .       $13,886  10 

Rents, 659  09 

Wiring  account, 439  36 

Interest  paid, 9,240  13 

Repairs  of  real  eitate, 122  51 

Depreciation, 378  76 

Balance  Jane  30, 1893 19,906  32 

$23,627  60      $23,627  00 


NORTH  ATTLEBOROUGH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $47,474  72 

Machinery  and  mannfactnring  appliances, 20,234  96 

Street  mains, 22,330  69 

Meters, 3,851  05 

Dne  for  gas, 1,516  60 

Gas  coal  on  hand, 1,647  50 

Coke  on  band, 29  33 

Tar  on  hand, 724  26 

Enrlchers  on  hand 63  82 

Purifying  materials  on  hand, 78  13 

Other  materials  on  band, 200  00 

Stoves  on  hand, 835  19 

Gas  fixtures  on  hand, 642  16 

Sundry  accounts  dne  the  company, 446  46 

Office  furniture, 210  00 

Cash  on  hand, 11,005  88 

Total  assets,  as  per  books  of  the  company, $111,290  75 

LXABTLITIES. 

Capital  stock, $68,100  00 

Bonds  issued, 33,915  00 

Unpaid  bills, 101  17 

Unpaid  dividends, 2,043  00 

Interest  due  but  not  paid, 508  72 

Total  liabilities,  as  per  books  of  the  company $104,667  89 

Profit  and  loss  balance, 6,622  86 

$111,290  75 
Manttfaotvrino  Accoxtnt. 

Dk.  Cb. 

Operating  expenses, $16,167  76 

Income  flrom  sale  of  gas, $26,294  95 

residuals, 2,687  23 

other  sources, 182  68 

Balance  to  profit  and  loss, 12,997  10 

$29,164  86  $29,164  86 
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Profit  and  Loss  Aooovnt. 

DB. 

Balance  June  30, 1892 

Balance  of  gas  manufactoring  accoant,    .... 

Interest  receivedi 

Bents, 

Jobbing  account, 

Other  items  of  income, 

Dividends  declared, f  4,086  00 

Interest  paid, 2,034  90 

Depreciation, 6,568  65 

Balance  June  30, 1893, 6,622  86 

918,312  41 


Cr. 

$5,091  16 

12,997  10 

68  95 

118  55 

28  90 

T75 


f  18,312  41 


NORTH  SHORE  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $15,793  00 

Steam  plant, 48,050  19 

Electric  plant, 95,561  50 

Lines,  meters  and  transformers, 93,377  88 

Franchise, 10,000  00 

Due  for  electric  light  and  power, 7,634  27 

Fuel  on  hand, 11  76 

Carbons  on  hand, 60  00 

Oil  and  waste  on  hand, 37  93 

Incandescent  lamps  on  hand, 1,053  71 

Globes  on  hand, 51  33 

Other  materials  on  hand, 683  86 

Tools  on  hand, 58  75 

Horses,  wagons,  etc., 245  00 

Sundry  accounts  due  the  company, 801  65 

Office  furniture 187  30 

Cash  on  hand, 89  14 

Notes  receivable, 300  00 

Insurance,  interest, 888  44 

Total  assets,  as  per  books  of  the  company, $274,775  71 

Profit  and  loss  balance, 4,307  12 

$279,082  83 
Liabilities. 

Capital  stock, $126,000  00 

Bonds  issued, 75,000  00 

Notes  payable 67,983  56 

Unpaid  bills, 7,572  94 

Interest  due  but  not  paid 8,526  33 

Total  liabilities,  as  per  books  of  the  company, $279,082  83 


Manupactubino  Account. 


Operating  expenses, 

Income  fi-om  sale  of  electric  light  and  power, 
Balance  to  profit  and  loss,        .       .       .       . 


Ds. 
$14,100  76 

6,207  31 


Cx. 
$19,808  07 


$19,308  07      $19,308  07 
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Pbofit  and  Lobs  Aocouht. 


Balance  Jane  30, 1892,      .... 
Balance  of  electric  manofactaring  account, 

Interest  paid, 

Balance  June  30, 1893,      .... 


Da. 

Ca. 

f  1,616  72 

$5,207  31 

7,898  71 

4,307  12 

f  9,514  43       $9,614  43 


NORWOOD  GAS  LIGHT  COMPANY. 

A88BT8. 

Real  estate, f  3,000  00 

Machinery  and  manafiusturing  appUanoes,  1 •  ^  8  118  57 

Street  mains, I * 

Meters, 962  65 

Due  for  gas, 609  60 

Gas  coal  on  hand, 201  98 

Cash  on  hand, 1,146  21 


Total  assets,  as  per  books  of  the  company, f  14,039  01 

LUlBILITIBS. 

Capital  stock, f  12,000  00 


ToUl  liabilities,  as  per  books  of  the  company,        .       .       .       .     f  12,000  00 
Profit  and  loss  balance, 2,039  01 


Manupactubing  Account. 


Operating  expenses,  . 
Income  ftom  sale  of  gas,  . 
Balance  to  profit  and  loss, 


Pbofit  and  Loss  Account. 


Balance  June  30, 1892, 

Balance  of  gas  mannfactoring  acconnt, 

Balance  June  30, 1893, 


Db. 
f  3,692  24 

139  19 

$14,039  01 
Cb. 

$3,831  43 

13,83143 
Da. 

$2,039  01 

$3,83143 

Cb. 

$1,899  82 
139  19 

$2,039  01       $2,039  01 


ORANGE  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Real  estate, $1,703  28 

Steam  plant, 8,616  73 

Electric  plant, 4,970  90 

Lines,  meters,  lamps  and  globes, 26,298  55 

Due  for  electric  light  and  power, 884  40 

Fuel  on  hand, 71  64 

Carbons  on  hand, 23  00 

Oil  and  waste  on  hand, •  16  40 
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Incandescent  lamps  on  hand, $195  60 

Other  materials  on  hand, 106  00 

Tools, 100  05 

Horses,  wagons,  etc., 80  00 

Sandrj  accounts  dae  the  company, 93  00 

Office  famitore, 35  00 

Cash  on  hand, 699  26 

Insurance,  unexpired, 85  00 

Investments, 43,532  29 

Total  assets,  as  per  books  of  the  company, $87,411  10 

Profit  and  loss  balance, 9,284  46 

$96,695  66 

LlABILITIBS. 

Capital  stock, 45,000  00 

Bonds  issued, 45.000  00 

Notes  payable, 1,500  00 

Unpaid  bills, 4,070  56 

Interest  due  but  not  paid, 1,125  00 

Total  liabilities,  as  per  books  of  the  company, $96,695  56 

Manupaotubino  Account. 

Ds.  Cb. 

Operating  expenses, $8,778  68 

Income  Arom  sale  of  electric  light  and  power,.       .       •  $7,783  78 

other  sources, 31  27 

Balance  to  profit  and  loss 963  63 

$8,778  68  $8,778  68 
Phofit  and  Loss  Accottnt. 

Ds.  Cb. 

Balance  June  30, 1892, $7,079  59 

Balance  ofelectric  manufacturing  account,     ...  96363 

Sales  account, $349  10 

Wiring  account, 453  71 

Rents .  430  95 

Interest  paid, 2,476  00 

BaUnce  June  30, 1893 9,284  46 

$10,518  22  $10,518  22 


GAS  WORKS  OP  THE  OTIS  COMPANY  OF  WARE. 

Manvpacturinq  Account. 

Dr.  Cs. 

Operating  expenses, $6,091  31 

Income  from  sale  of  gas, $5,356  21 

resldaals, 375  00 

other  sources, 9  35 

Balance,! 350  75 

$6,091  31        $6,091  81 

1 1,006,900  feet  of  gai  used  in  the  mllla  of  the  company,  and  not  included  in  the  income 
given. 
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PALMER  AND  M0N80N  ELBCTEIC  COMPANY. 
(Former] J  the  Palmer  Electric  Company.) 

AB8BT8. 

Real  estate '  .       .  f  67,097  66 

Steam  plant, 13,821  20 

Electric  plant, .  21,114  83 

Lines,  meters,  lamps  and  globes, 87,671  61 

Patent  rights, 6,000  00 

Dne  for  electric  light  and  power, 1,337  97 

Carbons  on  hand,      . 4fi  00 

Oil  and  waste  on  hand, 14  20 

Incandescent  lamps  on  hand, 460  00 

Globes  on  hand, 2  OO 

Other  materials  on  hand, 286  42 

Horses,  wagons,  etc., 214  30 

Sandiy  accounts  dne  the  company, *  2,694  10 

Office  fhmitnre, 65  95 

Cash  on  hand 229  21 

Totalassets,  as  per  books  of  the  company $151,054  45 

L1A.BILITIB8. 

Capital  stock, 930,000  00 

Bonds  issned, 46,000  00 

Notes  payable, 51,827  49 

Unpaid  bills, 21,807  80 

Total  liabilities,  as  per  books  of  the  company,         ....  $149,635  29 

Profit  and  loss  balance, 1,419  16 

f  161,054  46 

Mamufaotubiko  Account. 

Ds.  Ca. 

Operating  expenses, f  6,902  51 

Income  ftom  sale  of  electric  light  and  power, .       .       .  $6,851  06 

Balance  to  profit  and  loss, 51  45 

$6,902  51  $6,902  61 

Pbopit  and  Loss  Account. 

Da.  Cb. 

Balance  Jnne  30, 1892, $1,876  77 

Balance  of  electric  mannfactaring  account,     ...  $5145 

Rebates  on  accounts, 1,466  31 

Interest  paid 1,872  47 

Balance  Jnne  30, 1893, 1,419  16 

$3,343  08  $3,343  08 


PITTSFIELD  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate $40,845  68 

Steam  plant, 36,924  69 

Electric  plant, 71,115  41 

Lines,  meters,  lamps  and  globes, «  81,678  }8 
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Doe  for  electric  light  and  power,      •       • $4,107  00 

Fael  on  hand, 1,106  82 

Carbons  on  hand, 148  &9 

Incandescent  lamps  on  hand, 515  94 

Globes  on  hand, 20  00 

Tools  on  hand 1,011  42 

Electric  fixtures  and  supplies  on  hand, 344  24 

Sundry  accounts  dne  the  company, 164  61 

Office  f amitnre, 234  97 

Cash  on  hand, 1,158  67 

Insurance  and  interest  not  matnred, 366  89 

Investments, 6,015  13 

Total  assets,  as  per  books  of  the  company, f  195,758  24 

Liabilities. 

Capital  stock, $100,000  00 

Bonds  issned, 75,000  00 

Unpaid  bills 2,058  75 

Amounts  dne  fh>m  the  company,  not  included  above,    ....  2,193  35 

Total  liabilities,  as  per  books  of  the  company, f  179,252  10 

Profit  and  loss  balance, 16,506  14 

f  195,758  24 
Mamufaoturimg  Account. 

Dr.  Cb. 

Operating  expenses,  .       .       .     ' f  34,966  37 

Income  from  sale  of  electric  light  and  power, .       .       .  $50,859  30 

Balance  to  profit  and  loss, 15,892  93 

$50,859  30  $50,859  30 

Pbofit  and  Loss  Account. 

Da.  Cb. 

Balance  June  30, 1892 $13,717  67 

Balance  ofelectric  manufacturing  account,      .       .       .  15,892  93 

Kents 861  70 

Other  items  of  income, 39  50 

Dividends  declared, $5,000  OO 

Interest  paid, 3,800  00 

Depreciation, 5,000  00 

Other  items 205  66 

Balance  June  30, 1893, 16,506  14 

$30,511  80  $30,611  80 


PITTSFIELD  COAL  GAS  COMPANY. 

Assets. 

Beal  estate, $30,650  85 

Machinery  and  manufacturing  appliances, 37,591  86 

Street  mains,     •       .       .       .^ 19,110  00 

Meters, 6,540  00 

Due  for  ga 4,042  81 

Gas  coal  on  hand, 999  00 

Enrichers  on  hand, 122  60 

Stoves  on  hand, 88  60 
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Cash  on  hand, f  877  50 

Notes  receivable, 17,400  00 

Investments, 2,450  00 

Total  assets,  as  per  books  of  the  company, f  119,873  52 


LZABILITIBS. 

Capital  stock, f  62,500  00 

Unpaid  bills, .  500  00 

Keserved  fhnd, 40,000  00 

Total  liabilities,  as  per  books  of  the  company $103,000  00 

Profit  and  loss  balance, 16,873  52 

f  119,873  52 

Manufaotubino  Account. 

Dr.  Cb. 

Operating  expenses, f  17,998  14 

Income  Arom  sale  of  gas, f  25,341  92 

residnals, 11  75 

other  sources, 61  50 

Balance  to  profit  and  loss, 7,417  03 

$25,415  17      $25,415  17 

Pbofit  AjfD  Loss  Account. 

Dr.  Cs. 

Balance  June  30, 1892, $16,984  87 

Balance  of  gas  manufacturing  account,  ....  7,417  03 

Interest  received, 190  39 

Rents 66  33 

Dividends  declared, $7,500  00 

Interest  paid, 3  75    ' 

Other  items, 281  35 

Balance  June  30, 1893, « 16,873  52 

$24,658*62      $24,658  62 


PLYMOUTH  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Real  estate, $14,472  10 

Steam  plant, 41,046  26 

Electric  plant, 47,609  99 

Lines,  meters,  lamps  and  globes, 29,741  01 

Patent  rights, 8,000  00 

Due  for  electric  light  and  power, 2,710  46 

Fuel  on  hand, 2,064  00 

Carbons  on  hand, 35  00 

Oil  and  waste  on  hand, 30  03 

Incandescent  lamps  on  hand, 73  30 

Globes  on  hand, 10  22 

Other  materials  on  hand, 2,092  58 

Sundry  accounts  due  the  company, 149  60 

Cash  on  hand, 415  17 

Total  assets,  as  per  books  of  the  company, $148,449  62 

Profit  and  loss  balance, 27,961  52 

$176,411  14 
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LIA.BILITIBB. 

Capital  stock f90,000  00 

Bonds  issued, 80,000  00 

Unpaid  bills, 5,456  21 

Interest  due  but  not  paid, 954  93 

Total  liabilities,  as  per  books  of  the  company, f  176,411  14 

Manvfacturimo  Account. 

Db.  Gb. 

Operating  expenses, f  15,600  32 

Income  from  sale  of  electric  light  and  power, .       .       .  f  18,438  49 

Other  sources, 72  00 

Balance  to  profit  and  loss, 2,910  17 

fl8,510  49      918,510  49 

Fbofit  and  Loss  Account. 

Dr.  Cb. 

Balance  June  30, 1892, 9643  98 

Balance  of  electric  manafactnring  account,     .       .       .  $2,910  17 

Wiring  account, 217  48 

Sale  of  materials 745  33 

Interest  paid, 2,887  29 

Cost  of  reorganization,  increase  of  bonds  and  capital 

stock  and  payment  of  notes 28,403  23 

Balance  June  30, 1893, 27,961  52 

$31,834  60      $31,834  50 


PLYMOUTH  GAS  LIGHT  COMPANY. 

*  ASSBTS. 

Real  estate, $8,350  00 

Machinery  and  manufacturing  appliances, 16,484  34 

Street  mains, 14,660  00 

Meters, 2,000  00 

Due  for  gas, 2,241  63 

Gas  coal  on  hand, 14  31 

Tar  on  hand, 14  00 

Enrichers  on  hand, 14  35 

Stoves  on  hand 22  63 

Gas  fixtures  on  hand, 432  77 

Sundry  accounts  due  the  company 653  13 

Cash  on  hand, 395  40 

Total  assets,  as  per  books  of  the  company,      .       .       .       .       .  $45,272  56 

Liabilities. 

Capital  stock $40,000  00 

Notes  payable, 1,500  00 

Unpaid  dividends, 81  50 

Amounts  due  from  the  company,  not  included  above,    ....  533  02 

Total  liabilities,  as  per  books  of  the  company,         ....  $42,114  62 

Profit  and  loss  balance 3,158  04 


$45,272  66 
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Manufacttring  Acoovmt. 

Ds.  Cs 

Operating  expeoMB, $6,778  92 

Income  from  sale  of  gas, 

other  sources, 

Balance  to  profit  and  loss, 2,738  04 

f  9.616  96 

Pbofit  and  Loss  Account. 

Da. 

Balance  Jane  30, 1892, 

Balance  of  gas  mannfactnriogacconnt,   •       .       •       • 

Old  debts  collected, 

Dividends  declared, f  2,000  00 

Interest  paid, 76  30 

Constmction  charged  oil; 260  36 

Depreciation, 1,476  64 

Balance  June  80, 1893, 3,158  04 


$8,898  64 
618  32 

$9,516  96 

Cb. 

$4,182  09 

2,738  04 

40  21 

$6,960  34       $6,960  34 


QUINCY  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

ASSBTS. 

Real  estete $9,688  14 

Steam  plant, \ 

Electric  plant, V 107,402  16 

Lines,  meters,  lamps  and  globes,      .       •       .J 

Dne  for  electric  light  and  power,      .       .       .       .     * .       .       •       .  3,337  47 

Fuel  on  hand, 247  70 

Carbons  on  hand, 60  00 

Oil  and  waste  on  hand. 41  20 

Incandescent  lamps  on  hand, 208  36 

Other  materials  on  hand, 343  96 

Electric  fixtures  on  hand, 169  60 

Horses,  wagons,  etc, 826  68 

Office  furniture, 83  76 

Cash  on  hand, 136  68 

Total  assets,  as  per  books  of  the  company, $122,423  59 

Liabilities. 

Capital  stock, $89,700  00 

Votes  payable 23,800  00 

Unpaid  bills, 2,337  77 

Unpaid  dividends, 117  00 

Total  liabilities,  as  per  books  of  the  company, $116,964  77 

Profit  and  loss  balance, 6,468  82 

$122,423  69 

Manufaoturino  Accoukt. 

Db.  Cb. 

Operating  expenses, $23,466  82 

Income  from  sale  of  electric  light  and  power,        .       •  $30,894  27 

Bahince  to  profit  and  loss, 7,438  95 


$30,894  27      $30,894  27 
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PBOyiT  AND  Loss  ACCOITNT. 

DS.  Cr. 

Balance  Jnne  30, 1892, $5,771  63 

Balance  of  electric  manafactaringacconnt,     .        .       .  7,438  95 

Rents, 37  00 

Dividends  declared, f  5,382  00 

Interest  paid, 1,159  U9 

Other  items, 237  67 

Balance  Jane  30, 1893, 6,468  82 

^ $13,247  68      $13,247  58 


ROXBURY  GAS  LIGHT  COMPANY. 

ASRBTS. 

Real  estate f  116,365  91 

Machinery  and  manufactaring  appliances, 304,563  30 

Street  mains, 349,073  46 

Meters, 85,043  06 

Due  for  gas, 30,560  38 

Enrlchers  on  hand, 3  00 

Purifying  materials  on  hand, 639  68 

Other  materials  on  hand, 3,099  15 

Patent  rights, 50,000  00 

Gas  on  hand 1,361  58 

Snndrj  acconnts  due  tlie  company, 3,593  94 

Cash  on  hand, 34,270  15 

Notes  receivaWe, 39,905  00 

Total  assets,  as  per  books  of  the  company,       ....        f  1,018,378  61 

LlABILTTTKS. 

Capital  stock, f  600,000  00 

Unpaid  bills 5,047  73 

Deposits,            6.067  00 

Amounts  due  from  the  company,  not  included  above,    ....  3,059  41 

Total  liabilities,  as  per  books  of  the  company,        ....  $614,174  14 

Profit  and  loss  balance, 404,204  47 

f  1.018,378  61 

MANrFACTURINO  ACCOUNT. 

Ds.  Cb. 

Operating  expenses, $212,205  50 

Income  from  sale  of  gas,         ......  $270,530  66 

residuals, 8  78 

other  sources, 269  45 

Balance  to  profit  and  loss, 58,603  39 

$270,808  89  $270,808  89 

Profit  and  Loss  Account. 

Ds.  Cr. 

Balance  June  30, 1892 $399,801  55 

Balance  of  gas  manufacturing  account,  ....  58,603  39 

Interest  received, 998  68 

Rents, 1.342  25 

Other  items  of  income, 3,458  60 

Dividends  declared, $60,000  00 

Balance  June  30, 1893, 404,204  47 


$464,204  47    $464,204  47 
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SALEM  ELECTEIC  LIGHTING  COMPANY. 

A88BTS. 

Real  estate, 845.500  00 

Steam  plant, 87,000  00 

Electric  plant 45,000  00 

Lines,  meters,  lamps  and  globes, 95,600  00 

Patent  right 3,263  45 

Dne  for  electric  light  and  power, 10,354  82 

Fuel  on  hand, 7,218  00 

Carbons  on  hand, 176  00 

Incandescent  lamps  on  hand, 1,265  27 

Globes  on  hand, 70  53 

Other  materials  on  hand, 565  81 

Horses,  wagons,  etc., 800  00 

Sundry  accounts  dne  the  company, 211  80 

Office  ftirniture, 300  00 

Cash  on  hand, 8,021  63 

InTestments, 3,000  00 

Total  assets,  as  per  books  of  the  company, f  303,247  21 


Liabilities. 

Capital  stock, $175,000  00 

Bonds  issned, 50,000  00 

Notes  payable, 45,000  00 

Reserved  ftind, 13,375  00 

Depreciation  fond, 4,067  61 

Total  liabilities,  as  per  books  of  the  company,        ....  f  287,442  61 

Profit  and  loss  balance, 15,804  60 


$303,247  21 

MANTTFACTURIIfO  ACCOUNT. 

Ds.  Cb. 

Operating  expenses, $64,977  48 

Income  from  sale  of  electric  light  and  power,  •       .       .  $101,503  36 

Balance  to  profit  and  loss, 36,625  88 


$101,503  36    $101,503  36 

Profit  and  Loss  Account. 

Db.  Cr. 

Balance  Jnne  30, 1892, $8,565  29 

Balance  of  electric  manufkctaring  accoant,     .       .       .  36,525  88 

Other  items  of  income, 2,008  65 

Dividends  dedared, $10,500  00 

Interest  paid, 4,826  39 

Depreciation, 11,657  96 

Resenre  fhnd, 3,375  00 

Repairs  of  real  estate, 925  87 

Balance  Jnne  30,  1893, 15,804  60 


$47,089  82      $47,089  82 
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SALEM  GAS  lIoHT  COMPANY. 

A8BBTI. 

Real  estate, f  149,041  42 

Machinery  and  manafactaring  appliances,      « 62,500  00 

Street  mains, 99,034  83 

Meters, 13,800  00 

Dae  for  gas, 11,326  95 

Gas  coal  on  hand, 101  47 

Tar  on  hand, 2,750  00 

Enrichers  on  hand, 763  60 

Purifying  materials  on  hand, «  219  16 

Other  materials  on  hand, 948  20 

Stoves  on  hand, 678  95 

Gas  fixtures  on  hand, 805  06 

Horses,  wagons,  etc , 500  00 

Office  fnmitnre, 200  00 

Cash  on  hand 4,129  50 

Investments, 8,468  00 

Total  assets,  as  per  books  of  the  company, f350,262  14 


LlABILXTISS. 

Capital  stock, f  300,000  00 

Deposits, 432  00 

Amounts  due  from  the  company,  not  included  above 2,619  50 

Total  liabilities,  as  per  books  of  the  company, f  303,051  50 

Profit  and  loss  balance, 47,210  64 

9350,262  14 

Manufacturing  Account. 

Dr.  Cb. 

Operating  expenses, $47,272  46 

Income  fh>m  sale  of  gas, f  57,129  95 

residnals, 5,861  27 

Balance  to  profit  and  los 15,718  76 

962,991  22      962,991  22 

Profit  and  Lobs  Account. 

Db.  Cs. 

Balance  June  30, 1892, 953,110  98 

Balance  of  gas  manufacturing  account,    ....  15,71876 

Interest  received, 47  65 

Rents 205  20 

Other  items  of  income, 59  60 

Dividends  declared, $21,000  Ob 

Interest  paid, 21  91 

Jobbing  account 488  63 

Depreciation, 117  72 

Repairs  to  dwelling  bouse, 303  29 

Balance  June  30, 1893, 47,210  64 


969,142  19      969,142  19 
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SOMERVILLE  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate ^22,139  66 

Steam  plant, 46,715  08 

Electric  plant, 64,122  24 

Lines,  meters,  lamps  and  globes 168,581  36 

Artesian  wells, 2,206  73 

Doe  for  eliCtrlc  light  and  power, 6,898  36 

Fuel  on  hand, 260  00 

Carbons  on  hand, 349  52 

Oil  and  waste  on  hand, 143  87 

Incandescent  lamps  on  hand, 1,140  99 

Globes  on  hand, 71  50 

Other  materials  on  hand, 1,184  32 

Belting, 1,623  75 

Tools, 1,102  13 

Horses,  wagons,  etc., 710  00 

Sundry  accounts  due  the  company, 551  55 

Office  famiture, 528  43 

Cash  on  hand, 1,389  00 

Notes  receivable  and  advance  interest, 175  11 

Unexpired  insurance, 541  74 

Total  assets,  as  per  books  of  the  company, $320,335  34 


Liabilities. 

Capital  stock, $200,000  00 

Bonds  issued, 4,500  00 

Notes  payable, 92,339  64 

Unpaid  bills, 9,080  88 

Total  liabilities,  as  per  books  of  the  company,        ....    $305,92052 
Profit  and  loss  balance, 14,414  82 

$320,335  34 

MANrFACTVRINO   ACCOUNT. 

Ds.  Cb. 

Operating  expenses, $46,221  34 

Income  Arom  sale  of  electric  light  and  power, .       .       .  $69,696  56 

Balance  to  profit  and  loss, 23,475  22 

$69,696  56      $69,696  66 

Profit  and  Loss  Account. 

Dr.  Ch. 

Balance  Jane  30, 1892, $5,710  11 

Balance  of  electric  manafkctoring  account,     .       .       .  23,476  22 

Other  items  of  income, 406  19 

DiTidends  declared $11,163  00 

Interest  paid, 4,013  70 

Balance  June  30, 1893, 14,414  82 


$29,591  52      $29,091  52 
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SOUTH  BOSTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, f  200,945  76 

Macbioerj  and  manufacturing  appliances,  ^ 280  479  66 

Street  mains, j 

Meters, 23,330  97 

Dae  for  gas 9,829  23 

Gas  coal  on  band, 4,288  93 

Coke  on  hand, 442  76 

Gas  on  hand, 148  18 

Enrichers  on  hand, 13  59 

Parifying  materials  on  hand, 112  10 

Other  materials  on  hand, 1,224  21 

Patent  rights 2o,000  00 

Sundry  accoants  dne  the  company, 1,240  96 

Cash  on  hand, 40,656  05 

Notes  receivable, 1,373  55 

Inyestments, 22,000  00 

Totalassets,  as  per  books  of  the  company, $611,085  93 


Liabilities. 

Capital  stock, $440,000  00 

Unpaid  bills 7,009  74 

Deposits, 2,003  95 

Amounts  due  from  the  company,  not  included  above,    ....  1,027  60 

Total  liabilities,  as  per  books  of  the  company, $450,041  29 

Profit  and  loss  balance, 161,044  64 

$611,085  93 

Manufacturino  Account. 

Dr.  Ck. 

Operating  expenses, $91,930  18 

Income  from  sale  of  gas .  $117,079  40 

residuals 22,713  49 

Balance  to  profit  and  loss, 47,862  71 

$139,792  89    $139,792  89 
Profit  and  Loss  Account. 

Dl.  CB. 

Balance  June  30, 1892, $131,911  13 

Balance  of  gas  manufacturing  account,    ....  47,86271 

Rents, 1,547  40 

Dividends  declared, $17,600  00 

Interest  paid, 676  60 

Depreciation, 2,000  00 

Balance  June  30, 1893, 161,044  64 


$181,321  24    $181,321  24 
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SOUTHBRIDGE  GAS  AND  BLECTEIC  COMPANY. 

A88BT8. 

Real  estate  (gas), $5,516  49 

Machinery  and  manufactaring  appliances  (gas) , 1,04183 

Street  mains  (gas), 7,063  2d 

Meters  (gas) 1,628  31 

Doe  for  gas, 323  14 

Gas  coal  on  band, 6  00 

Tar  on  hand, 1  00 

Enrlchers  on  hand, 61  06 

Other  gas  materials  on  hand, 153  06 

Oas  fixtures  on  hand, 128  20 

Real  estate  (electric), 3,622  91 

Steam  plant  (electric), 9,351  59 

Electric  plant, 11,361  06 

Lines,  meters,  lamps  and  globes  (electric), 14,893  16 

Patent  rights, 2,660  00 

Dae  for  electric  light  and  power, 289  01 

Carbons  on  hand, 36  86 

Oil  and  waste  on  hand, 28  46 

Incandescent  lamps  on  hand, 27  16 

Horses,  wagons,  etc., 236  00 

Snndry  accounts  dne  the  company, 80  24 

OtBce  ftimltare, 125  50 

Cash  on  hand, 10,159  47 

Construction  account, -       .       .       .       .  42  19 

Total  assets,  as  per  books  of  the  company, f  68,723  91 

Liabilities. 

Capital  stock 8o0,000  00 

Notes  payable, 13,600  00 

Unpaid  bills, 174  14 

Total  liabilities,  as  per  books  of  the  company,         ....  $63,674  14 

Profit  and  loss  balance, 5,049  77 

$68,723  91 
Manufacturino  Account. 

Ds.  Cr. 

Operating  expenses,  /^'' $2,832  91 

*^        *      *^  I  electric 7,112  02 

Income  from  sale  of  gas, $3,935  01 

residuals, 15  75 

sale  of  electric  light  and  power, .       .       .  10,092  67 

Balance  to  profit  and  loss,   /fi^»^ 1,117  86 

\  electric,     ....  2,980  66 

$14,043  43  $14,043  43 
Profit  and  Loss  Account. 

Ds.  Cr. 

Balance  June  30, 1892, $4,742  37 

Balance  of  gas  manufacturing  account,   ....  1,117  85 

Balance  ofelectrlcnoanufacturing  account,     .       .  2,980  65 

Dividends  declared, $2,400  00 

Interest  paid 686  60 

Depredation 706  60 

Balance  June  30, 1893 6,049  77 


$8,840  87        $8,840  87 
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SOUTH  HADLEY  FALLS  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Steam  plant, f  1,249  71 

Electric  plant, 6,672  38 

Lines,  meters,  lamps  and  globes, 3,661  00 

Dae  for  electric  light  and  power 464  96 

Incandescent  lamps  on  hand, 60  00 

Other  materials  on  hand, 100  00 

Total  assets,  as  per  books  of  the  company, f  11,198  05 

Liabilities. 

Capital  stock f  7,000  00 

Notes  payable, 3,962  12 

Unpaid  biUs, 235  93 

Total  liabilities,  as  per  books  of  the  company,        ....  $11,198  05 

Manupacturino  Account. 

Dr.  Ca 

Operating  expenses, •         f  4,572  37 

Income  from  sale  of  electric  light  and  power, .        .        .  $4,821  30 

Balance  to  profit  and  loss, 248  93 

$4,821  30  $4,821  30 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  of  electric  manofactnring  aocoant,     .       .       .  $248  93 

Interest  paid, $248  93 

$248  93  $248  93 


SPENCER  GAS  COMPANY. 

Assets. 

Real  estate  (gas), $22,583  28 

Machinery  and  manufactoring  appliances  (gas),     .... 

Street  mains  (gas), 

Meters  (gas), 

Dae  for  gas, 

Oas  coal  on  hand, 

Enrichers'onhand, 

Purifying  materials  on  hand, 

Other  gas  materials  on  hand, 

Stoves  on  hand, 

Oas  fixtures  on  hand, 

Electric  plant 'I 

Lines,  meters,  lamps  and  globes  (electric),  j 

Due  for  electric  light  and  power, 

Carbons  on  hand, 

Oil  and  waste  on  hand, . 

Globes  on  hand, 

Tools, 

Sundry  accounts  due  the  company, 


76,105  7S 

36,216  81 

3,669  OS 

3,339  95 

221  25 

163  32 

12  25 

707  56 

5,009  00 

479  44 

24,619  62 

449  19 

43  00 

49  25 

8  30 

600  00 

3,877  78 
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Office  famitare,         . $380  00 

Notes  receivable, 349  83 

Total  assets,  as  per  books  of  the  company, $178,379  67 

Profit  and  loss  balance, 7,160  56 

$185,540  23 
Liabilities. 

Capital  stock, $85,000  00 

Bonds  issued,     .  • 85,000  00 

Unpaid  bills, 158  75 

Interest  accrued, 2,550  00 

Amounts  due  from  the  company,  not  included  above,    ....  12,831  48 

Total  liabilities,  as  per  books  of  the  company, $185,540  23 

Manufacturing  Account. 

Dr.  Cr. 

^       ^  fgas $8,992  95 

Operating  expenses.   I  ^^^^ ^^^  ^^ 

Income  from  sale  of  gas, $16,132  16 

other  sources  (gas), 409  02 

sale  of  electric  light  and  power, .       .       .  5,450  37 

f  gas 6,548  23 

Balance  to  profit  and  loss,    \  electric 964  23 

$20,991  55  $20,991  55 

Phopit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1892, $8,384  55 

Balance  of  gas  manufacturing  account,    ....  $6,54823 

Balance  ofelectricmanufactoriDg  account,     ...  96423 

Rents 770  00 

Other  items  of  income, 24  00 

Interest  paid 7,082  47 

Balance  June  30,  1893, 7,160  56 

$I5,46r02  $15,467  02 


SPRINGFIELD  ELECTRIC. 
(See  Unitbd  Electric  Lioht  Company.) 


SPRINGFIELD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $172,556  69 

Machinery  and  manufacturing  appliances, 157,913  12 

Street  main 179,380  20 

Meters, 33,005  34 

Due  for  gas, 14,419  01 

Gas  coal  on  hand, 3,017  13 

Coke  on  hand 198  18 

Tar  on  hand, 3,226  05 

Enricbers  on  hand, 75  68 

Purifying  materials  on  hand, 101  60 

Other  materials  and  gas  engines, 4,075  12 

Stoves  on  hand, 1,150  00 

Gas  burners  on  hand, 787  77 
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Real  estate  (steam), .       1 

Steam  plant  and  fittings,  j f  64,069  45 

Dae  for  steam, 4,587  10 

Fuel  on  band  (steam), 635  72 

Horses,  wagons,  etc., 1,500  00 

Snndry  accounts  due  the  company, 6,318  00 

Office  fnmitare, 965  00 

Cash  on  hand, 28,289  55 

Notes  receivable, 555  32 

Total  assets,  as  per  books  of  the  company, $675,826  03 

Liabilities. 

Capital  stock, $600,000  00 

Notes  payable 25,000  00 

Deposits, 875  56 

Extension  reserve, 42,855  35 

Steam  heating, 452  16 

Amounts  due  from  the  company,  not  included  above,    ....  3,622  48 

Total  liabilities,  as  per  books  of  the  company $572,805  55 

Profit  and  loss  balance, 103,020  48 

$675,826  03 
Manufacturing  Account. 

Da.  Cs. 

Operating  expenses, $99,987  72 

Income  from  sale  of  gas, $147,822  57 

Income  from  residuals, 20,740  22 

Balance  to  profit  and  loss, 68,076  07 

$168,062  79  $168,062  79 
Profit  and  Loss  Account. 

Ds.  Cs. 

Balance  June  30, 1892 $83,124  24 

Balance  of  gas  manufacturing  account,   ....  68,075  07 

Interest  received, 797  52 

Kents, 1,404  23 

Dividends  declared $40,000  00 

Interest  paid, 2,169  37 

Jobbing  account, 598  56 

Extension  reserve, 7,612  66 

Balance  June  30, 1893, 103,020  48 

$153,401  06  $153,401  06 


STOUGHTON  GAS  AND  ELECTRIC  COMPANY. 

Asbbts. 

Real  estate  (gas), $6,000  00 

Machinery  and  manufacturing  appliances  (gas), 2,510  58 

Street  mains  (gas), .-       .  4,660  58 

Meters  (gas), 608  88 

Due  for  gas, 147  88 

Steam  plant  (electric), 2,900  00 

Electric  plant, 1,750  00 

Lines,  meters,  lamps  and  globes  (electric), 7,354  39 

Due  for  electric  light  and  power, 279  16 

Cash  on  hand, 709  71 

Total  assets,  as  per  books  of  the  company, $25,921  18 
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Liabilities, 

Capital  stock, $24,000  00 

Unpaid  dividends 61  96 

Total  liabilities,  as  per  books  of  the  company,        ....      $24,051  96 
Profit  and  loss  balance, 1,869  22 

$25,921  18 

Manufaoturino  Account. 

Dr.  Ck. 

ope^tingexpen.,.  isr^^-     ;     ;     ;     ;     ;      'S;; 

Income  from  sale  of  gas, $2,633  66 

sale  of  electric  light  and  power, .       .       .  3,430  26 

Balance  to  profit  and  loss,    1^"' ^^  ^ 

1  electric,      ....  1,07.1  39 

$6,063  82       $6,063  82 

Profit  and  Loss  Account. 

Db.  Cs. 

Balance  June  30, 1892 $6,580  76 

Balance  of  gas  mannfactaring  acconnt,  ....  $808  40 

Balance  of  electric  mannfactaring  account,     ...  1,071  39 

Revaluation  of  real  estate, 4,000  00 

Omitted  from  balance  sheets  of  1892  in  accounts  of  elec- 
tric lines,  cash  and  bills  for  light,         ....  7,674  86 

Dividends  declared, 1,440  00 

Depreciation,  gas  plant, 3,664  16 

Balance  June  30,  1893 1,869  22 

$13,564  14      $13,654  14 


SUBURBAN  LIGHT  AND   POWER  COMPANY. 


Assets. 

Real  estate, $12,000  00 

Steam  plant, \ 

Electric  plant, [•....  228,802  60 

Lines,  meters,  lamps  and  globes,     .       .       .        j 

Franchise, 75,000  00 

Due  for  electric  light  and  power, 6,062  07 

Carbons  on  hand, 195  00 

Oil  and  waste  on  hand, 42  00 

Incandescent  lamps  on  hand, 4,247  23 

Globes  on  liand, 50  00 

Other  materials  on  hand, 634  63 

Oflace  furniture,         .       .       .  ' 692  5 

Cash  on  band, 723  58 

Insurance  and  taxes,  unexpired, 697  50 

Total  assets,  as  per  books  of  the  company, $329,147  19 

Profit  and  loss  bahmce, 2,928  11 

$332,075  30 
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Liabilities. 

Capital  stock, $174,400  00 

Bonds  issued, 103,000  00 

Notes  payable 6,875  00 

Unpaid  bills, 39,606  16 

Other  amoants  dae  from  the  company, 7|694  14 

Totalliabilities,  as  per  books  of  the  company,  .       .....  $332,07530 

Manupacturing  Account. 

Db.  Ck. 

Operating  expenses, $66,548  56 

Income  from  sale  of  electric  light  and  power, .       .       .  $63,782  91 

other  sources, 12,356  17 

Balance  to  profit  and  loss, 9,590  52 

$76,139  08  $76,139  08 
Profit  and  Loss  Account. 

Dr.  Cb. 

Balance  June  30,  1892, $24,084  60 

Balance  of  electric  manufacturing  account,      .       .       .  $9,590  52 

Revaluation  of  plant, 28,005  51 

Interest  paid 4,271  65 

Liabilities  not  included  in  balance  sheet  June  30,  1892,  .  4,876  48 

Discounts  on  bonds  sold, 6,800  00 

Bad  debts, 491  51 

Balance  June  30, 1893, 2,928  11 

$40,524  14  $40,524  14 

TAUNTON  ELECTRIC  LIGHTING  COMPANY. 

Assets. 

Real  estate $15,238  67 

Steam  plant, 21,745  92 

Electric  plant 30,132  33 

Lines,  meters,  lamps  and  globes 19,554  35 

Due  for  electric  light  and  power, 2,24192 

Fuel  on  hand 12  00 

Carbons  on  band, 70  00 

Oil  and  waste  on  hand, 20  00 

Incandescent  lamps  on  hand, 250  00 

Globes  on  hand 35  00 

Horses,  wagons,  etc., 300  00 

Cash  on  band, 9,217  36 

Total  assets,  as  per  books  of  the  company, $98,817  55 

Liabilities. 

Capital  stock, $50,000  00 

Notes  payable, 25,000  00 

Unpaid  bills, 2,479  73 

Total  liabilities,  as  per  books  of  the  company $77,479  73 

Profit  and  loss  balance, 21,337  72 

$98,817  45 
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MikNUFAOTUEINO  ACCOUNT. 

Db. 

Operating  expenses, $19,505  72 

Income  from  sale  of  electric  light  and  power, 

Balance  to  profit  and  lost, 6,185  95 

125,691  67 

Pbofit  and  Loss  Account. 

Da. 

Balance  Jane  30, 1892, 

Balance  of  electric  manafactnring  account,     • 

Other  items  of  income, 

DlTideods  declared, $3,600  00 

Interest  paid, 883  22 

Balance  Jane  30, 1893, 21,337  72 


Cr. 
$25,691  67 

$25,691  67 


Ca. 

$17,579  84 
6,185  95 
1,955  15 


$25,720  94      $25,720  94 


TAUNTON  GAS  LIGHT  COMPANY. 


Assets. 


Real  estate, 

Machinery  and  manafactnring  appliances, 

IStreet  mains, 

Meters, 

Dne  for  gas 

Gas  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand, 

Farifying  materials  on  hand,    . 

Other  materials  on  hand,  .... 

Stoves  on  hand, 

Gas  fixtures  on  hand,       .... 

Lnngren  lamps, 

Ammonia 

Sundry  accounts  due  the  company, . 
Cash  on  hand, 


$26,500  00 

53,500  00 

14,746  76 

473  28 

7  00 

2,080  00 

22  40 

356  35 

266  00 

1,149  92 

2,992  90 

616  91 

23  00 

3,093  34 

2,732  49 

Total  assets,  as  per  books  of  the  company, $108,460  35 


Liabilities. 

Capital  stock, $80,000  00 

Notes  payable, 7,500  00 

Deposits, 176  00 


Totalliabilitles,  as  per  books  of  the  company, $87,676  00 

Profit  and  loss  balance, 20,784  35 


$108,460  35 
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Manufaoturino  Account. 

Dk.  Cb. 

Operating  expenses, $48,648  71 

Inconae  from  sale  of  gas, f  61,925  05 

residuals 6,170  95^ 

other  sources, 821  27 

Balance  to  profit  and  loss, 19,768  66 

$68,417  27      f68,417  27 
Profit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30, 1892 f  26,066  49^ 

Balanceof  gas  manufacturing  account,   ....  19,76856^ 

Rents, 150  Oa 

Dividends  declared, $8,000  00 

Depreciation 17,200  70 

Balance  June  30, 1893, 20,784  36 

$46,986  06      $45,966  05 

TURNER'S  FALLS. 
(See  Franklin  Electric  Light  Company.) 


UNION  ELECTRIC  LIGHT  COMPANY  (FRANKLIN). 

Assets. 

Real  estate $4,833  50 

Steam  plant, 8,862  00 

Electric  plant, 12,588  91 

Lines,  meters, 26,348  95 

Transformers, 2,740  61 

Due  for  electric  light  and  power, 796  23 

Electric  fixtures  on  hand, )      ^               ....  371  62 
Horses,  wagons,  etc.,         j 

Ofilce  furniture, 93  05 

Cash  on  hand 1,821  14 

Advance  interest  and  unexpired  insurance, 103  33 

Total  assets,  as  per  books  of  the  company, $53,669  34 

Profit  and  loss  balance 228  39 

$63,787  73 
Liabilities. 

Capital  stock, $20,000  00 

Bonds  issued, 30,000  00 

Unpaid  bills, 3,037  73 

Unpaid  dividends, 300  00- 

Interest  due  but  not  paid, 450  00 

Total  liabilities,  as  per  books  of  the  company, $53,787  73- 

Manufacturing  Account. 

Db.  Cb. 

Operating  expenses, $7,956  86 

Income  from  sale  of  electric  light  and  power,  •       .       .  $8,782  48^ 

other  sources,  electric,        ....  64  26 

Balance  to  profit  and  loss, 879  88 


$8,836  73       $8,836  7a 
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Propit  and  Loss  Account. 

Dr.  Cs. 

Balance  June  30, 1892, 1 1,604  82 

Balance  of  electricmanafkctaring  account,     .       •       .  $879  88 

Sale  of  supplies, 59  2& 

Kevaluation  of  plant, 2,637  7& 

Dividends  declared, 300  00 

Interest  paid, 1,612  94 

Cost  of  reorganization, 387  62 

Balance  June  30, 1893, 228  39- 


$3,805  28        $3,805  2& 


UNITED  ELECTRIC  LIGHT  COMPANY   (SPRINGFIELD). 

Assets. 

Real  estate, $102,319  62^ 

Steam  plant, 134,755  85 

Electric  plant. 170,498  23 

Lines,  meters,  lamps  and  globes, 121,406  60 

Due  for  electric  light  and  power 17,461  12 

Oil  and  waste  on  hand, 28  40 

Incandescent  lamps  on  hand, 3,861  41 

Globes  on  hand, 422  06 

Motors  on  hand, 34,662  78 

Horses,  wagons,  etc., 456  00 

Sundry  accounts  due  the  company, 3,434  57 

Office  furniture, 934  12 

Cash  on  hand, 2,730  70 

Investments, 123.606  00 

Total  assets,  as  per  books  of  the  company, $716,467  46 


Liabilities. 

Capital  stock, $500,000  OO 

Notes  payable, 160,000  OO 

Unpaid  bills, .  7,198  69^ 

Depreciation  fund, 40,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $707.19869 

Profit  and  loss  balance, 9,268  77 

$716,467  46 

Manufacturing  Account. 

Dr.  Cr. 

Operating  expenses $89,117  70 

Income  ftom  sale  of  electric  light  and  power, .       .       .  $162,587  8$ 

Balance  to  profit  and  loss, 73,470  13 


$162,587  83    $162,587  8a 
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Pbofit  and  Lobs  Account. 

Dr.  Ck. 

Balance  Jane  30, 1892, $14,462  20 

Balance  of  electric  manafactnring  account,     .       .       .  73,470  13 

Rents, 722  00 

Other  items  of  income, 90  42 

Dividends  declared, $30,500  00 

Interest  paid, 8,915  98 

Depreciation, 40,000  00 

Balance  Jane  30, 1893, 9,268  77 

$88,684  75      $88,684  75 


UXBRIDGE  AND  NORTHBRIDGE  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $6,395  68 

Steam  plant 8,708  64 

Electric  plant 10,102  91 

Lines,  meters,  lamps  and  globes, 37,467  87 

Fuel  on  hand, 601  75 

Carbons  on  hand, 30  00 

Oil  and  waste  on  hand, 76  69 

Incandescent  lamps  on  hand, 495  22 

Globes  on  hand, 15  (» 

Other  materials  on  hand 617  05 

Electric  fixtnres  on  hand, 104  00 

Horses,  wagons,  etc., 999  04 

Sundry  accounts  due  the  company, 1,152  36 

Office  furniture, M  03 

Cash  on  hand,    .       '. 510  10 

Total  assets,  as  per  books  of  the  company, $67,260  34 

Liabilities. 

Capital  stock, $39,200  00 

Notes  payable, ' 2-5.000  00 

Cnpaid  bills 1,292  16 

Total  liabilities,  as  per  books  of  the  company,         ....  $65,492  16 

Profit  and  loss  balance, 1.768  18 

$67,260  34 
Manufactubino  Account. 

D«.  Ct. 

Operating  expenses, $6,948  77 

Income  from  sale  of  electric  light  and  power, .       .       .  $9,687  42 

Balance  to  profit  and  loss, 2,638  65 

$9,687  42  $9,5S7  42 

Pbofit  and  Loss  Account. 

Dr.  c«. 

Balance  June  30, 1892 $1,072  17 

Balance  of  electric  manufacturing  account,     .       .        •  2,638  65 

Wiring  account, 12060 

Dividends  declared, $768  00 

Interest  paid, 1,295  24 

Balance  Jane  30, 1893, 1,768  18 


$3,8^1  42       $3,831  42 
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WAKEFIELD. 
(See  CinzBifB'  Oab  Light  Company  of  Reading,  etc.) 


WALTHAM  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas) $19,904  37 

Machinery  and  manufactnriDg  appliances  (gas), 80,572  49 

Street  mains  (gas), 50,800  00 

Meters  (gas), 6,000  00 

Dae  for  gas, 7,454  75 

Gas  coal  on  hand 5  60 

Coke  on  hand, 8  00 

Tar  on  hand 1,765  17 

Parifying  materials  on  hand, 119  00 

Other  gas  materials  cm  hand, 1,136  96 

Stores  on  hand, 311  93 

Gas  fixtures  on  hand, 326  83 

Real  estate  (electric), 13,265  92 

Steam  plant  (electric), 38.138  39 

Electric  plant, 30,684  41 

Lines,  meters,  lamps  and  globes  (electric), 36,825  27 

Due  for  electric  light  and  power, 5,119  03 

Fuel  on  hand  (electric), 609  55 

Carbons  on  hand, 201  50' 

Oil  and  waste  on  hand, 26  92 

Incandescent  lamps  on  hand, 278  05 

Globes  on  hand, 21  18 

Other  electric  materials  on  hand, 1,581  64 

Electric  fixtures  on  hand, 7,186  97 

Horses,  wagons,  etc., 697  05 

Sundry  accounts  due  the  company, 2,698  07 

Office  ftimiture, 1,172  63 

Cash  on  hand, 351  22 

Total  assets,  as  per  books  of  the  company, $307,162  90 

Liabilities. 

Capital  stock, $140,000  00 

Bonds  issued, 46,500  00 

Notes  payable 19,500  00 

Total  liabilities,  as  per  books  of  the  company, $206,000  00 

Profit  and  loss  balance, 101,162  90 

$307,162  90 
MANVTAcnniiNo  Account. 

Operadng  expenses,  {««' ^.^^^ 

*^       **     *^  I  electric, 84,849  56 

Income  flrom  sale  of  gas, $48,455  77 

residuals, 8,101  99- 

sale  of  electric  light  and  power,                .  45,274  79 

Balance  to  profit  and  loss,  j8*"' 16.698  31 

^  i  electric,      ....         10,425  28 

$101,832  55  $101,832  66 
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Profit  and  Loss  Acoount. 

Dr.  Ca. 

Balance  June  30, 1892 $88,529  87 

Balance  of  gas  mann&cturing  account 16,693  31 

Balance  of  electric  mannfactorlng  accoant,     .        .        .  10,425  23 

Electric  jobbing  account 125  73 

Gas  jobbing  account, 141  90 

Dividends  declared, $10,500  00 

Interest  paid, 3,214  04 

Depreciation 976  18 

Other  items, 62  92 

Balance  June  30, 1893, 101,162  90 


$115,916  04    $115,916  04 


WARE   ELECTRIC  COMPANY. 

Assets. 

Real  esUte, $6,505  23 

Steam  plant, 7,533  00 

Electric  plant, 4,934  00 

Lines,  meters,  lamps  and  globes, 17,861  02 

Due  for  electric  light  and  power, 566  26 

Fuel  on  hand 20  00 

Carbons  on  hand, 15  00 

Oil  and  waste  on  hand, 10  00 

Incandescent  lamps  on  hand, 20  00 

Globes  on  hand, 5  00 

Other  materials  on  hand, 250  00 

Office  furniture  and  tools, 256  80 

Cash  on  hand, 150  61 

Total  assets,  as  per  books  of  the  company, $38,126  92 


Liabilities. 

Capital  stock, $20,000  00 

Notes  payable 16,500  00 

Reserved  ftind, 605  89 

Total  liabilities,  as  per  books  of  the  company,        ....  $37,105  89 

Profit  and  loss  balance, 1,021  03 

$38,126  92 

Manupacturino  Account. 

Dr.  Cb. 

Operating  expenses, $4,598  50 

Income  from  sale  of  electric  light  and  power,         .       .  $7,134  94 

other  sources, 73  80 

Balance  to  profit  and  loss, 2,610  24 

$7,208  74  $7,208  74 
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Pbofit  and  Loss  Account. 

Ds.  cb. 

Balance  Jane  80. 1883 $619  50 

Balance  of  electric  manafactoring  account,     .       .       .  2,610  24 

Other  Items  of  income, 52  71 

Dividends  declared, $1,200  00 

Interest  paid, 861  42 

Depreciation 200  00 

Balance  June  30, 1893, 1,021  08 


$3,282  45       $3,282  45 


WEBSTER  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate  (gas), $8,500  00 

Machinery  and  manufacturing  appliances  (gas), 10,107  48 

Street  mains  (gas), 10,000  00 

Meters  (gas), 2,046  53 

Doe  for  gas, 366  57 

Oas  coal  on  hand 51  00 

Coke  on  hand, 25  00 

Tar  on  hand 75  00 

'Oas  on  band, 7  50 

Purifying  materials  on  hand, 1  90 

Stores  on  hand, 30  20 

Tools  on  hand 138  95 

Real  estate  (electric), 9,771  14 

Steam  plant  (electric), 11,634  81 

Electric  plant, .        .      \       ,       .       .  16,087  10 

Lines,  meters,  lamps  and  transformers  (electric), 12,538  70 

Due  for  electric  light  and  power, *  833  34 

Fuel  on  hand  (electric), 37  60 

Carbons  on  hand, 46  00 

Oil  and  waste  on  hand, 14  85 

Incandescent  lamps  on  hand, 305  90 

Olobes  on  hand, 38  33 

Other  electric  materials  on  hand, 99  25 

Office  furniture, 131  60 

Cash  on  hand, 504  80 

Investments, 98  64 

Total  assets,  as  per  books  of  the  company, $83,492  09 

Liabilities. 

Capital  stock, $45,000  00 

Bonds  issued, 30,000  00 

Notes  payable, 2,875  00 

Unpaid  bills, 668  00 

ToUl  liabilities,  as  per  books  of  the  company $78,443  00 

Piofil  and  loss  balance, 5,049  09 


$83,492  09 
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[JaD* 


Makufactubino  Account. 


Operating  expenses,  J^^* 

i  electric, 
Income  from  sale  of  gas,  . 

residuals,     . 

other  sources,  gas, 

sale  of  electric  light  and  power. 

Balance  to  profit  and  loss,   /  ^*'    * 
I  electric, 


Pbopit  and  Loss  Account. 


Balance  Jane  30, 1892,      .... 
Balance  of  gas  manufacturing  account,    . 
Balance  of  electric  manufacturing  account. 
Other  items  of  Income,      .... 

Dividends  declared, 

Interest  paid, 

Balance  June  30,  1893,      .... 


Da. 

Ck. 

f3,9l7  32 

6,115  31 

^.966  wy 

254  00 

94  6^ 

9,540  7^ 

397  31 

3,425  48 

913,855  42 

$13,855  42 

Db. 

Cb. 

$4,700  25 

397  31 

3,426  4» 

45  74 

^1,676  00 

1,944  69 

5,049  09 

$8,568  78       $8,568  7a 


WESTBOROUGH  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, $5,810  13 

Steam  plant, 7,181  00* 

Electric  plant, 10,810  60 

Lines,  meters,  lamps  and  globes, 16,873  23 

Franchise, .  ' 4,500  00 

Due  for  electric  light  and  power, 1,026  99 

Carbons  on  hand,       » 32  0(^ 

Oil  and  waste  on  hand, 45  25 

Incandescent  lamps  on  hand 287  35 

Globes  on  hand, 21  50 

Other  materials  on  hand, 517  86 

Sundry  accounts  due  the  company, 309  77 

Office  furniture, 150  00 

Cash  on  hand, 35  32 

Total  assets,  as  per  books  of  the  company, $47,601  00 

LlABILITXBS. 

Capital  stock, $25,000  00 

Notes  payable 19,400  00 

Unpaid  bills 1,471  62 

Reserved  fund, 272  73 

Total  liabilities,  as  per  books  of  the  company, $46,144  35 

Profit  and  loss  balance 1,456  65 

$47,601  00 
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MaNTFAOTURINO  AC0OX7NT. 


Operatiog  expenses, 

Income  from  sale  of  electric  light  and  power, . 
Balance  to  profit  and  loss,         .       .       .       . 


Profit  and  Loss  Account. 


Balance  June  30,  1892 

Balance  of  electric  mannfactoring  account,     . 

Rents, 

Other  items  of  income, 

Interest  paid, $1,038  69 

Other  items, 55  03 

Balance  June  30,  1893, 1,466  66 


Db. 
$5,861  13 

1,391  69 

Cr, 

$7,252  82 

$7,262  82 
Da. 

$7,252  82 

Cb. 

$883  67 

1,391  69 

110  00 

164  91 

$2,560  27       $2,560  27 


WESTFIBLD  GAS  UGHT   COMPANY. 

ASSBTB. 

Real  estate  (gas), $17,83162 

Machinery  and  manufacturing  appliances  (gas), 14,289  55 

Street  mains  (gas), 15,052  54 

Meters  (gas), 2,230  96 

Due  for  gas, 3,171  30 

Gas  coal  on  hand, 71  25 

Services, 1,808  77 

Buildings 1,170  66 

Enrichers  on  hand, 209  45 

Purifying  materials  on  hand, 82  00 

Holder, 464  80 

Stoves  on  hand, 243  75 

Gas  fixtures  on  hand, 134  28 

Real  estate  (electric), 9,406  01 

Steam  plant  (electric) 6,162  88 

Electric  plant, 6,271  60 

Lines,  meters,  lamps  and  globes  (electric), 10,863  36 

Converters, 1,648  03 

Due  for  electric  light  and  power, 1,019  60 

Fuel  on  hand  (electric), 34  00 

Carbons  on  hand, 109  65 

Oil  and  waste  on  hand, 20  95 

Electric  supplies  on  hand,        .       .       .       .  ' 33  80 

Sundry  accounts  due  the  company, 89  29 

Cash  on  hand, 2,059  63 

Total  assets,  as  per  books  of  the  company $94,369  72 

LXABILinSB. 

Capital  stock, $64,000  00 

Notes  payable 21,600  00 
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Unpaid  bills,     . 
Depreciation  ftind, 


Total  liabilitiet,  as  per  booki  of  the  company, . 
Profit  and  loss  balance, 


MANUFAcnnLiKO  Account. 


1556  96 
4,679  79 

980,636  15 
13,723  67 

994,309  72 


Operating  expense.,  {^^^       ;       ' 

Income  fh>m  sale  of  gas,  .... 
residuals,  .... 
sale  of  electric  light  and  power. 

Balance  to  profit  and  loss,   /^'  / 

\  electric,     . 


PROriT  AND  Loss  AC00X7NT. 


Balance  June  30, 1892 

Balance  of  gas  manafkctaring  account,   . 
Balance  of  electric  mannfkctnring  account. 

Bents, 

Dlridends  declared, 

Interest  paid, 

Depreciation, 

Other  items, 

Balance  June  80, 1893,      .... 


DB. 

Ca. 

$12,338  28 

6,594  54 

$16,388  00 

1,198  09 

10,129  63 

4,247  81 

3,636  09 

$26,716  72 

$26,716  72 

Da. 

Cb. 

$13,925  74 

4.247  81 

3,535  09 

126  00 

$4,820  00 

965  67 

2,744  38 

81  02 

13,723  67 

$21,834  64      $21,834  64 


WEYMOUTH  LIGHT  AND  POWER  COMPANY. 

ASSBTS. 

Real  estate $13,163  79 

Steam  plant 17,242  01 

Electric  plant, 27,281  04 

Lines,  meters,  himps  and  gltfbes, 90,303  94 

Dae  for  electric  light  and  power, 4,119  56 

Fuel  on  hand, 73  40 

Carbons  on  hand, 66  00 

Oil  and  waste  on  hand, 49  01 

Incandescent  lamps  on  hand, 94  76 

Other  materials  on  hand 190  64 

Horses,  wagons,  etc., 614  20 

Snndry  acoonnts  due  the  company, 20,664  96 

Ofilce  fnmitnre,  tools, 208  61 

Cash  on  hand, 1,138  70 

Unexpired  insarance, 257  12 

Total  assets,  as  per  books  of  the  company $175,456  71 

Liabilities. 

Capital  stock, $76,000  00 

Bonds  issued, 75,000  00 

Notes  payable 8,166  01 
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Uapaid  bUls, ^^93  35 

Interest  doe  bat  not  paid, 6,170  00 

Total  liabilitlee  as  per  books  of  the  company, $170,719  36 

Profit  and  loss  balance, 4,737  36 

1176,466  71 

MANtTFACTU&IirO   ACCOUNT. 

Da.  Cr. 

Operating  expenses, $14,976  00 

Income  iVom  sale  of  electric  light  and  power, .       .       .  $21,816  18 

other  soorces, 139  29 

Balance  to  profit  and  loss 6,978  47 

$21,964  47  $21,964  47 

Pbofit  and  Loss  Account. 

Ds.  cs. 

B«ance  Jnne  80, 1892, $1,928  16 

Balance  of  electric  mannfactnringacooant,     .  6,978  47 

Other  items  of  income, 481  07 

Interest  paid, $4,660  84 

Balance  Jane  30, 1898, 4,737  35 

$9,387  69  $9,387  69 


WHITMAN  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $6,693  39 

Steam  plant, 16,797  20 

Electric  plant, 15,070  82 

Lines,  meters,  lamps  and  transformers, 22,261  11 

Doe  for  electric  light  and  power, 1,421  41 

Carbons  on  hand, 80  00 

Oil  and  waste  on  hand, 46  26 

Incandescent  lamps  on  hand, 267  60 

Globes  on  hand, 6  00 

Other  materials  on  hand, 421  68 

Electric  fixtures  on  hand, 144  66 

Horses,  wagons,  etc., 160  00 

Snndry  accounts  due  the  company, 6  75 

Office  famltare, 14  00 

Unexpired  insurance,  etc., 60  26 

Totalassets,  as  per  books  of  the  company, $61,42103 

Profit  and  loss  balance, 1,680  74 

$63,101  77 
i  Liabilities. 

Capital  stock $36,000  00 

Bonds  issued, 25,000  00 

Unpaid  bills 2,725  06 

Interest  due  but  not  paid, 375  00 

Reserved  fund, ' 1  72 

Total  liabilities,  as  per  books  of  the  company, $63,10177 
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Manufacturing  Account. 


Operating  expenses, 

Income  from  tale  of  electric  light  and  power, 

other  Bonroes, 
Balance  to  profit  and  loss, 


Profit  and  Loss  Account. 


Balance  June  30, 1892,      .... 
Balance  of  electric  manu&ctnring  account, 

Interest  paid, 

Other  items, 

Balance  June  30,  1893,      .... 


])B. 

Ci. 

$8,437  72 

$7,639  18 

65  33 

733  21 

$8,437  72 

$8,437  72 

Db. 

Cm. 

$199  92 

$733  21 

947  45 

200  00 

1,680  74 

$1,880  66        $l«88<fG6 


WILLIAMSTOWN  GAS  COMPANY. 

Assets. 

Real  estate, \ 

Machinery  and  manufacturing  appliances,  |- $30,( 

Street  mains, ) 

Meters, 

Due  for  gas, 

Oil  on  hand, 

Wood  on  hand, 

Other  materials  and  tools  on  hand,  ....... 

Oas  fixtures  on  hand, 

Horses,  wagons,  etc., 

Sundry  accounts  due  the  company, 

Cash  on  hand, 

Investments, 

Total  assets,  as  per  books  of  the  company $34,868  34 


LlABILinXS. 

Capital  stock, $20,000  00 

Bonds  issued 10,000  00 

Notes  payable, 4,449  11 

Unpaid  bills, 155  75 


505  18 

388  27 

53  62 

118  00 

587  30 

86  39 

83  50 

168  16 

22  38 

2,234  79 

Total  liabilities,  as  per  books  of  the  company $34,604  86 

Profit  and  loss  balance, 263  48 


Manufaoturino  Aocount. 


Operating  expenses,  . 
Income  from  sale  of  gas,  . 
Balance  to  profit  «nd  loss, 


Da. 
$2,261  48 

l,4fi6  99 

$34,868  34 

CB. 

$3,717  47 

$3,717  47       $3,717  47 
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Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1892, $807  75 

Balance  of  gas  manufacturing  account 91,455  99 

Jobbing  account 727  00 

Other  items  of  inoomei 2  40 

Interest  paid 950  76 

Depreciation 104  76 

Otlier  items, 58  64 

Balance  June  80, 1893 263  48 

$2,186  39       $2,185  39 


WINCHENDON  ELECTRIC  LIGHT  AND  POWER  COMPANY. 
Assets. 

Steam  plant, $1,359  76 

Electric  plant • .  10,710  46 

Lines,  meters,  lamps  and  globes, 15,891  95 

Due  for  electric  light  and  power, 468  67 

Carbons  on  hand,      . 63  00 

Oil  and  waste  on  hand, 30  06 

Other  materials  on  hand, 403  86 

Horses,  wagons,  etc., 180  15 

Sundry  accounts  due  the  company, 55  36 

Cash  on  hand, 58  50 

Insurance, 81  25 

Total  assets,  as  per  books  of  the  company, $29,803  02 

Profit  and  loss  balance, '   .       .    '   .       .  1,013  17 

$30,316  19 
Liabilities. 

Capital  stock, $12,000  00 

Bonds  Issued, 12,000  00 

Notes  payable, 6,000  00 

Unpaid  bills, 816  19 

Total  liabilities,  as  per  books  of  the  company $30,316  19 

Mamxtfaoturino  Account. 

Dr.  Cr. 

Operating  expenses, $4,437  15 

Income  from  sale  of  electric  light  and  power,         .       .  $5,400  26 

other  sources, *  129  94 

Balance  to  profit  and  loss, 1,093  05 

$5,530  20  $5,530  20 

Paofit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1892 $1,217  89 

Balance  of  electric  manufacturing  account,     .       .    '    .   '  $1,093  05 

Interest  paid, 888  33 

Balance  June  30, 1893, 1,013  17 

$2,106  22  $2,106  22 
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WOBURN  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, f22,640  53 

Steam  plant, 41,201  97 

Electric  plant, 63,792  83 

Lines,  meters,  lamps  and  globes, 157,476  90 

Patent  rights, 21,000  00 

Due  for  electric  light  and  power, d,d97  89 

Carbons  on  hand,      .       .       .     ^ 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  hand,    . 

Globes  on  hand. 

Other  materials  on  hand,  . 

Motors  on  hand. 

Electric  flxtares  on  hand,  . 

Horses,  wagons,  etc., 

Office  furniture, 305  60 

Cash  on  hand, 27  00 

Notes  and  accounts  receivable, 12,052  65 


2.694  01 


Total  assets,  as  per  books  of  the  company, 9326,689  38 

Profit  and  loss  balance 18,916  04 


$345,605  42 


Liabilities. 

Capital  stock, .  $120,000  00 

Bonds  issued 100.000  00 

Notes  payable, 107,183  56 

Unpaid  bills 18,421  86 


Total  liabilities,  as  per  books  of  the  company, f  345,605  42 


Manufactu&ino  Account. 

Dr.  Cr. 

Operating  expenses, '.       .       $38,680  07 

Income  from  sale  of  electric  light  and  power, .       .       .  $41,485  27 

Balance  to  profit  and  loss,        .       .       .       .       .       .  2,805  20 


$41,485  27      $41,485  27 


Profit  akd  Loss  Account. 


Balance  June  30, 1892 

Balance  of  electric  manufacturing  account. 

Dividends  declared, 

Interest, 

Depredation, 

Balance  June  30, 1893,      .... 


Dx. 

Cb. 

$28  31 

$2,805  20 

1,200  00 

11,101  54 

9,391  39 

18,916  04 

$21,721  24 

$21,721  24 
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WOBURN  GAS  LIGHT  COMPANY. 

Assets. 

Heal  estate $9,500  00 

Machinery  and  mannfactoriiig  appliances, 28,000  00 

Street  mains, 28,753  06 

Meters, 8,000  00 

Dae  for  gas 1,887  92 

Gas  coal  on  hand, 693  75 

Coke  on  hand, 150  00 

Tar  on  hand, 612  00 

Enrichers  on  hand 250  00 

Pnrifying  materials  on  hand, 6  75 

Sundry  accounts  due  the  company,  • 270  00 

Office  fnmiture, 140  25 

Cash  on  hand 7,126  29 

Investments, 500  00 

Total  assets,  as  per  books  of  the  company, f80,790  02 

Liabilities. 

Capital  stock, 945,100  00 

Deposits, 30  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $45,130  00 

Profit  and  loss  balance, 35,660  02 

f80,790  02 

Manufacturiho  Aocoumt. 

Dr.  Cb. 

Operating  expenses $11,376  88 

Income  from  sale  of  gas, $15,037  43 

residuals, 2,181  20 

other  sources, 26  24 

Balance  to  profit  and  loss, 5,867  99 

$17,244  87  $17,244  87 
Propit  and  Loss  Acoouirr. 

Dr.  cr. 

Balance  June  30, 1892, $45,210  11 

Balance  of  gas  manufactaring  account 5,867  99 

Interest  received 1,021  74 

Jobbing  account, 247  18 

Dividends  declared $16,687  00 

Balance  June  30, 1893, 36,660  02 

$52,347  02  $52,347  02 


WORCESTER  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  ebtate, $79,901  64 

Steam  plant, 61,111  70 

Electric  plant 89,002  94 

Lines,  meters,  lamps  and  globes 81,352  97 

Due  for  electric  light  and  power, 12,247  32 

Fuel  on  hand,    .       ; 637  00 
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Carbons  on  band, f2,413  00 

Oil  and  waste  on  band, 85  85 

Incandescent  lamps  on  band, 717  75 

Olobes  on  band, 369  34 

Otber  materials  on  band 2,525  15- 

Electric  fixtures  on  band 2,331  88 

Horses,  wagons,  etc., 755  25 

Sandry  accounts  dae  tbe  company, 1,147  11 

Office  furniture, 1,223  68 

Cabb  on  band 12,078  42 

Total  assets,  as  per  books  of  tbe  company, $347,900  90 

LlABILITIBS. 

Capital  stock, f  200,000  00 

Bonds  issued 100,000  00 

Unpaid  bill 4.379  48 

Total  liabilities,  as  per  books  of  tbe  company f  304,879  48 

Profit  and  loss  balance, 43,521  42 

$347,90090 

Manufaotubimo  Account. 

Ds.  Cs. 

Operating  expenses, $64,874  71 

Income  from  sale  of  electric  Ilgbt  and  power,         .       .  $124,554  63 

Balance  to  profit  and  loss, 59,679  92 

$124,554  63  $124,554  63 

Profit  and  Loss  Acooukt. 

Dr.  Cb. 

Balance  June  30, 1892, $27,898  50 

Balance  of  electric  m'annfacturing  account,    .       .       .  59,679  92 

Jobbing  account, 580  93 

Otber  items  of  income, 100  00 

Dividends  declared $16,000  00 

Interest  paid, 4,936  01 

Depreciation, 23,801  92 

Balance  June  30, 1893 43,521  42 

$88,259  35  $88,259  35 


WORCESTER  GAS  LIGHT  COMPANY. 
Absbts  . 

Real  estate, $141,360  00 

Macbinery  and  manufacturing  appliances, 265,716  36 

Street  mains, 240,310  91 

Meters 21,677  61 

Due  for  gas, 664  15 

Gas  coal  on  band 11,028  19 

Coke  on  band, 1,237  50 

Tar  on  band, 1,650  00 

Enricbers  on  band, 1,206  11 

StoyeBonband,        .    •> ^^^^ 

Gas  fixtures  on  band,    J 

Casb  on  band, , 2,541  15 

Investments, 3,352  50 

Total  assets,  as  per  books  of  tbe  company,      .       .       .  *    .        .  $692,444  47 
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Liabilities. 

•Capital  stock $500,000  00 

Bonds  Issned, 100,000  00 

Notes  payable 30,000  00 

Deposits, .  2,498  76 

Unpaid  dividends, 10,036  00 

Total  liabilities,  as  per  books  of  the  company $642,534  76 

Profit  and  loss  balance, 49,909  71 

$692,444  47 

Manufactvrixo  Account. 

Dr.  Cb. 

Operating  expenses, $153,824  30 

Income  from  sale  of  gas $220,423  73 

lesidaals, 12,310  26 

other  sources, 108  50 

Balance  to  profit  and  loss, 79,018  19 

$232,842  49  $232,842  49 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jane  30, 1892, $49,564  13 

Balance  ofgasmannfactnring  account,    ....  79,01819 

Interest  receiTed, 419  07 

43ale  of  stoves  and  fixtures, 362  15 

Other  items  of  income, 155  17 

Dividends  declared, $40,000  00 

Interest  paid 7,154  62 

Depreciation, 32,454  48 

Balance  June  30, 1893 49,909  71 

$129,518  71  $129,518  71 
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APPENDIX   B. 


[Chap.  454,  Acts  of  1893.] 
An  Act  relative  to  the  EBtablishment  of  Municipal  Qas  and  Electric 

Ligrhtingr  Plants. 
Be  it  enacted,  etc.,  ds  follows : 

Section  1.  In  case  of  the  purchase  by  a  city  or  town,  under 
and  in  pursuance  of  the  provisions  of  chapter  three  hundred  and 
seventy  of  the  acts  of  the  year  eighteen  hundred  and  ninety-one, 
of  a  gas  or  electric  light  plant,  or  both,  having  mains,  poles,  wires 
or  other  distributing  apparatus,  lying  or  being  in  any  adjoining 
city  or  town,  said  purchasing  city  or  town  shall  have  the  right  at 
its  election,  if  there  be  no  other  private  company  engaged  in  the 
same  kind  of  lighting  business  in  such  adjoining  city  or  town,  to 
.purchase  the  outlying  mains,  poles,  wires  and  other  distributing 
apparatus  in  any  such  adjoining  city  or  town,  in  the  manner  and 
subject  to  the  provisions  specified  in  sections  twelve,  thirteen  and 
fourteen  of  said  chapter. 

Section  2.  Any  city  or  town  having  acquired  a  main  gas  works 
or  central  electric  lighting  station,  and  having  acquired,  as  herein- 
before provided,  outlying  plant,  means  of  distribution  or  property, 
in  an  adjoining  city  or  town,  used  for  the  supply  or  distribution 
from  such  works  or  station  to  said  city  or  town  or  inhabitants 
thereof,  of  gas  or  electricity,  may  thereafter  manufacture,  sell^ 
distribute  and  supply  to  said  city  or  town  or  inhabitants  thereof, 
gas,  if  such  outlying  plant  be  a  gas  plant,  or  electricity,  if  it  be  an 
electric  light  plant ;  and  shall  succeed  to,  have  and  enjoy  in  said 
city  or  town,  the  same  rights  and  franchises  respecting  such  sale 
and  distribution  and  extensions  of  its  plant  as  the  person,  firm  or 
corporation  selling  such  outlying  plant  would  have  had  if  such  sale 
had  not  been  made,  and  be  subject  to  the  same  limitations  and 
obligations  in  the  use  and  exercise  of  such  rights  and  franchises ; 
and  such  adjoining  city  or  town  within  the  limits  of  which  such 
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oatlying  plant  is  located  shall,  if  it  shall  establish  a  gas  or  electric 
lighting  plant  of  its  own,  under  the  provisions  of  said  chapter  three 
hundred  and  seventy,  be  held  to  purchase  and  shall  purchase  the 
plant  and  property  owned  by  the  other  city  or  town  and  used  for 
like  purpose  within  its  limits,  under  the  provisions  of  sections 
twelve,  thirteen  and  fourteen  of  said  chapter,  in  like  manner  as  if 
the  same  were  the  plant  of  a  private  person,  firm  or  corporation  : 
provided^  further^  that  in  such  case  the  city  or  town  owning  such 
outlying  plant  or  property  shall  have  no  right  to  refuse  to  sell  the 
same  to  the  city  or  town  within  the  limits  of  which  the  same  is 
located,  when  requested  thereby,  but  shall,  within  thirty  days  after 
a  demand  therefor,  filed  with  its  clerk  by  the  latter  city  or  town, 
file  with  the  clerk  of  the  latter  city  or  town  a  schedule  of  said  prop- 
erty and  plant  located  within  the  limits  of  the  latter,  as  provided 
for  in  said  section  thirteen  ;  and  thereafter  said  city  or  town  own- 
ing the  same  shall  sell,  and  said  city  or  town  within  the  limits  of 
which  the  same  is  located  shall  buy,  the  same,  under  the  provisions 
of  said  sections  twelve,  thirteen  and  fourteen ;  and  thereafter  the 
rights  of  the  selling  city  or  town  to  maintain  a  gas  or  electric  light 
plant,  or  to  sell  gas  or  electricity  within  the  limits  of  the  purchasing 
city  or  town,  shall  cease  and  determine  as  to  the  plant  sold. 

Section  3.  When  the  first  of  the  two  votes  provided  for  in 
section  seven  of  this  act  shall  have  been  passed  in  any  city,  or  the 
first  of  the  two  votes  provided  for  in  section  three  of  said  chapter 
three  hundred  and  seventy  shall  have  been  passed  in  any  town, 
any  person,  firm  or  corporation  owning  a  plant  in  such  city  or 
town,  of  the  nature  of  that  to  be  established  if  the  city  or  town 
shall  complete  its  decision,  and  desiring  to  retain  the  right  to 
enforce  the  obligation  of  such  city  or  town  to  purchase  such  plant,- 
under  section  thirteen  of  said  chapter,  shall,  within  thirty  days 
after  written  request  therefor,  authorized  by  the  city  council  and 
made  by  the  mayor,  if  such  plant  be  in  a  city,  or  authorized  and 
made  by  the  selectmen,  if  in  a  town,  make  and  file  with  the  clerk 
of  the  city  or  town  wherein  the  central  lighting  plant  is  located,  a 
detailed  statement  of  all  the  property  and  plant  of  such  person, 
firm  or  corporation  then  existing,  which  such  person,  firm  or 
corporation  may  propose  to  sell  to  such  city  or  town  if  it  shall 
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<)oinplete  its  decision  to  establish  a  plant,  with  the  terms  of  sale 
proposed  therefor.  If  any  of  said  plant  or  property  lies  or  is  in 
tin  adjoining  city  or  town  which,  under  the  terms  of  section  one  of 
this  act,  the  city  or  town  would  after  its  said  decision  have  the  right 
to  buy,  a  separate  schedule  of  the  plant  or  property  in  each  adjoin- 
ing city  or  town  shall  be  filed  as  aforesaid,  with  the  terms  of  sale 
proposed  therefor ;  and  such  person,  firm  or  corporation  filing  such 
schedule  in  a  city  shall,  at  all  reasonable  times  thereafter,  allow 
examinations  of  all  the  property  scheduled  or  used  in  business  in 
oonnection  with  the  scheduled  property,  to  the  mayor  thereof  and 
any  committee  of  the  city  council  selected  by  him,  with  any  experts 
deemed  by  him  necessary  to  determine  the  value  of  such  property, 
and  submit  to  inspection  such  property  when  called  for  by  said 
mayor ;  and  the  same  examination  and  inspection  shall  be  allowed 
to  the  selectmen  of  any  town  wherein  such  schedule  is  filed,  and  to 
such  experts  selected  by  them.  The  reasonable  expenses  of 
making  such  detailed  statement  or  caused  by  such  examination  or 
inspection  shall  be  paid  by  the  city  or  town  requesting  the  same. 
Section  4.  The  city  or  town  required  by  the  party  filing  the 
schedule  to  make  the  purchase,  as  provided  in  section  three  of  this 
act,  may,  at  any  time  within  sixty  days  after  the  filing  thereof,  by 
vote  of  its  city  council,  in  case  of  a  city,  or  of  its  legal  voters  at  a 
town  meeting  duly  called  for  the  purpose,  in  case  of  a  town, 
decide  as  to  the  property  in  either  city  or  town  adjoining  it  which 
it  shall  have  the  right  to  buy  under  this  act,  as  to  whether  it  shall 
be  included  with  the  property  concerning  which  the  questions  of 
purchase  are  to  be  decided,  under  said  chapter  three  hundred  and 
seventy,  and,  upon  said  vote,  said  city  or  town  shall  be  under  the 
same  obligations  and  have  the  same  rights  as  to  the  purchase  of 
such  outlying  property  as  if  the  same  were  within  its  limits ;  but 
such  vote  shall  not  prejudice  the  right  of  the  city  or  town  votiug 
to  deny  or  resist  its  obligation  under  the  law  to  purchase  any 
property,  except  that  it  shall  not  refuse  to  buy  the  property  con- 
<5erning  which  it  has  so  voted,  on  the  ground  that  it  is  not  within 
its  own  limits.  If  such  city  or  town  required  to  make  the  purchase 
shall  not  pass  such  vote  within  said  sixty  days,  as  to  the  outlying 
property  in  any  adjoining  city  or  town,  its  right  to  buy  the  same 
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shall  be  precluded  and  no  obligation  thereto  shall  accrue.  Before 
the  expiration  of  sixty  days  after  the  filing  of  said  schedule  na 
commissioner  shall  be  appointed  under  the  provisions  of  section 
thirteen  of  said  chapter  unless  such  vote  has  been  passed,  or  it 
shall  appear  that  the  party  filing  the  schedule  owns  no  plant  in  an 
adjoining  city  or  town  which  may  be  the  subject  of  adjudication. 
Section  5.  Section  twelve  of  said  chapter  three  hundred  and 
seventy  is  hereby  amended  by  striking  out  in  lines  thirty-one  to 
thirty-four  of  said  section,  inclusive,  the  words  '^  the  earning 
capacity  of  such  plant  based  upon  the  actual  earnings  being  derived 
from  such  use  at  the  time  of  the  final  vote  of  such  city  or  town  to 
establish  a  plant  and  also,'*  and  inserting  in  line  thirty-seven 
thereof,  after  the  word  "  town,"  the  words  :  —  unless  it  shall  refuse 
or  neglect  to  purchase  the  same,  —  and  striking  out  in  lines  forty- 
eight  to  fifty-five,  inclusive,  the  words  "  when  any  capital  has 
been  paid  in  in  property  instead  of  in  cash  the  valuation  placed 
upon  such  property  in  estimating  it  as  paid-in  capital  shall  not  be 
conclusive  in  estimating  its  value  under  the  foregoing  provisions,, 
but  may  be  disputed  by  a  city  or  town,  and  if  shown  to  have  been 
excessive  may  be  reduced  by  the  authority  fixing  the  price  of  the 
plant  and  property  as  hereinafter  provided,"  and  adding  at  the  end 
of  said  section  the  words :  —  No  city  or  town  shall  be  obliged  to 
buy  any  property  added  to  a  plant  unnecessarily  after  the  passage 
of  its  first  vote  that  it  is  expedient  to  exercise  the  authority  con- 
ferred in  section  one,  nor  any  property  except  such  as  shall  be 
suitable  for  the  ordinary  business  of  the  vendor  which  the  city  or 
town  may  assume  ;  and  if  any  property  or  plant  which  the  city  or 
town  shall  be  entitled  or  obliged  to  buy  under  this  act  will  not  be 
available  to  the  city  or  town  if  purchased,  by  reason  of  liens,  inter- 
ests of  third  parties,  private  contracts  or  other  cause,  whereby  the 
city  or  town  purchasing  would  be  at  a  disadvantage  in  the  use  of 
the  same  as  compared  with  the  vendor,  the  city  or  town  may  be 
released  from  buying  the  same,  or  a  discount  may  be  made  from 
the  price  to  be  paid  for  the  plant,  as  the  commissioner  or  commis- 
sioners provided  for  in  section  thirteen  shall  determine  to  be  equi- 
table under  the  circumstances, —  so  as  to  read  as  follows :  —  Section 
12.    When  any  city  or  town  shall  decide  as  hereinbefore  provided 
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to  establish  a  plant,  and  any  person,  firm  or  corporation  shall  at 
the  time  of  the  first  vote  required  for  such  decision  be  engaged  in 
the  business  of  making,  generating  or  distributing  gas  or  electricity 
for  sale  for  lighting  purposes  in  such  city  or  town,  such  city  or 
town  shall,  if  such  person,  firm  or  corporation  shall  elect  to  sell 
and  shall  comply  with  the  provisions  of  this  act,  purchase  of  such 
person,  firm  or  corporation  before  establishing  a  public  plant,  snch 
portion  of  his,  their  or  its  gas  or  electric  plant  and  property  suit- 
able and  used  for  such  business  in  connection  therewith,  as  lies 
within  the  limits  of  such  city  or  town.  If  in  such  city  or  town  a 
single  corporation  owns  or  operates  both  a  gas  plant  and  an  electric 
plant,  such  purchase  shall  include  both  of  such  plants ;  but  other- 
wise such  city  or  town  shall  only  be  obliged  to  purchase  the 
existing  gas  plant  or  plants  if  it  has  voted  only  to  establish  a  gas 
plant,  and  shall  only  be  obliged  to  purchase  the  existing  electric 
plant  or  plants  if  it  has  only  voted  to  establish  an  electric  plant. 
If  the  main  gas  works,  in  the  case  of  a  gas  plant,  or  the  central 
lighting  station,  in  the  case  of  an  electric  light  plant,  lie  within 
the  limits  of  the  city  or  town  which  has  voted  to  establish  a  plant 
as  aforesaid,  such  city  or  town  shall  purchase  as  herein  provided 
the  whole  of  such  plant  and  property  used  in  connection  therewith 
lying  within  its  limits,  and  the  price  to  be  paid  therefor  shall  be  its 
fair  market  value  for  the  purposes  of  its  use ;  no  portion  of  such 
plant  to  be  estimated  however  at  less  than  its  fair  market  value 
for  any  other  purpose,  including  as  an  element  of  value  any 
locations,  or  similar  rights,  acquired  from  private  persons  in  con- 
nection therewith,  plus  the  damages  sufl^ered  by  the  severance  of 
«ny  portion  of  such  plant  lying  outside  of  the  limits  of  such  city 
or  town,  unless  it  shall  refuse  or  neglect  to  purchase  the  same, 
and  minus  the  amount  of  any  mortgage  or  other  incumbrance  or 
lien  to  which  the  plant  so  purchased,  or  any  part  thereof,  may  be 
subject  at  the  time  of  transfer  of  title  ;  but  such  city  or  town  may 
require  that  such  plant  and  property  be  transferred  to  it  free  and 
olear  from  any  mortgage  or  lien,  unless  the  commissioners  appointed 
cinder  the  provisions  of  section  thirteen  of  this  act  shall  otherwise 
determine.  Such  value  shall  be  estimated  without  enhancement 
on  account  of  future  earning  capacity,  or  good  will,  or  of  exclusive 


Digitized  by 


Google 


1894.]  PUBLIC  DOCUMENT— No.  85.  279 

privilegee  derived  from  rights  in  the  public  streets.  If  the  main 
gas  works  or  •eentral  lighting  station  of  sach  a  plant  do  not  lie 
within  the  limits  of  the  city  or  town  which  has  voted  as  aforesaid, 
then  sach  city  or  town  shall  only  purchase  that  portion  of  such 
plant  and  property  which  lies  within  its  limits,  paying  therefor 
upon  the  basis  of  value  above  established,  but  without  allowance 
of  damages  on  account  of  severance  of  plant.  No  city  or  town 
shall  be  obligated  by  this  section  to  buy  any  apparatus  or  appliances 
covered  by  letters  patent  of  the  United  States  or  embodying  a 
patentable  invention,  unless  a  complete  right  to  use  the  same  and 
all  other  apparatus  or  appliances  necessary  for  such  use  within  the 
limits  of  such  city  or  town,  to  such  extent  as  such  city  or  town 
«hall  reasonably  require  such  right,  shall  be  assigned  or  granted  to 
such  city  or  town  at  a  cost  as  low  as  the  cost  of  such  right  would 
■be  to  the  person,  firm  or  corporation  whose  plant  is  purchased. 
No  city  or  town  shall  be  obliged  to  buy  any  property  added  to  a 
plant  unnecessarily  after  the  passage  of  its  first  vote  that  it  is 
expedient  to  exercise  the  authority  conferred  in  section  one,  nor 
«ny  property  except  such  as  shall  be  suitable  for  the  ordinary 
business  of  the  vendor  which  the  city  or  town  may  assume  ;  and  if 
.any  property  or  plant  which  the  city  or  town  shall  be  entitled  or 
obliged  to  buy  under  this  act  will  not  be  available  to  the  city  or  town 
if  purchased,  by  reason  of  liens,  interests  of  third  parties,  private 
contracts  or  other  cause,  whereby  the  city  or  town  purchasing 
would  be  at  a  disadvantage  in  the  use  of  the  same  as  compared 
with  the  vendor,  the  city  or  town  may  be  released  from  buying  the 
«ame,  or  a  discount  may  be  made  from  the  price  to  be  paid  for 
the  plant,  as  the  commissioner  or  commissioners  provided  for  in 
section  thirteen  shall  determine  to  be  equitable  under  the  circum- 
stances. 

Section  6.  When  any  city  or  town  shall  acquire,  under  the 
provisions  of  this  act  or  of  said  chapter,  a  plant  theretofore  used 
for  the  manufacture  or  distribution  of  gas  or  electricity  for  the 
purposes  of  heating  or  power,  it  may  continue  to  use  the  same  for 
such  purposes. 

Section  7.  No  city  shall  exercise  the  authority  conferred  in 
section  one  of  said  chapter  until  a  vote  that  it  is  expedient  to 
.exercise  such  authority  shall  have  passed  each  branch  of  its  city 
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council  by  a  two-tbirds  vote  in  eacb  of  two  consecative  municipal 
years,  and  thereafter  bave  been  ratified  by  a  majority  of  tbe  voters 
present  and  voting  thereon  at  an  annual  municipal  election.  When 
such  a  vote  has  failed  to  secure  such  ratification  no  similar  vote 
shall  be  submitted  for  ratification  until  the  expiration  of  three  yeara 
thereafter.  The  mayor  of  any  city  shall  have  the  power  to  veto 
any  vote  passed  under  authority  of  this  act,  but  nothing  in  this  act 
shall  be  construed  to  prevent  the  city  council  from  passing  any 
such  vote,  in  the  usual  manner,  over  the  veto  of  the  mayor. 

Section  8.  Any  city  or  town  having  established  a  plant  for  the 
distribution  of  gas  or  electricity  for  lighting  purposes,  under  the 
provisions  of  said  chapter  three  hundred  and  seventy,  without  a 
plant  for  manufacturing  the  same,  may,  if  such  plant  be  a  gas 
plant,  purchase  gas,  and  if  an  electric  lighting  plant,  electricity^ 
to  be  distributed  by  means  of  the  same,  from  any  adjoining  city 
or  town  or  any  corporation  manufacturing  the  same. 

Section  9.  In  lieu  of  issuing  bonds  under  the  provisions  of 
section  four  of  said  chapter  three  hundred  and  seventy,  a  town  or 
city  may  issue  notes  or  scrip,  subject  in  all  other  respects  to  the 
provisions  of  said  chapter. 

Section  10.  Any  town  voting  to  establish  or  having  established 
a  gas  or  electric  light  plant,  or  both,  under  and  in  accordance  with 
the  provisions  of  chapter  three  hundred  and  seventy  of  the  acts  of 
the  year  eighteen  hundred  and  ninety-one,  may,  at  a  town  meeting 
called  for  that  purpose,  or  at  a  regular  annual  town  meeting,  choose 
from  its  citizens  three  persons,  to  be  known  as  the  municipal  light 
board,  one  of  whom  shall  be  chosen  for  one  year,  one  for  twa 
years  and  one  for  three  years,  and  at  each  annual  town  meeting 
thereafter  one  for  a  term  of  three  years,  who  shall  have  full  power 
and  authority  to  construct,  purchase  and  establish  a  public  lighting 
plant  in  accordance  with  the  vote  of  the  town,  and  to  maintain  and 
operate  the  same ;  and  they  shall  in  all  other  respects  possess  the 
powers  and  perform  the  duties  conferred  and  imposed  upon  the 
selectmen  of  such  towns  by  sections  eight  and  nine  of  said  chapter, 
and  the  manager  referred  to  in  section  eight  of  said  chapter  shall 
be  appointed  by  and  act  under  the  direction  of  said  board. 

Section  11.  This  act  shall  take  effect  upon  its  passage. 
[^Approved  June  5,  1893. 
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[Chap.  474  ] 
An  Act  relatinsr  to  the  Bay  State  Gas  Company. 
Be  it  enacted^  etc,  as  follows : 

Section  1.  The  charter  of  the  Bay  State  Gas  Company  is 
hereby  revoked  and  annnlled,  and  said  corporation  shall  be  sub- 
ject to  the  provisions  of  sections  forty-one  to  forty-five,  inclusive, 
of  chapter  one  hundred  and  five  of  the  Public  Statutes,  so  far  as 
the  same  are  applicable,  and  subject  to  the  provisions  hereinafter 
contained. 

Section  2.  The  suprtme  judicial  court  shall,  on  application 
made  as  provided  in  section  forty-two  of  chapter  one  hundred  and 
five  of  the  Public  Statutes,  or  on  application  of  the  mayor  of  the 
city  of  Boston,  appoint  a  receiver  of  the  said  Bay  State  Gas  Com- 
pany, who  shall  hold  and  distribute  the  estate  and  effects  of  the 
said  company  as  provided  in  sections  forty-two  to  forty-five, 
inclusive,  of  said  chapter  one  hundred  and  five  of  the  Public 
Statutes. 

Section  3.  Sections  one  and  two  of  this  act  shall  take  effect 
on  the  first  day  of  December  in  the  year  eighteen  hundred  and 
ninety-three ;  unless  the  said  Bay  State  Gas  Company,  shall, 
prior  to  said  day,  procure  or  cause  a  certain  obligation  for  four 
million,  five  hundred  thousand  dollars,  dated  the  eleventh  day  of 
March  in  the  year  eighteen  hundred  and  eighty-five,  and  issued  by 
said  company  as  part  consideration  for  a  contract  for  the  construc- 
tion of  its  works,  to  be  legally  cancelled  and  discharged,  and  shall 
surrender  and  deliver  the  said  obligation  thus  legally  cancelled  and 
discharged  to  the  commissioner  of  corporations. 

Section  4.  The  said  Bay  State  Gas  Company  may,  for  the 
purpose  of  procuring  such  cancellation  and  delivery  of  said  obliga- 
tion, issue  to  the  holder  or  holders  of  said  obligation  upon  the 
said  delivery,  stock  to  an  amount  equal  to  the  excess  of  the  actual 
market  value  of  the  property  of  said  company  over  five  hundred 
thousand  dollars,  not  including  therein  any  value  for  its  franchises. 
The  said  value  of  said  property  shall  be  determined  by  three  dis- 
interested persons  to  be  appointed  as  commissioners  by  the  supreme 
judicial  court,  upon  application  of  the  said  company,  after  notice 
to  the  mayor  of  the  city  of  Boston,  who  shall  be  a  party  to  all 
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proceedings  before  the  said  commissioners.  Stock  may  be  issaed 
under  the  provisions  of  this  act  only  after  the  findings  of  said 
commissioners  have  been  approved  by  the  court,  after  due  notice 
to  all  parties  interested,  and  only  in  the  event  that  the  aggregate 
amount  of  stock,  bonds,  notes  and  other  liabilities  of  said  com- 
pany outstanding  at  the  time  of  such  issue  shall  not  exceed  the 
said  value  of  the  property  found  and  approved  as  aforesaid. 

Section  5 .  It  shall  not  be  lawful  for  the  said  Bay  State  Gas 
Company  to  issue  any  stock  or  bonds  or  to  assume  any  liabilities 
or  to  pay  any  consideration  for  or  on  account  of  the  principal  of 
the  said  obligation,  or  for  the  purpose  of  procuring  the  cancella- 
tion and  delivery  thereof,  except  as  provided  in  this  act. 

Section  6.  Sections  four  and  five  of  this  act  shall  take  effect 
upon  its  passage.     [^Approved  June  10,  1893. 
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APPENDIX   C. 


RATES  FOR  PEABODY  INCANDESCENT  LIGHTS, 
Adopted  Sept.  21,  1893. 


Lights  by  Yearly  Contract. 

Ranning    5  lights  or  less,  75  cents  per  month. 

Running    5  lights  to   15,  65  cents  per  month. 

Running  15  lights  to  25,  60  cents  per  month. 

Running  25  lights  and  upward,  by  special  contract. 

Prices  for  running  three  nights  per  week,  75  per  cent,  of  the 
above. 

Houses,  by  meter,  |  cent  per  hour,  each  light. 

Houses  burning  less  than  $20  worth  per  year,  to  be  charged  $2 
per  year  for  use  of  meter. 

Halls  and  buildings  using  50  or  more  lights  by  meter,  i  cent  per 
hour  each. 

Buildings  requiring  one  light  to  burn  all  night,  $5  per  year  extra. 
All  bills  to  be  paid  quarterly. 

This  calls  for  lamps  of  16  candle  power. 

Contracts  for  other  lights  in  proportion. 

Arc  lights,  special  contract. 


RULES    AND    REGULATIONS     FOR    PEABODY    INCAN- 
DESCENT LIGHTS. 
Adopted  Oct.  19,  1893. 


1.  The  Peabody  Electric  Light  Department  will  place  upon  the 
premises  of  the  consumer  the  meter  and  other  appliances  necessary 
to  connect  the  consumer's  installation  with  the  main  line  without 
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coBt  to  the  consumer,  and  keep  in  repair  and  maintain  all  its  appli- 
ances ;  provided  that,  if  damage  is  done  its  property,  the  consumer 
shall  pay  the  value  of  the  property  so  damaged  or  destroyed,  or 
the  cost  of  repairing  the  same. 

2.  The  consumer  is  strictly  forbidden  to  interfere  with  any 
meters  or  other  appliances  of  the  Peabody  Electric  Light  Depart- 
ment, but  in  case  of  defective  service  should  immediately  notify 
the  manager. 

3.  The  department  agrees  to  use  reasonable  diligence  and  care 
to  provide  a  regular,  sufficient  and  uninterrupted  supply  of  current 
during  the  running  hours  of  the  plant;  but  in  case  the  supply 
should  fail  or  be  interrupted  by  reason  of  accident  or  any  other 
cause  except  the  neglect  of  the  department,  the  department  or  the 
town  shall  not  be  liable  for  any  damage  for  such  failure  or  inter- 
ruption, nor  shall  any  claim  be  made  for  rebate  or  allowance  therefor. 

4.  Consumers  will  not  be  permitted  to  use  the  current  for  any 
other  purpose  or  in  any  other  place  than  that  provided  for  in  the 
contract,  without  first  having  received  written  consent  from  the 
manager. 

5.  All  employees  of  the  department  are  strictly  forbidden  to 
demand  or  accept  any  personal  compensation  from  consumers  for 
any  service  rendered  in  connection  with  their  duties. 

6.  Bills  are  payable  quarterly  on  the  first  days  of  January, 
April,  July  and  October,  and  will  be  considered  in  arrears  if  not 
paid  before  the  15th  of  said  months. 

7.  The  department  reserves  the  right  to  discontinue  the  current 
without  notice,  in  case  the  consumer  is  in  arrears  in  payment  of 
bills,  or  fails  to  comply  with  all  rules  and  regulations  of  the 
department. 
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